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PREFACE TO THE THIRD EDITION 

In the six years that have elapsed sittee the previous revision of 
this text, the new developments in the fklde with which it deals have 
been unusually rapid, and a new revision -has become necessary in 
order to bring the subject matter into conformity with the advances 
that have been made. The work of Berp^s, Fischer, and others on 
the conversion of coal into oil by hydrogeiultion has changed the out- 
look with respect to the fuel situation. The development of the 
high-compression engine, with its demand for anti-knock gasoline, 
has caused a swinging from the liquid-phase to the vapor-phase 
methods of cracking petroleum intermediates. The commercial 
production of light, strong aluminum alloys, capable of hardening by 
heat-treatment, has made necessary the presentation of a new theory 
relating to the hardening of metals. With the placing of the Aston 
process on a commercial basis, an entirely new princ iple has Ireen 
injected into the age-old method of manufacturing wrought iron. 
The introduction of a non-ferrous alloy, harder than the sapphire, for 
tool bits has proven to be of great importance in industries employ- 
ing machine tools. The work of Evans and his collaborators has 
apparently solved the baffling problem of the passivity of metals. 
In revising the text, these developments and many similar ones have 
received attention. 

In the chapter on non-ferrous metals, ma^csium and cadmium 
have been added to the industrial group; and the metallurgical 
processes, properties, and uses of all the metals have been described 
more fully. Several new pages, including more photomicrographs 
and more thermal diagrams, have been added to the chapter on non- 
ferrous alloys. The presentation of the subject of iron corrosion has 
been greatly improved by a discussion of the effect of primary oxide 
films. The chapter on foundry sands has been entirely rewritten. 
A section on high early-strength cements has been added to Chapter 
XI. The cellulose nitrate lacquers and lubricating greases, both of 
which have gained in importance through the growth of the automo- 
bile industry, have been treated in a manner more in keeping with 
their present extensive use. Through improvement either in the 

xi 



fO THE THIRD EDITION 
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subject ^ metbod of presentation, most of the 

chap*'"* modified to an important degree. 

'Die author ^hes to acknowledge his indebtedness to Liddell’s 
“Handbook of Non-ferrous Metallurgy,” Jeffries and Archer’s 
“Science of Metals,” Sutermeister’s “Casein and Its Industrial 
Applications,” and Klemgard’s “Lubricating Greases.” He wishes 
to thank all of those who have read portions of the revised manu- 
script, particularly Dr. Ulrich R. Evans for his helpful suggestions 
with respect to the treatment of Hie corrosion of metals. He desires 
also to thank the members of the Research Bureau of the Koppers 
Company for their help in revising the section on the by-product 
coking of coal. Finally, he ventures to express the hope that the 
new edition may be accorded a reception as kindly as was granted 
the two previous editions. 

R. B. L, 

PnrrsBUBOH, Pa., 

January, 1923 



PREFACE TO THE FIRST EDITION 


The preparation of this text has beei| brought about by the pres- 
sure of circumstances. The author has for nine years been conduct- 
ing a course in Chemistry of Materials iii^e College of Industries of 
the Carnegie Institute of Technology, I abd has been considerably 
inconvenienced by the lack of a text, ^e particular object of the 
work is to supply information concermi^ the chemical properties 
of the materials employed in the various courses in Building Con- 
struction and Equipment, and in Mac^ery Construction and 
Operation, so that these materials mi^t be used more intelligently 
and, therefore, to a better advantage. Although there are many 
tests on Industrial Chemistry covering the methods by which these 
materials are manufactured, nothing has appeared emphasizing their 
properties from the standpoint of the user. This is, tW, the special 
purpose of the present text. It would naturally be understood that 
it is not possible to divorce entirely the discussion of the properties 
of any material from the discussion of the methods of its manufac- 
ture, but the latter have not been emphasized or presented in detail. 

In preparing the material, the aim has been to avoid complexity 
of treatment in so far as possible, without becoming superficial. 
Although the treatment is by no means exhaustive, it is sufficiently 
complete to enable the student to gain a reasonably thorough knowl- 
edge of the various materials. Some theories, such as those that 
account for corrosion, the hardening of cements, the effect of the 
heat-treatment of steels, the electrochemical action in primary and 
secondary cells, etc., have been introduced; and although the nature 
of the work has made a full consideration of them inadvisable, it is 
believed that they have been developed in sufficient detail to avoid 
inexactness. 

A prior course in Elementary General Chemistry has been 
assumed; indeed, this is considered essential not only for the study of 
this text, but for the understanding of any hterature dealing with 
these or similar subjects. No special effort has been made to avoid 
the use of technical terms. It is considered one of the purposes of 
the text to »plain such terms, and render them sufficiently fumliar 
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SO tlv"' <»tudents whose training otherwise might be insufficient for 
demand, may be encouraged to make use of reference works, 
scientific magazines, journals, and similar literature in which techni- 
cal terms are commonly employed. In fact, the author feels that 
if the text accomplishes no other object than to point the way to such 
sources of knowledge, it will have performed a valuable service. 

The references to literature, from which a considerable amount 
of the material of the text has been drawn, have been indicated in the 
footnotes and listed at the ends of the chapters in order that the 
student may have recourse to them to extend the study of the sub- 
ject when this is de.sired. An effort has been made in all cases to 
acknowledge the source of information obtained from these writings, 
and if any such acknowledgment has been omitted, it has not been 
done designedly. 

The author wishes to acknowledge his indebtedness to C. A. 
Coulter for his aid in preparing certain illustrations. Also, he 
wishes to thank the following publishers for permission to use illus- 
trations: Charles Griffin and Company, Ltd., for photomicrographs 
from their treatise on Alloys by Gulliver and Law; Sauveur and 
Boylston for photomicrographs from Sauveur 's “Metallography of 
Iron and Steel”; McGraw-Hill Book Company, Inc., for photo- 
micrographs from Gardner’s “Paint Technology and Tests”; and 
the following manufacturers for photographs and electrotypes: 
Harbison-Walker Refractories Company for photomicrographs and 
illustrations of metallurgical furnaces and coke ovens; Pratt and 
Lambert for photographs relating to varnish and varnish materials; 
The Edison Storage Battery Co. and the Electric Storage Battery 
Co. for electrotypes showing their products. 

R. B. L. 

PiTTSBUBOH, Pa., 

January, 1917 . 
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CHEMISTRY OF 
ENGINEERING MATERIALS 

CHAPTER I 

WATER FOR STEAM GENERATION 

By David S. McKinney, p.Sc. 

Because of the intimate connection of steam with the develop- 
ment of power and because of its wide application in other ways, the 
whole subject of steam generation is of considerable importance. 
But, since the conversion of water from the liquid to the vapor phase 
is essentially such a simple process, the need for intelligent super- 
vision in the development of steam from natural waters on an 
industrial scale is apt to be overlooked. The purpose of the present 
chapter is to discuss briefly the more important of the many real 
problems connected with the process. Since the difficulties that 
attend the successful operation of steam boilers are due in a large 
measure to the impurities in the waters available for use, these 
should be considered first. 

Impurities in Natural Waters 

In a chemical sense, all natural waters are to some degree 
impure. Even rain water, which is the purest form, is saturated 
with the atmospheric gases and contains solid matter, both organic 
and mineral, obtained by washing out soot and wind-raised dust 
from the air. In fact, the generally accepted theory now is that the 
production of rain depends upon the presence in the air of dust 
particles, which serve as nuclei about which the drops may form. 
All waters obtained from the earth, whether from the surface or 
lower depths, contain dissolved substances taken up from the rocks 
and soils with which they have been in contact. Water from veiy 
low levels, as from deeifly bored wells, is likely to contain larger 
quantities of dissolved substances than surface water, because of 
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the great mass of rock through which it has percolated. In general, 
water from regions of granite, sandstone, and clay formations 
contains much less dissolved mineral matter than that from lime- 
stone regions. Further, water from rocky regions is purer than that 
from regions where the rock has been disintegrated to form soil, since 
rocks are generally less soluble than soils. Mountain waters are 
relatively pure because they usually come into contact with little 
soil. Besides the dissolved substances, water may carry a great 
deal of suspended matter, as silica, clay, and organic material. This 
is especially true of surface waters, such as those from rivers and 
other streams. 


Hard Waters 

Water that contains dissolved calcium, magnesium, iron, and 
aluminum compounds is known as ‘^hard water.’' This term, 
which should be applied only to water containing these substances, 
is used loosely in popular language to describe acidulated water, or 
water containing any substance that prevents soap from lathering. 
Calcium, magnesium, iron, and aluminum ions react with ordinary 
soluble soaps to form insoluble, sticky soaps of these metals. The 
reaction of sodium stearate, a typical soluble soap, with calcium ion 
is as follows: 2Na(Ci8H8602)+ Oa++ = CaCCisHa^Oa)* + 2Na+. 
The soluble soap will not form a lather until a sufficient quantity has 
been added to precipitate all the metal ions producing hardness. 
This is the basis of the well-known soap method for determining 
hardness. Although widely used, this test is not recommended 
except as an approximate field test. The most accurate method 
for ascertaining hardness is to calculate it from the calcium, magne- 
sium, iron, and aluminum determinations. The total hardness as 
CaCOs in parts per million is fifty times the sum of the equivalents 
per million of Ca, Mg, Fe, and AJ, since the equivalent weight of 
CaCO» is 60. 

The amount of hardness equivalent to the sum of the carbonate 
and bicarbonate ions is called “carbonate hardness,” and the amount 
of hardness in excess of this is called “noncarbonate hardness.” 
This method of subdivision is preferable to the older way of divid- 
ing the hardness into “temporary” and “permanent” hardness since 
the latter method cannot be definitely interpreted in terms of the 
chemical species existing in the water. The “temporary ” hardness 

‘ ** Standard Methods of Water Analysis,*^ Amerioaa Public Health Assoo. 
and Amenean Water Works Assoc. ( 1036 ). 
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is that removed by boiling. The removal is due in part to decom- 
position of bicarbonates to form insoluble carbonates and in part 
to the increase in pH, resulting from the removal of carbon dioxide, 
which causes the precipitation of the less soluble basic salts and 
hydroxides. Permanent hardness is that which persists after 
boiling. It includes the carbonate hardness not removed by boiling 
and the major part of the noncarbonate hardness. 

Water that has been in contact with limestone deposits is likely 
to have a high carbonate hardness. Calcium carbonate is only very 
slightly soluble in pure water, but in water containing carbon diox- 
ide, the normal carbonate is converted into bicarbonate, which is 
much more soluble. CaCOsCs) + CO^ig) + H 2 O = Ca(HC08)« or 
CaC08(s) + COiig) + H 2 O = Ca"^ + 2HC08~. The necessary 
carbon dioxide is produced by the decay of organic matter under 
the action of bacteria in the soil. Water from deposits of marl, a 
mixture of calcium carbonate and organic matter, contains much 
calcium bicarbonate. 

Acidity of Mine Water 

In streams fed by tributaries that carry drainage from mines or 
from refuse that has been removed from mines, the water may con- 
tain considerable free sulfuric acid. The acid is produced by the 
wet oxidation of such sulfides as marcasite or iron pyrite, FeS 2 , as 
follows: 

4FeSa(«) + ISOa + 6 H 2 O = 4 Fe( 0 H)S 04 (s) + 4 H 2 SO 4 

Reports of Water Analyses^ 

Although the dissolved solids in the water may be sufficient to 
cause considerable trouble in a boiler, the actual amounts are small 
compared with the water itself. If the solids shown by analysis 
were reported in percentages, their true significance might not be 
apparent, because even in a so-called ^^bad^' water, the total solids 
may be only 0.03 or 0.04 per cent. An analysis reported on this 
basis, would, therefore, show approximately 99.97 p©r cent of water, 
a percentage that might lead one to believe that the water is essen- 
tially pure. In order to overcome this difficulty and to avoid show- 
ing percentages in the third or fourth place of decimals, water 
analyses are generally reported in parts per million by weight (ppm). 

^ A.S.T.M. Standardi, Supplement, Part 111 (1041), p. 047. Desigiiation 
D50a41. 
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Some analyses are reported in grains per gallon, especially in 
British literature. One grain per U. S. gallon is 17.1 ppm, and one 
grain per British gallon is 14.3 ppm. Because of the greater ease 
in making calculations, the use of parts per million is preferred. If 
many calculations of water treatment are to be made, it will be found 
convenient to report water analyses in equivalents per million parts 
by weight (epm), since one equivalent of one substance will react 
with or replace one equivalent of any other substance. To convert 
parts per million to equivalents per million, divide the parts per 
million of the given substance by its equivalent weight.^ 

Hardness, alkalinity, and acidity of water are often reported in 
terms of the equivalent amount of calcium carbonate, found by 
multiplying the number of equivalents per million of the substance 
by 50, the equivalent weight of calcium carbonate. 

In the older literature, it was customary to combine the positive 
ions (cations) with the negative ions (anions) in the water, and report 
the resulting combinations as salts existing in the water. Depend- 
ing on the order in which the combinations were made, several 
reports, bearing little apparent resemblance to one another, might 
be made from the same water analysis. The modern theory of 
electrolytes tells us that all salts are completely dissociated into ions 
in dilute solutions. Hence hypothetical combinations give an 
entirely false impression of the chemical substances present in 
solution. Furthermore, practically all reactions occurring in the 
treatment of water are reactions between ions. We shall therefore 
use ionic reactions as much as possible and shall write molecular 
formulas only when the substance concerned is undissociated or 
appears in the reaction as a gaseous or solid phase. 

A selected list of water analyses is given in Table 1. Sample 1 
represents approximately the maximum total solids to be expected 
in a fresh ’’ water. High sodium and chloride indicate that this 
water has been contaminated with sea water (sample 6). Sample 2 
represents one of the purest supplies to be found in the United 
States. Rain water in industrial areas will contain at least as much 
dissolved material as this sample. Sample 3 is a very hard water. 
It will be noted that the bicarbonate and sulfate are both high and 

* An equivalent or equivalent weight, as used in this chapter, is the molec- 
ular or ionic weight divided by the valence of the reacting ion. For definition 
in oxidation-reduction reactions see p. 407. See also McCutcheon, Seitz, and 
Warner, General Chemistry,*’ Chap, XVI, D. Van Nostrand Company, Inc., 
New York (1039). 
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that most of the dissolved solids may be accounted for by the hard- 
ness of the water. This hardness has probably been acquired by 
percolation through beds of limestone and gypsum. Sample 4 is 
a moderately hard water in which most of the hardness is of the 
carbonate variety characteristic of water from limestone districts. 
The nitrate content of this water is unusually high. Sample 6 is a 
low-hardness water characteristic of streams that are fed chiefly 
by surface drainage. Here the carbonate hardness is usually lower 
than the noncarbonate hardness. 

It should be noted that the calcium content of fresh water is high 
relative to the magnesium content; in sea water the reverse is 
true. Fresh waters seldom contain very much alkali metals, or 
chlorides. 

Waters containing less than 150 ppm of hardness are generally 
classed as ‘‘good,'' those containing from 160 to 350 ppm as “fair," 
and those exceeding 350 ppm as “bad." 

The Purpose op Water Treatment 

Water for steam generation is treated by both mechanical and 
chemical methods to prevent or minimize scale and corrosion. The 
mechanical methods used are distillation (evaporation) to remove 
dissolved solids and nonvolatile acids from the water and deaeration 
for the removal of corrosive gases such as oxygen, carbon dioxide, 
and hydrogen sulfide. Good evaporators, carefully operated, should 
produce a distillate containing less than 5 ppm dissolved solids. 
The guarantees of makers usually vary with the quality of the water 
but are seldom below this figure. The corrosive gases, oxygen and 
carbon dioxide, are removed by deaeration, either in ordinary open 
heaters which will reduce the oxygen to approximately 0.7 ppm or 
in specially designed deaerating heaters capable of reducing the 
oxygen to 0.05 ppm or less. Methods of chemical treatment will be 
discussed at length below. 

The choice of a method of treatment is dictated by the character 
of the water, its intended use, and the relative economy of the vari- 
ous methods of treatment. A suitable method of treatment should, 
of course, remove from the water a large proportion of the hardness 
that causes scale and deposits in boilers and pipe lines. Also, the 
dissolved salts remaining after treatment should be sufficiently low 
so that deposits in superheaters and turbines (due to foaming and 
priming of the boiler) may be avoided by “blowing down" a rea- 
sonably small proportion of the boiler water. 
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Referring to Table sample 2 is so pure that it cannot be mate- 
rially improved by the ordinary chemical softening methods ; sample 
6 is so high in dissolved solids that it would be useless for steam 
generation even after softening. Sample 2 could be used directly 
in internally treated boilers and sample 6 would be purified by 
distillation. Sample 2, and perhaps sample 5, could be used without 
treatment other than adjustment of alkalinity in low-pressure boilers 
(less than 100 psi), but would probably cause serious trouble in 
high-pressure boilers, which tolerate very littiie scale. Evaporation 
is commonly used to produce the make-up l^uirements on ocean- 
going ships, and in central power stations whei^ the make-up is low. 
It is also used in steam heating plants, in winch the condensate is 
returned to the boilers, when the low-pressure steam from the 
evaporators can be discharged directly into the low-pressure steam 
lines. 


Water Softening 

The process of treating water to remove the hardness-producing 
ions, calcium, magnesium, and sometimes iron and aluminum, is 
called softening and the resultant water, containing very little of 
these ions, is known as soft water. The two best known processes 
for accomplishing this are the lime-soda and the zeolite or base- 
exchange process. These, with their modifications, will now be 
described. The results to be expected on treating water 4 (Dayton, 
Ohio) of Table 1 are given in Table 2. 

The Cold Lime-soda Process 

In both the cold and the hot lime-soda processes, magnesium ion 
is removed as the hydroxide and calcium ion as the carbonate by 
means of lime, CaO, and soda ash, Na2C08. A coagulant must 
often be employed in the cold lime-soda process, since the precipi- 
tates produced are very finely divided; therefore, they neither 
settle rapidly, nor can they be efficiently removed by filtration. 
Aluminum sulfate, alum, sodium aluminate, and ferrous sulfate are 
used for this purpose. All these substances produce flocculent, 
gelatinous precipitates that entrap the suspended matter and finely 
divided precipitates, settle rapidly, and are easily retained on the 
filters. 

The older cold lime-soda softeners were usually of the batch or 
intermittent type. Water and the necessary chemicals are added 
to a large tank supplied with low-speed agitators. After thorough 



Table 2. — Expected Results of Treatment of Water 4, Table 1, by Various Methods 
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* £!xpect some 8iOi removal l>ecause of high ratio of Mg to SiOs in raw water; exact extent unpredictable, 
t Belter hardness removal is possible with verj' careful operation. 
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mixing the agitators are stopped and the sludge allowed to settle. 
Water is then drawn off through sand filters as needed. To make 
the process continuous, two agitator tanks are provided so that, 
while one tank is being treated, the other supplies softened water 
to the system. Several filters are also provided so that one may 
be cleaned while filtration proceeds in the others. Although sand is 
generally used in the filters, this material is sometimes replaced by 
sized anthracite coal, coke, or dense iron ore. The precipitated 
sludge is not removed from the treating tanks at the end of each 
cycle, since it aids materially in the coagulation of the next batch 
of water. The amount of coagulant required is found by trial. 

The majority of cold-process softeners being built today are of 
the continuous type. The two agitator tanks of the cold-batch 
process are replaced by a two-chambered reaction tank. The water 
and treating chemicals are introduced into the smaller chamber, 
which is provided with agitators to secure thorough mixing. The 
water then flows upward through the second and larger chamber, 
of rapidly increasing cross section. Owing to the decreasing 
velocity of the water as it flows through the second chamber, a zone 
is reached where the rate of settling of the sludge is equal to the rate 
of upward flow of water and above which the water is practically 
free of sludge. The clarified water is drawn off the top of the second 
chamber and is filtered as in the batch process. Sludge is continu- 
ously discharged from the sludge zone, a portion of it being recircu- 
lated to the first chamber to secure better coagulation, the remainder 
being discarded. Owing to the decrease in viscosity of the water 
with rising temperature and the consequent increase in the sludge 
settling rate, the capacity of the softener may be twice as great in 
summer as in winter.^ 

The lime is usually slaked and added to the water as a suspension 
known as ‘‘milk of lime.’’ The slacking reaction is 

CaOO) + H 2 O = Ca(OH),(«). 

Sufficient lime must be added to 

1. Neutralize the free mineral acid, if present. 

2. Precipitate the coagulant, if of an acid nature such as alumi- 
num suKate, alum, or ferrous sulfate. 

3. Convert CO* and HCOa" to CO3 ion. 

4. Precipitate Mg^ as the hydroxide. 

‘ Spaulding, Waier Works d: Sewerage^ 85 , 153 (1838). 
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The reactions^ in the order indicated above are 

2H+ + Ca(OH)2 - Ca-H- + 2H2O ( 1 ) 

AUCSOOa + 3Ca(OH)2(s) - 2Al(OH),(e) + 3Ca++ + 380“ (2) 
FeS04 + Ca(OH)2 = Fe(OH)2(s) + Ca++ + SO— (3) 

The ferrous hydroxide formed in reaction (3) is rapidly oxidized to 
ferric hydroxide by oxygen dissolved in the water. 

4Fe(OH)2 + O 2 + 2 H 2 O = 4Fe(OH)8(fi) (4) 

CO 2 + Ca(OH )2 = CaCOsW + H 2 O (5) 

2 HC 03 - + Ca(OH )2 = CO 3 — + CaCOsW + 2 H 2 O (6) 

The carbonate ion formed in reaction (6) precipitates calcium ion 
already in the water. 

Ca++ + CO 3 — = CaCOaW (7) 

Mg++ + Ca(OH )2 = Mg(OH) 2 W + Ca-^-»* (8) 

Sufficient soda ash is then added to precipitate that part of the 


calcium originally present which is not removed by reaction (7), 
plus that introduced by the lime treatment [Reactions (1), (2), or 
(3) and (8)]. 

Ca++ + Na 2 C 03 = CaCOsW + 2Na+ (9) 

If sodium aluminate is used as coagulant, no lime is required for 
its precipitation, and the lime requirement is diminished by an 
amount equivalent to the hydroxyl ion formed on hydrolysis of the 
sodium aluminate. 

NaAlOj + 2 H 2 O == Na+ + OH- + AlCOH),^ (10) 

From the foregoing equations we may formulate simple rules for 
calculating the lime and soda ash requirements as follows: 

1. When an acid coagulant such as alum or ferrous sulfate is 
used, the lime requirement, in equivalents, is the sum of the equiva- 
lents of mineral acids, carbon dioxide, bicarbonate ion, and magne- 
sium ion in the water, plus the equivalents of coagulant added 
[Reactions (1), (5), (6), (8), and (2) or (3) respectively]. The soda 
ash requirement, in equivalents, is the sum of the equivalents of 
mineral acids, calcium ion, and magnesium ion in the water plus 
the equivalents of acid coagulant (if used) less the equivalents of 
bicarbonate ion. [Reactions (1), (9), (8), (2) or (3), (6), and (7).] 

* The symbol (s) after a formula indicates that the compound is a solid, 
frequently formed as a precipitate. 
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2. When an alkaline coagulant, such as sodium aluminate, is 
used, the lime requirement in equivalents is the sum of the equiva- 
lents of mineral acids, carbon dioxide, bicarbonate ion, and magne- 
sium ion in the water, less the equivalents of base formed by 
hydrolysis of the sodium aluminate. [Reactions (1), (5), (6), (8), 
and (10), respectively.] The soda ash requirement, in equivalents, 
is the sum of the equivalents of mineral acids, calcium ion, and 
magnesium ion less the equivalents of bicarbonate ion in the water 
and of hydroxyl ion formed by the sodium aluminate. [Reactions 
(1)> (9)> (8), (6), and (10).] These rules do not include excess 
reagents that may be added. 

The use of the rules is illustrated in the following example based 
upon the analysis of water 4, Table 1, to secure the treated water 
of Table 2 by the cold lime-soda process. To make the example 
more complete, we shall assume that 14 ppm of FeS 04 * 7 H 20 is 
used as coagulant and that the water contained 30 ppm of free CO 2 . 


Analysis 

Untreated water 

CaO 

required 

epni 

Na^CO, 

required 

epm 

ppm 

opm 1 

CO 2 

30 

1.36 

1.36 


HCO,”' 

339 

5.56 

5.56 

-5.56 



92 

4.60 


+4.60 

Mg++ 

! 34 

2.80 

2.80 

+2.80 

FeS04-7H20 

* 14 

0.10 

0 10 

+0.10 

No excess reagent, total. . . . 



9.82 

1.94 


In addition, the following excess of reagents is required to 
produce treated water containing concentrations of and 

COa — indicated below. 


Analysis 

Treated water 

Excess 

CaO required 
epm 

Excess 

NaaCO, required 
epm 

ppm 

epm 

OH~ 

6.8 

21. 

0.40 

0.70 

0.40 

0.40 

0.70 

CO,— 

Including excess reagent, 
total 


10.22 

3.04 



Weights of pure reagents required per million pounds of water 
treated: 







12 


CHEMISTRY OF ENOINEERING MATERIALS 


FeS04*7H20= 14 1b. 

CaO = 10.22 X 28.04 = 287 lb. 

NaaCOs = 3.04 X 53 = 161 lb. 

It must be remembered that both calcium carbonate and magne- 
sium hydroxide are soluble in water to a small but measurable 
extent. This solubility can be decreased by the use of excess 
reagents, in accordance with the solubility product principle, which 
states that, at a given temperaturey when a dificulUy soluble compound 
is in equilibrium with its saturated soluiiony the product of the molal 
concentrations of its tons, each raised to the power which is the number 
of ions formed by the dissociation of one molecule of the compound, 
is equal to a constant This constant is denoted by the letter L and is 
called the solubility product constant of the compound in question. We 
would then write, for calcium carbonate. Lcmco» ~ [Ca++][CO,— ], 
and for magnesium hydroxides Z^Ms(OH)t = [Mg'^][OH‘”]2, where the 
brackets indicate concentrations in moles per liter. Considering 
the above equations, it is evident that an excess of sodium carbonate 
will decrease the residual calcium ion in the water and an excess 
of hydroxyl ion, produced by the use of excess lime, will reduce the 
residual magnesium. The excess treatment is usually adjusted to 
produce a softened water containing a minimum of 0.4 epm of 
hydroxyl ion and 0.7 epm of carbonate ion. The residual hardness 
of the treated water Ls of the order of 15 ppm, expressed as calcium 
carbonate. In calculating the weights of commercial chemicals, 
account must also be taken of the impurities that they contain. 
Advantage is taken also of the use of excess reagents in initiating 
the formation of the calcium carbonate and magnesium hydroxide 
precipitates in the batch process by adding the whole requirement 
of lime and soda ash to the treating tanks before they are filled with 
the water to be treated, agitation being started as soon as the 
paddles are covered. 

Slight variations of the lime-soda process are sometinaes used. 
For example, the lime may be partly replaced by sodium hydroxide. 
This is of no advantage in the batch process since sodium hydroxide 
can be prepared from lime and soda ash. 

Ca(OH )2 + NajCOa = 2NaOH + CaCO,(s) 

Some success has been reported in the removal of silica by 
the use of sodium aluminate with an approximately equivalent 
amount of magnesium sulfate, the resulting mixture of Al(OH)i 
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and Mg(0H)2 being especially effective in coagulating silica, which 
exists in most waters principally as a colloidal suspension. The 
removal of silica is usually difficult and expensive. 

Barium carbonate and barium hydroxide have been occasionally 
substituted for the corresponding sodium salts to remove sulfates. 

Ba++ + SO 4 — = BaS04(s) 

They are seldom used today because of their relatively high cost 
and because soluble barium salts are poisonous. 

The Hot Lime-soda Peooess 

At ordinary temperatures, two to three hours are required for the 
completion of crystallization and coagulatioli in the cold lime-soda 
process, whereas, if the water is heated to near the boiling point, the 
reactions are essentially complete in approximately 15 min. It is 
apparent from this fact that a hot-process softener will be of con- 
siderably smaller size than a cold-process softener of equal capacity. 
The increase in temperature also reduces the viscosity of the water, 
allowing the use of smaller filters. The precipitated sludges usually 
settle so rapidly that a coagulant is not required. Where space is 
limited or sufficiently expensive to outweigh the additional cost of 
the apparatus, the hot-process softener would be selected in prefer- 
ence to the cold process. The hot-process softener is nearly always 
of the continuous type. The water is heated to the boiling point 
in an open deaerating heater. This removes the dissolved gases, 
including carbon dioxide, and, if the water contains appreciable 
carbonate hardness, accomplishes some softening due to the decom- 
position of bicarbonate ion as follows:* 

Ca+-*- + 2HC03~ = H 2 O + CaC03(«) + COiig) 

The water then passes into a closed tank provided wdth an agita- 
tor, where the additional chemicals required to complete the soften- 
ing are added. The water is then filtered. The remaining reactions 
are identical with those given for the cold-process softener. The 
lime required for hot-process treatment is less than for the cold 
process since a coagulant is seldom used and because of the removal 
of carbon dioxide and the decomposition of bicarbonate ion in the 
deaerating heater. The treatment is usually adjusted to produce a 
softened water containing practically no hydroxyl ion and a mini- 

1 The symbol (g) after a formula indicates that the compound is in the 
gaseous state. 
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mum of 0.7 epm of carbonate ion. The continuous hot process 
requires careful control especially if the water supply is of rapidly 
varying composition. Any change in the water composition should 
be followed immediately by a proper adjustment of the chemical 
feed. 

Since the solubility of calcium carbonate and magnesium 
hydroxide increases with temperature, the residual hardness (30 to 
50 ppm as CaCOs) after hot-process softening may be somewhat 
higher than in the cold process. 

By using trisodium phosphate and sodium hydroxide in the hot- 
process softener, the residual hardness may be reduced below that 
obtainable by the use of lime and soda ash. However, the chemical 
cost is higher. 

The Zeolite or Base-exchange Process 

The zeolite process depends upon the ability of the zeolite min- 
erals, complex sodium aluminum silicates, to exchange sodium ions 
for calcium and magnesium ions in the water. For calcium ion, the 
reaction is 


NaaZ + Ca++ ^ CaZ + 2Na++ 

where Z stands for the complex aluminum silicate part of the 
molecule. Since this reaction is easily reversible, the zeolite will not 
soften waters containing large amounts of sodium. This reversi- 
bility is utilized in regenerating the spent zeolite with sodium chlo- 
ride solution. Both natural and artificial zeolites are used, the 
former being the more durable, the latter having higher capacities 
per unit weight of zeolite. The artificial zeolite is made by fusing 
together feldspar, china clay, and soda ash; the resulting glass is 
cooled and crushed. If the water supply contains no suspended 
matter or free acid, it is merely allowed to flow through a bed of 
zeolite contained in a suitable tank. When the zeolite is exhausted, 
it is regenerated by flowing a strong solution of sodium chloride 
through the zeolite bed. This reverses the softening reaction given 
above, converting the exhausted calcium zeolite into the active 
sodium zeolite. The brine solution, now containing the calcium 
and magnesium removed from the water during the softening cycle, 
is washed out of the zeolite with fresh water and discarded. The 
salt requirement is approximately three times the theoretical value, 
owing to the necessity of maintaining a large excess of sodium ion 
in the regenerating brine. 
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When the water supply is clear, the zeolite system is commonly 
used without other treatment to soften water for laundries, small 
heating plants, municipal water supplies, and homes. Under these 
conditions the system can be adequately controlled by the simple 
soap test for hardness. Municipal water-softening plants are 
usually operated to leave approximately 50 ppm of hardness in the 
softened water by allowing a portion of the hard water to by-pass 
the softener. This hardness produces some deposit in the distribu- 
tion lines, decreasing the rate of corrosion. 

If the water supply is turbid, the suspended matter must be 
removed by coagulation and filtration before the water is admitted 
to the zeolite. Pretreatment is also required if the water is acid 
or very alkaline or if it contains appreciable amounts of iron and 
manganese. 

Since the zeolite sand merely replaces calcium and magnesium 
with sodium ion, the bicarbonate ion and free carbon dioxide are 
not altered. The resulting very soft water is corrosive since it 
contains no material capable of producing a protective film on the 
metal of the pipe line. In high-pressure boiler systems the free 
carbon dioxide and a portion of that present as bicarbonate ion are 
liberated in the feed-water heaters. The remainder is liberated 
in the boilers. 

HCOa- = + OH- 

The resulting steam, when condensed, dissolves the liberated 
carbon dioxide. Since carbon dioxide is a weak acid, the resulting 
condensate may be very corrosive if the carbon dioxide content is 
high. Also the reaction above indicates that an equivalent of 
hydroxyl ion is formed in the boiler for each equivalent of bicarbon- 
ate ion decomposed. This results in a very alkaline boiler water 
which n^aj^ require excessive blowdown to prevent foaming. For 
these reasons, the simple zeolite is seldom used for boiler feed-water 
treatment when the water to be treated is high in carbonate hardness. 

Various schemes have been devised for supplementary treatment 
to remove the offending carbon dioxide and bicarbonate ion. The 
chemical control required by these more complicated systems of 
treatment is comparable to that required by the hot lime-soda proc- 
ess, but the hardness remaining in the zeolited water is considerably 
less than in the case of the lime-soda softened water. 

In some installations the zeolite-softened water is treated with 
sulfuric acid. 
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2HC08- + H*S04 - 2Q0^(g) + 2 H 2 O + SO — 

The bulk of the carbon dioxide is removed by aeration of the water, 
followed by deaeration to remove the remaining carbon dioxide and 
oxygen. Care must be taken to avoid an excess of sulfuric acid. 

In other installations, the water is pretreated with lime or sodium 
hydroxide, combined with a coagulant, and filtered. This pretreat- 
ment is used when the water is acid or contains appreciable quantities 
of iron and manganese. The carbon dioxide and bicarbonate ion 
are removed as calcium carbonate in accordance with the following 
equations: 

CO 2 + 20H- = COs— + H 2 O 
HCOs-^ + OH“ = COg— + H 2 O 
COg— + Ca++ = CaCOgCs) 

The filtered water is then passed through zeolite sand which removes 
the remaining noncarbonate hardness. The reactions must be 
complete before filtration of the water, for if calcium carbonate 
precipitates after filtration, the zeolite grains may become coated. 
This stops the softening process and may require acid treatment 
of the zeolite before it can be regenerated. Afterprecipitation on 
the zeolite grains may be prevented by the threshold treatment” 
described on page 31. This method of treatment is chemically 
equivalent to the lime-soda process, but owing to the high efficiency 
of the zeolite in removing hardness, the resulting water is softer 
than that produced in the lime-soda process, and also is lower in 
alkalinity since no excess lime or sodium hydroxide is required to 
secure efficient hardness removal. The lime or caustic soda treat- 
ment is adjusted to produce a pH (page 23) of about 8. The 
resulting water is considerably less corrosive than that produced 
by the simple zeolite method or by the zeolite followed by acid 
treatment. 

Counterbalancing these advantages, the equipment is relatively 
expensive and requires careful control. When used on waters with 
high carbonate hardness, both this method and the lime-soda 
method result in a desirable decrease in the dissolved solids remain- 
ing in the treated waters, since the carbon dioxide and bicarbonate 
ion are precipitated as insoluble calcium carbonate. In the simple 
zeolite method, a slight increase in solids results since calcium, 
equivalent weight 20, and magnesium, equivalent weight 12, are 
replaced by sodium, equivalent weight 23. 
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Carbonaceous Zeolites^ 

Several insoluble organic substances have come into use that 
have the property of exchanging ions in the same manner as do the 
zeolite minerals. For this reason they are known as carbonaceous 
zeolites. Although they may be used as ordinary zeolites, their 
principal advantage lies in the fact that they may be used for soften- 
ing waters, such as acid mine Avaters, which will destroy the silicious 
zeolites, or for exchange reactions involving ions other than sodium. 
One type of carbonaceous zeolite is made by treating organic 
substances with fuming sulfuric acid or chloTosulfonic acid. These 
substances are regenerated with 0.5 to 4 per cent sulfuric acid and 
will replace practically all metallic ions in the water with hydrogen 
ion. 

H 2 Z' + Ca++ CaZ' + 2H+ 

H 2 Z' + 2Na+ ^ Na 2 Z' + 2H+ 

where Z' indicates the complex organic part of the carbonaceous 
zeolite. The equipment used must be acid proof. Wood or rubber- 
lined steel tanks and hard rubber or rubber-lined steel piping have 
been used. Chemical stoneware also could be used. 

Synthetic phenolic resins have !)een prepared, some of which 
function as hydrogen ion (cation or positive ion) exchangers, 
others as anion (or negative ion) exchangers. These latter sub- 
stances are regenerated with sodium hj^droxide or sodium carbonate. 
They remove sulfate ion very efficiently, chloride ion somewhat 
less efficiently, and have little effect 011 bicarbonate ion. If 
regenerated with sodium hydroxide, the reactions are as follows: 

Z'(0H)2 + SO 4 — ^ Z'S04 + 20H~ 

Z'(0H)2 + 2C1- Z'CU + 20H-" 

The cation exchangers are used in combination with ordinary 
zeolites to avoid sulfuric acid treatment for removal of bicarbonate. 
A portion of the water is softened by the ordinary mineral zeolite, 
another portion by the carbonaceous zeolite. The carbonaceous 
zeolite removes practically all the metallic ions, replacing them with 
hydrogen ions. The rates of flow through the two zeolites are so 
adjusted that the hydrogen ion introduced by the carbonaceous 

1 Tiobk, Trans. A.S.M.E. 60, 315 (1938). Bmii, Froc. A.S.T.M. (1938), 
Part 2, 631. 
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zeolite will convert nearly all of the bicarbonate ion in the water 
from the mineral zeolite to carbon dioxide. 

HCOa-- + H 2 O + C02(^) 

The carbon dioxide is then removed by aeration followed by deaera- 
tion. The total solids remaining in water treated in this way are 
less than if sulfuric acid is used to remove bicarbonate. 

The organic cation exchangers are also used, in combination with 
anion exchangers, to produce water approaching distilled water in 
purity. The water is passed first through the cation exchanger, 
where practically all the metallic ions are replaced by hydrogen ion, 
then through the anion exchanger where sulfate and chloride ion 
are replaced by hydroxyl ion. The hydroxyl ion neutralizes a 
portion of the hydrogen ion, resulting in a water that contains free 
carbon dioxide with traces of salts. The carbon dioxide is then 
removed by aeration and deaeration. Little operating information 
is as yet available on these materials. 

Boiler Scale and Deposits 

When water is converted into steam, both the suspended and the 
dissolved materials may be deposited within the boiler. If these 
substances form adherent coatings on the metal surfaces, they are 
called scales; if not, they are known as sludges. The suspended 
matter may be coagulated owing to the increase in temperature 
within the boiler, or it may be entrapped by crystallizing soluble 
material. In order that soluble material may be deposited, the solu- 
bility product for the solid substance must be exceeded. This may 
be caused by the normal increase in concentration that occurs due 
to evaporation within the boiler, to a decrease of the solubility of 
the dissolved substance, or to reactions that produce insoluble sub- 
stances from others previously soluble. The importance of the first 
cause will be at once recognized from the fact that modern high- 
pressure boilers ma}^ evaporate an amount of steam equal to the 
water they contain in as short a time as 15 min. Thus, in a short 
time, even a well-softened water will be concentrated to the point 
where solid materials start to deposit. If the solubility of the dis- 
solved substance decreases with temperature, as is the case with 
calcium sulfate (Fig. 1), it Avill deposit as an adherent scale on the 
heating surfaces of the boiler, and as sludges in the cooler regions. 
If the solubility increases with temperature, the material will form 
sludges in the hotter regions and scale on cooling surfaces. These 
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principles were first enunciated by R. E. Hall,' who was also the first 
to make use of the solubility product in the treatment of boiler 
waters. Hall's ideas were confirmed experimentally by Partridge and 
White* for the case of calcium sulfate. The latter authors observed 
the formation of steam bubbles at a heated surface in a solution 
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Fig. 1. — Solubility of calcium sulfate. {Partridge and WhUe, Trane. Am. 8oe. 
Meek. Eng., 51 , 383, 1929.) 


of calcium sulfate. A ring of tiny crystals of calcium sulfate was 
seen to form on the metal surface near the periphery of the steam 
bubble. These crystals do not redissolve when the steam bubble 
escapes, since the solution is already saturated. Repetition of this 
process gradually forms a solid layer of scale. An alternate, eirnlnno. 
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tion, which does not require that the solubility of the scale-forming 
substance decrease with temperature, is as follows. When a steam 
bubble forms on a metal surface, a film of water is left, which 
evaporates leaving a layer of dried salts. The bubble then escapes 
and the surface is again wetted but, if a new bubble forms before 
the salts previously deposited have time to redissolve, a layer of 
scale may be formed. 

The formation of calcium carbonate due to the decomposition 
of bicarbonate ion into carbonate ion and carbon dioxide gas is an 
example of the formation of a deposit due to chemical reaction. At 
elevated temperatures, bicarbonate ion decomposes as follows: 

2HC08- = CO,— + C02{g) + H^O 

The carbon dioxide escapes with the steam. Carbonate ion com- 
bines with calcium ion to form calcium carbonate. 

Ca++ + CO 3 — - CaC08(s) 

This reaction may take place in low-pressure boilers (less than 100 
psi). In high-pressure boilers the partial pressure of CO 2 in the 
steam is usually lower than that produced by a saturated solution 
of calcium carbonate. Under these conditions carbonate ion 
decomposes, 

COa— + H 2 O = 20H“ + C02(^) 

and cannot reach a value sufficiently high to precipitate calcium 
carbonate. 

The most troublesome scales consist of calcium sulfate or calcium 
and magnesium silicates. Calcium and magnesium hydroxides and 
calcium carbonate are less frequently major constituents of scales. 
These substances, together with iron and aluminum oxides, are 
often entrapped in the sulfate and silicate scales during their forma- 
tion. In very high-pressure boilers, sodium aluminum silicate 
scales have been found that resemble the zeolite minerals. These 
occur in regions of excessive local evaporation. 

Effect of Deposits within the Boiler 

The deposition of scale on the heating surfaces constitutes a 
serious hazard in the operation of a boiler. All scales are good heat 
insulators. Hence the formation of scale on the tubes or other 
heated surfaces may insulate the metal so well that it becomes 
overheated and is not strong enough to withstand the boiler pressure. 
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Bagging^' of the tubes then occurs, and the scale cracks, admitting 
water to the overheated surface. This cools the surface and stops 
the swelling of the tube until a new layer of scale forms and the proc- 
ess is repeated. Eventually the tube bursts. In addition to the 
loss of strength due to overheating, rapid reaction between water 
and iron occurs at high temperatures, causing additional thinning 
of the tube wall. 

3Fe + 4 H 2 O - FesO,(s) + 4112(g) 

In modern boilers, the increase in the rate of heat transfer 
through the tubes exposed to the fire, do^ to increased furnace 
temperatures and the increase in operattog pressure with conse- 
quent increase of the water temperature within the boiler, makes 
the problem of scale formation a very serious one. Failure^ has 
been known to occur in a 1,300 psi boiler when the scale thickness 
was only When scale formation is not prevented, frequent 

and expensive outages of the boiler for cleaning will be required to 
ensure that the scale does not reach a dangerous thickness. Boiler 
tube failures may also be due to steam blanketing caused by inade- 
quate provision for the escape of steam from the generating tubes 
or by excessively high rates of heat transfer. Correction of the 
boiler design is necessary to eliminate this type of failure. 

Excessive sludge accumulation may cause trouble within a boiler 
by settling in regions of poor water circulation or by plugging open- 
ings such as gauge-glass connections. When scale forms in a sludge- 
laden water, considerable quantities of the sludge may be entrapped 
within the scale. 

Internal Treatment of Boilers to Prevent Scale Formation 

From the foregoing discussion it is evident that the most objec- 
tionable deposits in boilers are caused by those substances whose 
solubilities decrease with rising temperature, producing adherent 
scales on the heat-absorbing surfaces. If the boiler water can be 
treated so that one of the constituent elements of the scale will be 
precipitated as a compound whose solubility increase's with rising 
temperature, the offending element will deposit as a sludge that can 
be removed by blowing down, and scale formation on the heat- 
ing surface will be prevented. To prevent the formation of 
calcium sulfate scale, calcium may be precipitated as calcium carbon- 
ate or as calcium phosphate, both of which deposit as sludges. At 
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pressures below 150 psi, treatment with sodium carbonate to produce 
calcium carbonate has been successful. Above this pressure the 
carbonate ion decomposes so rapidly, producing carbon dioxide and 
hydroxyl ion, that it is necessary to use one of the sodium phos- 
phates, precipitating the calcium as tricalcium phosphate. We 
shall first consider the conditions for the carbonate treatment. If 
the boiler water is saturated with both CaS 04 and CaCOs, the solu- 
bility products of both salts must be satisfied: 

= [Ca+^] • [CO3— ] and = [Ca++] • [SO — ] 

The bracketed quantities indicate concentrations in moles per liter. 
Since [Ca++] is identical in these expressions, we may write 

L 0 .C 0 . _ [Ca++] • [C 03 “] _ ICOs-] 

lc;;:ho. rca++] * [so4“] [SO 4 — ] 

If the ratio [CO3 ]/[S()4 ] is maintained greater than [Lc*co 

by the addition of sodium carbonate, the water is saturated with cal- 
cium carbonate, but not with calcium sulfate. Hence calcium 
sulfate cannot deposit and no scale will form. In order to utilize 
the sodium carbonate efficiently, it is necessary, since carbon dioxide 
is a very weak acid, to maintain the hydroxyl-ion concentration 
sufficiently high so that most of the carbon dioxide is present as 
carbonate ion. The hydroxyl- and hydrogen-ion concentrations are 
related by the dissociation constant of water. 

H 2 O + OH~; Kw = [H+] * [OH““] 

Hence a high concentration of hydroxyl ion requires that the 
hydrogen-ion concentration be correspondingly low, to satisfy this 
equation. The relations between the hydrogen-ion concentration 
and the remaining ions of carbonic acid are given by the dissociation 
constants of carbonic acid. 

H,CO, ^ 11 + + HCO,-; Ki = 

[ll2tyU3j 

HCOr ^ H+ + CO,- ; K, = 

The second of these equations shows that, as the hydrogen-ion 
concentration is decreased, the ratio [CO3 — ]/[HC08^] must increase 
eorr^pondingly, t.e., the fraction of the total COa present as COa — 
must increase. The relations existing at 25°C. are given in Table 3 
from which it is evident that the hydroxyl-ion concentration must 
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Tabm 3 . — DxsTBiBtmoN OF Ions in Watbb at Vabxoits pH Values, ZS'C.* 


pH 

Concentra- 
tion moles 
per liter 

Percentage of total 
moles of CO 3 , present 
as 

Percentage of total moles of 
HaPOi, present as 


H+ 

OH- 

H,CO, 

HCO,- 

COs— 

H.PO, 

H,POr 

HPO 4 — 

PO 4 — 

4 

10 “”^ 

10-10 

99.6 

0.4 


1.8 

98.6 

0.1 


5 

10 ”*^ 

io-» 

95.9 

4.1 


0.1 

99.3 

0.6 


6 

lO"* 

10-8 

69.9 

30.1 

.... 


94.2 

5.8 


7 

10-7 

10-7 

18.8 

81.1 

0.1 


61.7 

38.3 


8 

io-» 

10-8 

2.3 

97.2 

0.5 


13.9 

86.1 


9 

10 -® 

10-8 

0.2 

95 3 

4.5 


1.6 

98.3 

0.1 

10 

10-10 

10 -* 


68.0 

32.0 

i • • • 

0.2 

98.8 

1 0 

11 

10-11 

10-3 


17.5 

82.5 


• « • « 

90.9 

9.1 

12 

10-12 

10-2 


2.1 

97.9 



50.0 

50.0 

13 

10-13 

10-1 


0.2 

99.8 



9.1 

90,9 


♦ McKinnkt, Ind. Sng. Chem., Anal. Ed., B , 192, (1931). Rocaloulated, using dissociation 
constants from Latimer, “Oxidation Potentials/’ Prentice-Hall, Inc,, New York (1938). 


be of the order of lO”*® to 10 ”^ mole per liter in order that mo^st of the 
CO2 be present as CO3 . If the hydroxyl-ion concentration is 
below 10 ~^ (pH = 10 ),^ an appreciable fraction of the CO2 is present 
as H2CO8. Under these conditions the CO2 would be rapidly 
evolved with the steam. 

Considering now the case of phosphate treatment, it is desirable 
that the calcium be precipitated as Caa(P04)2 rather than as 
CaHP04 or CaH4(P04)2, since Ca8(P04)2 is much less soluble than 
the other two salts and also contains a greater percentage of calcium. 
Reference to Table 3 again tells us that the water must be main- 
tained fairly alkaline in order that a reasonable portion of the 
phosphate be present as PO4 . However, since phosphoric 
acid is not appreciably volatile, we need not consider its loss in the 
steam. Furthermore Ca3(P04)2 is extremely insoluble. It is 
found by experience that good results are obtained if the boiler 
water is maintained at a pH of about 10.5 ([OH”"] = 10 ~* ®). 

As in the case of the carbonate treatment, we consider a solution 
saturated with both Ca8(P04)2 and CaS04, under which conditions 

^The pH value is often used to specify the hydrogen- and hydroxyl-ion 
concentrations. The relation of pH to these ion concentrations is given by 
the equation: 

„ , 1 , [OH“l 

pH-logig^ 
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the solubility products for both salts must be satisfied. 

Ca,(PO«)* 3Ca++ + 2P0« — 

= [Ca++]» • [PO 4~]» 


Taking the cube root of this expression, 


(ic.(Po,„)'' = [Ca++] • IPO4— ]»* 


and for CaS04, 


= (Ca++] • [SO 4— 1 

Since [Ca*^+] is identical in these expressions, we may write 

(Lca3(PO0t)^ ^ IPO--]^ 

LctSOi [SO 4 ] 

As long as the right-hand side of this expression is maintained greater 
than the left-hand side, the solubility product for CaS04 cannot be 
attained and no scale will form. 

Unfortunately, neither the solubilities of CaCOs and Ca3(P04)2^ 
nor the dissociation constants of carbonic and phosphoric acids are 
known at high temperatures, hence, it has been necessary to find 
the proper conditions for operation by trial. For phosphate treat- 
ment the amount required is so small that, if exactly maintained, 
practically no reserve of phosphate would be present in the boiler 
water, to take care of fluctuations in the quality of the feed water. 
It is therefore customary to maintain 25 to 60 ppm or more of 
phosphate (expressed as PO4 ) in the boiler water. 

A number of salts are available for phosphate treatment,* The 
orthophosphates, NaH2P04, Na2HP04, and Na3P04, sodium 
pyrophosphate, Na4P207, and sodium metaphosphate, NaPOs, 
are used. The quality of the feed water dictates the choice of a 
particular compound. For example, if the feed water tends to 
produce too acid a condition in the boiler, the alkaline Na8P04 
would be chosen. This treatment would be supplemented with 
NaOH if the desii-ed alkalinity could not be maintained with 
NatP04 alone. If the feed water produces about the right alkalinity 
in the boiler, Na2HP04, which is practically neutral, would be 

^ It is now believed that the solid phase produced in phosphate-treated 
boilers is hydroxyapatite, 3 Ca«(P 04 )**Ca( 0 H)*, 

* U. 8. Patents, Hall 1613056 and Hall and Jackson 1903041. 
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chosen. If the boiler water becomes too alkaline, the acid NaH2P04 
would be selected. The glassy form of NaPOa, sodium hexameta- 
phosphate, (NaP 08 ) 6 , and to a lesser extent, sodium pyrophosphate, 
Na4P207, form soluble compounds with and from which 
the calcium and magnesium cannot be precipitated even with 
trisodium phosphate.' One of these salts, usually the metaphos- 
phate, would therefore be chosen if the fe^ed water contains sufficient 
hardness to form deposits in the boiler feed lines when the orthophos- 
phates are used. Both the metaphosphate and pyrophosphate are 
rapidly hydrolyzed to orthophosphate at boiler-water temperatures. 

NaPOa + H2O = NaH2P04 

Na4(P207) + H 2 O = 2Naj^IP04 

Their behavior within the boiler is therefore identical with the ortho- 
phosphates mentioned above. NaPOa solutions are practically 
neutral, whereas NaH2P04 solutions are acid. The former would 
therefore be preferred if the use of NaH2P04 causes feed-line 
corrosion. 

Phosphate treatment for the prevention of silicate scales is the 
same in principle as the treatment for calcium sulfate scales. How- 
ever the silicates are so much less soluble than calcium sulfate, 
that it has be^n found impossible to prevent silicate scales by 
internal treatment with phosphates if much silica or silicates are 
allowed to enter the boiler. If the water supply to the boiler con- 
tains appreciable amounts of silica, it should be removed by treat- 
ment external to the boiler, e.^., by the combined magnesium 
sulfate-sodium aluminate treatment mentioned under the cold 
lime-soda process (page 12 ). By this means the silica can usually 
be reduced to a sufficiently low level so that subsequent internal 
treatment with phosphates will prevent the formation of calcium 
or magnesium silicate scales. Fortunately most water supplies con- 
tain little silica that cannot be removed by coagulation and filtration. 

The use of internal treatment combined with suitable blowdown 
to remove sludge has contributed largely to the operation of the 
modern high-pressure steam boiler. Boilers can now be operated 
almost indefinitely without the formation of hard scale. However, 
it is a wise precaution to inspect them at not longer than six-month 
intervals, at which time sludge accumulations can be washed out. 

In large boiler plants, the internal treatment is controlled by 
frequent analyses of the boiler water. In small plants, on ships, 
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or on steam locomotives, such close control is not generally provided. 
In these cases it is customary to prescribe a fixed treatment for the 
boilers, which on the average will prevent scale formation. Due to 
fluctuations in feed-water quality, there will be times when this 
treatment is insufficient and scale will form. Organic materials, 
such as tannin and starch, are often included in the treatment under 
these conditions, since it is claimed that these materials make the 
scale softer and easier to remove. 

Cracking of Boilers 

Two types of cracking have been observed in boilers. The first 
of these occurs at points that are obviously likely to be stressed, 
such as the rolled ends of tubes and the sharp angles in plates or 
forged parts. Because of the similarity of this type of cracking to 
fatigue cracking of machine parts and since the cracking is acceler- 
ated by the corrosive action of the boiler water, it has been called 
“corrosion fatigue.^^ The obvious method for preventing this type 
of failure is to eliminate the stress concentration that causes it, 
by properly filleting the angles of forged parts, by eliminating 
sharply bent plates, and by being careful not to overroll tubes while 
the boiler is being assembled. Failure due to this cause has been 
practically eliminated in modern boilers by proper jlesign and con- 
struction, but may be found in boilers built before about 1920. 
Under the microscope, corrosion fatigue cracks are found to be 
rather broad and transgranular and filled with corrosion products. 

The second type of cracking was first observed in the riveted 
seams of caustic evaporators. The cracks are intercrystalline and 
are very fine and irregular, running from rivet hole to rivet hole and 
often passing one another without joining. There is little or no evi- 
dence of corrosion. Since no “necking down^' can be seen, these 
(Tacks have the appearance of a brittle fracture. For these reasons 
this type of failure was called “caustic embrittlement.^’ The choice 
of the name was unfortunate since it was later shown that the metal 
was not brittle nor was it possible to cause cracking by pure caustic 
soda, NaOH, solutions. Although intercrystalline cracking can be 
produced in several ways, the set of conditions necessary to produce 
this type of cracking in boiler operation is as follows:^ 

1. The metal must be highly stressed. The stresses may be 
internal residual stresses due to previous cold work or may be 
externally applied due to inaccurate fit of riveted parts, high riveting 

1 ScHBOBDBR, Bbkk, and O'Bmen, Ry, Agt^ 190, 25 (1040). 
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pressures, or temperature differences between the inside and outside 
of the riveted seam. 

2. The stressed metal must come in contact with a solution 
capable of causing the embrittlement/^ Water containing sodium 
hydroxide and a small amount of silica or sodium silicate may be 
embrittling if no protective agent is present. 

3. The boiler water must concentrate at the stressed areas. It 
has never been possible to produce intercrystalline cracking with a 
dilute alkaline solution such as is ordinarily present in a boiler. The 
necessary concentration can occur only in restricted spaces such as 
are present in riveted seams. In addition^ it is necfissary that a 
slow leak be present, in order that water entering the seam may 
evaporate, leaving a concentrated solution bjphind. If the leak is 
too fast, the water will rush out so rapidly that concentration may 
not occur in contact with the stressed metal. 

The first and third of these conditions can be eliminated by the 
use of welded boiler drums, in which case it is unnecessary to con- 
sider the character of the water. The danger of embrittlement can 
be minimized in riveted drums by careful design and construction 
to keep the stresses in seams at as low a level as possible. 

From laboratory experiments, it has been found that water 
must contain 5 per cent or more of sodium hydroxide and a small 
amount of silicate to cause intercrystalline cracking. Under these 
conditions no corrosion takes place over the majority of the metal 
surface. The silica is apparently necessary for the formation of 
the protective film on the metal that prevents general corrosion. 
Corrosion occurs only at highly stressed areas and principally at 
the grain boundaries of the metal. 

A large amount of work has been done to find inhibitors for 
caustic embrittlement. It was thought for many years that a 
high sulfate concentration would prevent cracking, but both labora- 
tory tests and practical experience indicate that it is ineffective. 
Organic materials such as quebracho and the lignin contained in 
waste sulfite liquor from paper manufacture have been found to be 
very effective inhibitors up to pressures of 550 psi, and it is quite 
likely that many other good inhibitors will be found in the future. 
It has been found also that Class II Izctt steel, a German steel that 
has been thoroughly deoxidized with aluminum, does not suffer 
embrittlement. 

Embrittlement detectors are now available that simulate the 
conditions of stress and slight leakage necessary to produce crack- 
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ing. These may be installed on the boiler to determine whether or 
not the water needs treatment and to determine the effectiveness 
of treatment. 


Wet Steam, Foaming, and Priming 

Steam containing liquid water is called wet steam. A boiler 
producing wet steam is said to prime or foam. Steam for power 
production is usually superheated in order to secure greater effi- 
ciencies in the turbine or engine in which the steam is used. Wet 
steam causes corrosion in the inlet ends of the superheaters and, 
if the moisture content is high, may reduce the superheat and there- 
fore the efficiency of the turbine or engine. Since the water in 
steam is boiler water, salts and sludges contained in the boiler 
water are carried into the superheater, where they may deposit 
as the water evaporates, seriously restricting the flow of steam. 
The insulating effect of these deposits may cause burnouts of the 
superheater tubes. The salts that deposit in the superheater are, 
for the most part, soluble in water and can be removed by flooding 
the superheater with water. A portion of the dried salts does not 
deposit in the superheater but is carried along with the steam and 
may then deposit on the high-pressure turbine blades or in engine 
valves and parts. This is especially serious in the case of turbines 
since a relatively small amount of deposit can decrease the efficiency 
of the machine appreciably. To eliminate the bad effects of 
moisture, mechanical steam purifiers are often installed, either in 
the steam drums of the boiler or between the boiler and the super- 
heater. All these devices force the steam to take a sharply curved 
or tortuous path. The moisture is thrown out of the steam by 
centrifugal action and is either discarded or drained back to the 
boiler drums. 

Priming may be caused by (1) the presence of foam on the sur- 
face of the water that substantially fills the steam space, (2) steam 
velocities sufficiently high to carry droplets of water into the steam 
pipe, and (3) sudden ebullition, which causes a large mass of water 
to be interspersed with fine bubbles. 

In order to produce a foam^ or froth on the surface of the liquid, 
it is only necessary that there be a distinct surface film, such as is 
produced by a substance in solution that concentrates either more 
or less in the surface layer than in the mass of the liquid and changes 

^Weisbr, “Colloid Chemistry,” pp. 813-321, John Wiley & Sons, Inc., 
New York (1039). 
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the surface tension. It is immaterial whether the surface tension is 
increased or decreased. 

The mere production of a foam in a boiler may not be objection- 
able, because the bubbles may break almost at the moment of 
forming. In order that the foam may persist for a sufficient time 
to fill the steam space, the film must be viscous in itself, as when 
soap or saponin is present, or it may be stabilized by finely divided 
solids provided they will enter the film. The walls of the bubbles 
then consist of numerous solid particles hdd together by films of 
liquid. Castor oil, which is used as an antifoam in low-pressure 
boilers, is probably effective because it prevents suspended matter 
from entering the film. Most organic substances that produce 
foam, such as fatty acids, the higher alcohols, and soaps, reduce 
the surface tension of the film, and show an optimum concentration 
at which the foam is most pei-sistent. Inorganic salts and bases, 
which increase the surface tension, give foam stability curves which 
flatten out at higher concentrations. It has been shown that sub- 
stances that decrease the viscosity of the film will prevent foam and 
also that the foaming of salt solutions (salts increase the surface 
tension) can be prevented by the addition of the correct concentra- 
tion of substances that decrease the surface tension, such as soap. 
The lack of experimental data at the temperature and pressures of 
boiler operation and the difficulty of controlling the concentration 
of antifoam materials have prevented their use in boilers. ‘‘Blow- 
ing down is the practical method for keeping the concentration of 
both dissolved and suspended matter below the critical foaming 
point in steam boilers. 

Droplets of water are projected into the steam space by the 
breaking of bubbles, and by splashing caused by the rapid circula- 
tion of water and steam. These droplets may range in size down 
to the finest mist. It is therefore probable that steam velocities 
within a boiler operating at or near full capacity are always suffi- 
ciently high to carry fine droplets of water out of the boiler and 
that no boiler will produce absolutely dry steam. However, as 
steam velocities are decreased, the large droplets cannot be sup- 
ported by the stream of steam and therefore drop back into the 
liquid. An effective method for reducing steam velocities is to 
operate with as low a water level as is possible with safety. This 
at the same time increases the distance a droplet must travel in 
order to enter the steam pipe, therefore increasing its chances of 
settling out of the steam. In many cases, lowering of the water 
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level has reduced moisture in the steam to a negligible quantity. 
When this does not improve the steam quality, the moisture in the 
steam may be due to an insufficient number or improper arrange- 
ment of steam circulating tubes. 

The third cause of priming, sudden ebullition with the formation 
of many bubbles throughout a large mass of water, results in a 
sudden rise in the effective water level within the boiler. The water 
may reach the steam outlet and pass out with the steam. This 
sudden ebullition is brought about by a sudden drop in pressure 
in the steam line due to rapid increase in steam demand. 

Summarizing, priming may be minimized by maintaining low 
water levels and avoiding rapid changes in the steaming rate. With 
a given amount of moisture in the steam, the bad effects due to the 
deposition of solids carried in the entrained moisture may be mini- 
mized by maintaining as low a concentration of boiler water as is 
consistent with scale and corrosion prevention. The maintenance 
of sufficiently low concentrations also prevents foaming. 

Treatment for the Prevention op Corrosion 

Efforts to prevent corrosion in boilers have been along two lines: 
the removal of oxygen from the feed water and the use of inhibitors. 
The removal of oxygen by means of deaerating equipment has 
already been mentioned. In a great many plants no additional 
treatment is necessary. Chemical treatment is used to remove the 
residual oxygen when deaeration is incomplete. Sodium sulfite 
is very effective if added to the feed-water system sufficiently far 
from the boilers so that the oxygen is consumed before the water 
enters the boilers. The reaction with the sulfite ion is 

2S08“ + O2 - 2S04~ 

Ferrous sulfate and ferrous hydroxide react more rapidly with 
oxygen than does sodium sulfite and have been successfully used 
when sufficient reaction time for the sulfite cannot be attained. 
The reaction with the ferrous ion may be written: 

4 Fe^~^ + O2 + 2H2O + 80 H~ - 4 Fe(OH),(«) 
or if the oxygen is very low 

6Fe^ + O2 + i 20 H-' - 2Fe804(8) + 6H2O 

Since the products of these reactions are solids, ferrous compounds 
are used only when the amount of oxygen to be removed is very 
small (0.1 ppm or less). Deactivators,'' containers filled with 
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expanded metal or steel turnings, have been occasionally used for 
small low-pressure plants and hot-water heating systems. In view 
of the successful use of ferrous compounds in high-pressure plants, 
it is surprising that deactivators have not been tried in them, since, 
to remove a given amount of oxygen, the corrosion of iron produces 
only one-third as much ferric hydroxide or one-fourth as much 
Fe 804 as the oxidation of ferrous compounds. The equation for the 
corrosion reaction is 

4Fe + 3 O 2 + 6 H 2 O = 4 Fe(OH) 3 W 

When we consider the other method of preventing corrosion in 
boilers, the use of inhibitors, we find that the conditions maintained 
to prevent the formation of scale also provide the inhibitors neces- 
sary to prevent corrosion in the majority of discs, especially when 
combined with adequate equipment for the removal of oxygen. 
The mechanism by which inhibitors decrease the rate of corrosion 
is discussed in Chap. IX, page 427. In boilers both the high pH 
value and the presence of phosphates favor the formation of protec- 
tive films of iron compounds on the surface of the metal. If the 
protective film covers the entire surface, no noticeable corrosion will 
occur. However, if the protective film is not continuous, 
because of impurities segregated in the metal, or is periodically 
broken by rapid changes in temperature or by mechanical stresses, 
corrosion will proceed at the unprotected spot more rapidly than if 
no inhibitor is used. This results in “pitting'^ and rapid perfora- 
tion of the metal. Caustic embrittlement’' is thought by some 
authorities to be merely an exaggerated form of pitting. No 
absolutely certain method for preventing corrosion in boilers has 
yet been devised. 


Miscellaneous Treatments 

Sodium metaphosphate glass at concentrations of 1 or 2 ppm has 
been found to be a very effective inhibitor of corrosion and also 
prevents the precipitation of calcium carbonate in cold-water mains 
or when moderately heated for short periods of time. It is widely 
used in recirculating cooling systems. If heated for a sufficient 
length of time, the metaphosphate is converted to orthophosphate 
and the inhibiting action therefore disappears. The use of these 
very low concentrations of sodium metaphosphate is called 'thres- 
hold treatment.’’^ 

1 Ind. Eng. Chem., 29, 584 (1937); SI. 51 and 58 (1939); 82, 1572 (1940). 
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Chromates are often used to prevent corrosion in recirculating, 
closed cooling systems containing either water or brine. Concen- 
trations of 100 to 200 ppm are effective. The ad(Mtion of sodium 
hydroxide, sodium carbonate, or trisodium phosphate also effectively 
reduces corrosion. 

The prevention of the development of slimy deposits in con- 
densers and coolers due to the growth of algae and other organisms 
in the cooling water is sometimes a serious problem. These slimes 
decrease the rate of heat transfer to the cooling water, causing the 
temperature in the steam space to rise with the result that the effi- 
ciency of the turbine decreases. In some cases condensers must be 
cleaned as often as twice a week to maintain the efficiency at an 
economical level. In small systems employing spray ponds or 
cooling towers, the addition of a little copper sulfate effectively 
prevents the growth of the organisms. In systems using water 
from rivers, lakes, or the sea, copper sulfate is too expensive. It is 
also poisonous to fish. Intermittent chlorination has proved 
successful in these cases. The circulating water is chlorinated 
for three to five minutes at regular intervals of time. The algae 
are killed by the chlorination, grow during the period when no 
chlorine is added, and are again killed by the next chlorination. 
The time and frequency of chlorination are adjusted to keep the 
condenser sufficiently clean to maintain the efficiency of the machine. 
The choice of chlorination or hand cleaning is of course dictated 
by the relative costs of the two methods and by the saving to be 
expected from the increased efficiency obtained by chlorination. 



CHAPTER II 

FUELS, COMBUSTION, AND LUBRICANTS 

By David S. McKinney, D.Sc., and J. C. Warner, Ph.D. 

In the present machine age, industries depend largely upon 
power generated by the combustion of fuels. The operation of 
power-driven machines requires the use of lubricants, the majority 
of which, together with many fuels, are obtained from crude petro- 
leum. In this chapter, the characteristics and sources of the most 
important solid, liquid, and gaseous fuels will be described along 
with the principles involved in their combustion. The production 
of fuels and lubricants by the refining of petroleum is also described. 

FUELS 

A fuel is defined as any substance used to produce heat or power 
by combustion. Combustion is defined as any chemical process 
accompanied by the evolution of light and heat, commonly the union 
of substances with oxygen. Fuels constitute our most important 


Tabu! 4. — Percentage of Total B.t.tj. Equivalent op Various Mineral 
Fuels and Water Power 


Year 

Pennsylvania 

anthracite 

Bitumin- 

ous 

Petroleum 

Natural 

gas 

Water* 

power 

Domestic 

Imports 

1033 

7.0 

45.2 

28.1 

1 0 

8.7 

. 10.0 

1934 

1 7.6 

46.1 

26.7 

1.0 

9.3 

9.3 

1935 

6.6 

45.1 

27.7 

0 9 

9 5 

10.2 

1936 

6.1 

47.2 

27.1 

0.8 

9.5 

9.3 

1937 

5.4 

45.0 

29.8 

0.6 

9.8 

1 9.4 


AiBumefl constant fuel equivalent of 4 lb. of coal per kw.*br. tf the central station rate 
for the year concerned is used, water power would amount to a little less than 4 per cent. 


source of energy for industrial use. Although the cheapest energy 
is obtained from certmn water-power developments, the scarcity of 
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suitable sites for water-power production and the poor location of 
many relative to the other materials required by industry make 
the production of power from fuels more economical in a large 
majority of cases. The power production from various important 
fuels and from water power in the United States is shown in 
Table 4. 

The most important natural or primary fuels and prepared or 
secondary fuels may be classified according to their physical state as 
follows: 


Table 5. — Classification of Fuels 


Physical 

state 

Natural or 
primary fuels 

Prepared or secondary fuels 

Solid 

Wood 

Charcoal 


Peat 

Briquettes 


Lignite 

Coke 


Coal 

Petroleum coke 

Liquid 

Crude petroleum 

Tar 


Natural gasoline 

Petroleum distillates: 

Gasoline 

Kerosene 

Gas oils 

Petroleum residues: 

Fuel oils 

Alcohol 

Colloidal fuels 

Gaseous 

Natural gas 

Producer gas 

Water gas 

Mixed water gas 

Carbureted or enriched water gas 
Blast-furnace gas 



Acetylene 


The most important property of a fuel is, of course, the amount 
of heat that can be obtained from it. The amount of heat is 
expressed in the English system in terms of British thermal units 
and in the metric system in terms of calories. In engineering work, 
the mean British thermal unit and the mean calorie are nearly 
always used. They are defined as follows: 

The mean British thermal unit (B.t.u.) is Mso of the amount of 
heat necessary to raise 1 lb. of water from 32 to 212®F. 
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The mean calorie^ (cal.) is Koo of the amount of heat necessary 
to raise 1 g. of water from 0 to 100®C. 

1 B.t.u. = 252 cal. 

The large or kilogram-calorie (kg.-cal.) = 1,000 cal. 

The heating value of solid and liquid fuels is usually reported in 
heat units per unit of weight, i.e., in B.t.u. per pound or calories 
per gram. 

1 cal. per g. = 1.8 B.t.u. per lb. 

The heating value of gaseous fuels is generally reported in B.t.u. 
per cubic foot at 60°F. and 30 in. Hg. 

Solid Fuels 

The practical solid fuels include wood, peat, and the different 
varieties of coal. All these materials are of common origin, 
wood or the woody fibers of plants. Peat is produced by the 
decomposition of vegetable matter while protected from oxidation 
in swamps and bogs. In the carboniferous age, 150 to 250 million 
years ago, tremendous deposits of peat were formed, which were 
covered with sedimentary rocks and, under the enormous pressures 
and somewhat elevated temperatures incident to the folding of the 
earth^s crust in later years, gradually lost water and volatile matter, 
first forming lignite and finally the various ranks of coal. This 
process has proceeded furthest in the anthracite coals. Many 
peat bogs exist today, but the rate of formation is much less than 
it was during the carboniferous period. 

The peat bogs of the United States cover an area of about 31,000 
sq. miles, and about 150,000 sq. miles of land are underlaid with 
lignite. These materials and wood are used as fuels in the United 

^ In scientific literature, quantities of heat are usually expressed in terms of 
the “defined '' calorie (a). 

1 defined calorie «= 4.1833 international joules 
1 defined calorie « 4.1850 absolute joules (assuming 
1 international joule — 1.0004 absolute joules) 

1 mean calorie (6) *« 4.186 absolute joules 
1 mean B.t.u. (6) * 1054.8 absolute joules 

(o) Bichowsky and Rossini, “Thermochemistry of Chemical Substances,” 
p. 9, Reinhold Publishing Corporation, New York, (1936). 

(6) “International Critical Tables,” Vol, 1, p. 24, McGraw-Hill Book 
Company, Inc., New York (1926). 
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States only to a very limited extent, because of the abundance of 
more desirable fuels. 

The best-established classification of coals is by rank, based upon 
the proximate analysis. The higher rank coals are classified accord- 
ing to fixed carbon on the dry basis and the lower ranks according 
to B.t.u. on the moist basis as shown in Table 6. 


Table 6. — Classification of Coals by Rank* 


Class 1 

1 1 
Group 1 

i 

Dry fixed carbon 
mineral matter, < 
free basis 

Requisite physical 
properties 

I. Anthracite 

1. Metaanthracite 

2. Anthracite 

3. Semianthracite 

98 % or more 
92-98% 

88-92% 

Nonagglomeratingf 

II. Bituminous 

1. Low volatile bi- 
tuminous 

2. Medium volatile j 
bituminouH 

3. High volatile A 
bituminous 

78-86% 

69-78 % 

Less than 69 % 

Moistt B.t.u. per lb. 
mineral matter free 
basis 

14,000 B.t.u. or more 



4. High volatile B 
bituminous 

5. High volatile C 
bituminoua 

13.000- 14.000 B.t.u. 

11.000- 13,000 B.t.u. 

Either agglomerating § 
or nonweathering 

III. Bubbituminous 

1. Bubbituminous A 

11,0(K)-13,000 B.t.u. 

Both weathering and 
nonagglomerating 


2. Bubbituminous B 

3. Bubbituminous C 

9,500-11,000 B.t.u. 
8,300- 9,500 B.t.u. 

IV. Lignite 

1. Lignite 

Less than 8,300 B.t.u. 

Consolidated 


2. Brown coal 

Less than 8,300 B.t.u. 

Unconsolidated 


* A.S.T.M. DcBiBnation D38a-38. A.8.T.M. Standards (1939), Part III, p. 1. 

1 agglomerating;, class as low volatile bituminous. 

t Moist B.t.u. signifies containing the natural bed moisture, but not including visible water 
on the surface. 

§ Three varieties exist in the high volatile C, bituminous group: (1) agglomerating and non- 
weathering; (2) agglomerating and weathering; (3) nonagglomerating and non weathering. 

For classification of coal according to rank, the fixed carbon and 
B.t.u. are calculated from the moist basis to the mineral matter free 
basis by the Parr formulas: 

Dry, mineral matter free, fixed carbon % 

« ^ - 015S 

100 - (Jl^ l.OSil + 0.56/S) ^ 
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Dry, mineral matter free, volatile matter % 

= 100 — dry, Mm free F.C. 

Moist, mineral matter free, B.t.u. 

_ B.t.u. (as determined) — 505 
100 - (1.08^ f 0.555) ^ 

where Mm = mineral matter (per cent). 

F.C. = fixed carbon (per cent). 

V.M, = volatile matter (per cent). 

M = moisture (per cent). 

A = ash (per cent). 

5 = sulfur (per cent). 

These formulas consider the fact that part of the sulfur is present 
in the ash as pyrites, FeS 2 , and part in the coal substance as organic 
compounds. 

The Analysis of Coal.^ — The analysis of coal may be reported in 
two ways: 

1. Proximate analysis, vdiich includes moisture, volatile matter, 
ash, and fixed carbon (by difference). This method of analysis 
arose owing to the demand for laboratory tests from which conclu- 
sions could be drawn as to the applicability of the coal to a particular 
use. 

2. Ultimate analysis, which includes ash, sulfur, carbon, hydro- 
gen, nitrogen, and oxygen (by difference). The ultimate analysis 
is necessary in calculating heat balances in any process for which 
coal is used as a fuel. 

The method of proximate analysis is, briefly, as follows. A gram 
of finely divided coal is heated at 100 to 105®C. for 1 hr. The loss in 
weight is reported as moisture. The dried sample is then burned 
in a muffle furnace at 700 to 750®C. until the weight is constant. 
The weight of the residue is reported as ash. The volatile matter 
is determined by heating a separate one-gram sample for exactly 
7 min. in a platinum crucible with a closely fitting cover at a tem- 
perature of 950 ± 20®C. The loss in weight minus the moisture 
is the volatile matter. The fixed carbon is calculated by subtracting 
the percentage of moisture, ash, and volatile matter from 100. 

The method for ultimate analysis follows the general procedure 
for all organic compounds. Hydrogen and carbon are determined 
by burning a weighed sample in a stream of pure oxygen in a com- 
bustion tube. Hydrogen bums to water and carbon to carbon 

^A.S.T.M. Designation D271-37. A.S.T.M, SUndards (1089), Part III, 
pp. 16-41. 
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dioxide. These are absorbed separately in suitable absorption 
tubes and the percentage of hydrogen and carbon calculated from 
the gain in weight of the absorption tubes. Nitrogen is determined 
by digesting a one-gram sample of coal in hot concentrated sulfuric 
acid containing a little mercury. The nitrogen is converted to 
ammonium salts by this treatment. The sample is then made 
alkaline with sodium hydroxide solution and the ammonia distilled 
into a measured amount of standard acid. The residual acid is 
determined by titration and the nitrogen calculated from the amount 
of standard acid neutralized by the ammonia. Sulfur is determined 
most conveniently in the bomb washings from the determination 
of the heating or calorific value. The sulfur is present in the wash- 
ings as sulfate, from which it is precipitated as barium sulfate, 
filtered, ignited, and weighed. The sulfur is calculated from the 
weight of barium sulfate. 

The heating value or calorific value is determined by burning a 
one-gram sample in a calorimeter and measuring the rise of tem- 
perature thus produced in the calorimeter water. The oxygen 
bomb calorimeter is now almost universally used. It is stand- 
ardized by burning a sample of known calorific value such as 
naphthalene obtained from the Bureau of Standards. 

Quite often the engineer is asked to estimate the thermal effi- 
ciency of a process when the calorific value of the fuel used has not 
been determined. Under these circumstances, formulas for calculat- 
ing the calorific value from the analysis of the fuel are very valuable. 
When the ultimate analysis is available, the calorific value may be 
calculated by Dulong’s formula: 


Calorific value, B.t.u. per pound 

== 14,644 C + 62,028 



+ 4,050 S 


where C, H, 0, and S represent the fraction (per cent/100) of carbon, 
hydrogen, oxygen, and sulfur, respectively, in the coal. For coals 
low in volatile matter and oxygen, such as anthracite and low- 
volatile bituminous, the results are usually too high by 0.3 to 1.6 per 
cent. In the case of high-volatile bituminous, the calculated result 
may be low or high but is usually within 1.6 per cent. In sub- 
bituminous and lignitic coals, the calculated value becomes progres- 
sively too low as the oxygen content of the coal increases, the error 
often reaching 4 or 5 per cent. 
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No generally applicable formulas have been devised for calculat- 
ing the calorific value from the proximate analysis, but studies 
made at the Bureau of Mines^ show that the moisture- and ash-free, 
or moisture- and mineral-matter-free, B.t.u. of coal from a given 
mine and coal bed are practically constant. These quantities may 
be obtained from the many analyses of mine samples available in 
publications of the Bureau of Mines and of the various state geo- 
logical surveys, and used to calculate the calorific value if the 
moisture, ash, and sulfur are determined on a given lot of coal. 
The necessary formulas are: 

B.t.u. per pound 

_ (moisture- and ash-free B.t.u.) X (100 — % moisture — % ash) 

The B.t.u. may be calculated within 1 per c^t by this formula if 
the sulfur does not exceed 2 per cent. If the sulfur exceeds this 
value, a modification of the Parr formula (page 36) may be used: 

B.t.u. per pound 

_ ^ moist.- and ^ f (100 — % moist. — 1.08 ash % — 0.55S %) 

~ \^free B.t.u. ) ^ ^ JoO 

+ 508 % 

Composition and Heating Values of Coals and Lignite. — Compari- 
sons of some typical coals, made on the basis of the proximate 
analysis, together with heat values, are shown in Table 7. 

Properties of Coal Ash. — In addition to the analysis of the coal 
as a whole, it is often important to know the composition of the ash, 
its fusibility, and how it is distributed throughout the coal. To 
indicate the distribution of ash throughout the coal, it is convenient 
to distinguish between 

1. Free ash or extraneous ash, consisting of slate, clay, pyrites, 
etc., present in definite layers in the coal or from the roof and floor 
of the mine. This portion of the ash can largely be removed by 
washing. 

2. Fixed ash or inherent ash, consisting of inorganic matter that 
is intimately mixed with coal or more or less evenly distributed 
throughout the coal substance. This ash cannot be separated by 
washing. 

The composition of the ash, determined by the usual methods of 
inorganic analysis, is of great importance to the metallurgist, since 

^ Fieldnsr, J. Ind, Eng, Chem., 6, 270 (1913). 
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Tablb 7. — ^Analysis of KEPBBSKKTATnrE Coau of the United States* 


Rank 

Where 

mined 

Mois- 

ture 

Vola- 

tile 

matter 

Fixed 

car- 

bon 

Ash 

Sul- 

fur 

Heat 
value, 
B.t.u. 
per lb. 

Lignite 

North Dakota 

40.5 

26.3 

27.0 

6.2 

0.8 

6,210 

Lignite 

Texas 

33.6 

39.5 

16.2 

10.8 

0.6 

7,140 

Subbituminous . 

Montana 

11.7 

36.1 

40.2 

12.0 

1.1 

9,790 

Subbltuminous . 

Wyoming 

16.5 

32.9 

45.8 

4.8 

0.6 

10,750 

Bituminous — 

Washington 

6.8 

40.0 

47.9 

6.3 

1.4 

12,330 

Bituminous 

Pennsylvania 

2.7 

30.4 

67.8 

9.1 

1.3 

13,610 

Bituminous 

Tennessee 

3.4 

28.2 

60.1 

8.3 

0.8 

13,430 

Low-volatile bi- 
tuminous 

Virginia 

2.7 

20.0 

73.9 

6.0 

0.5 

14,495 

Low-volatile bi- 
tuminous 

Arkansas 

1.4 

14.8 

76.9 

6.9 

1.5 

14,330 

Semianthracite . 

Pennsylvania 

3.3 

12.5 

77.9 

6.3 

1.0 

14,340 

Semianthracite . 

Arkansas 

2.1 

9.8 

78.8 

9.3 

1 1-7 

13,700 

Anthracite 

Colorado 

3.0 

2.9 

86.6 

7 5 

0.7 

13,500 

Anthracite 

Pennsylvania 

2.2 

5.7 

86.2 

5.9 

0.6 

13,830 


♦From Bacon and Hahor, “American Fuels,” pp. 37--43, McGraw-Hill Book Company, 
Inc., New York (1922), and “Analyses of Samples of Delivered Coal,” U.S, Bur. Mines Bull. 
230 (1922). 


it affects the composition of the slag and metal formed in the various 
metallurgical operations. The range of composition of coal ash is 
as follows: 



Per cent 


Per cent 

SiO, 

40-60 

CaO 

1.0-15 

A1,0, 1 

20-35 

Na*0 -f K,0 

1. 0-4.0 

Fe,0, 

2-25 

SO, 

0.2-16 

MgO 

0. 5-4.0 




The relation of composition of ash to softening temperature or 
fusibility of ash is shown in Pig. 2. The fusibility of ash is impor- 
tant in steam generation. If the ash fuses at too low a temperature, 
excessive clinkering may occur on grates and melted fly ash may be 
deposited on the boiler tubes, interfering with heat transfer. The 
correlation of softening temperature with clinkering properties is not 
exact, since the softening temperature is determined on small cones 
of finely ground and intimatdy mixed ash whereas the clinkering 
may be due to segregated low-melting constituents of the coal ash. 








Fio. 2. — Relation of coal ash composition to softening temperature. {Estep, 
Seitz, Bunker, and Strickler, Carnegie Inst, Tech,, Coop. Bull. 62, Mining Met. 


Invest., 1934.) 


of medium fusibility, softening between 2200 and 2600®F., and (3) 
easily fusible ash, softening below 2200°F. The A.S.T.M. specifica- 
tions for gas and coking coals^ recommend that the softening point 
of the ash be not below 2200°F. if the coke is to be used for domestic 
and industrial purposes and, if used for water-gas production, should 
preferably be higher than 2300°F. 

Powdered Coal. — A considerable amount of pulverized coal is 
burned both in metallurgical furnaces and in the generation of 
steam. The coal is dried, either before or within the pulverizers, 
and is ground so that at least 65 per cent will pass a 200-mesh sieve 
and not more than 10 per cent remain on a 100-mesh sieve. Pow- 
dered coal can easily be transported by a stream of air or, for short 
distances, by screw conveyors. Since both the air and coal supplies 
can be accurately adjusted, almost complete combustion of the fuel 
may be obtained. Although the ash from coal burned on various 
types of grates always contains considerable amounts of combustible 

' Sblyig and Fibu)NBR, “Fusibility of Ash from Coals of the United States,” 
U.S. Bur. BvR, 200 (1922). 

*A.S.T.M. Designation D166-24, A.S.T.M. Standards (1939), Part III, 

p. 9. 
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material as compared to the ash from powdered coal, it should be 
remembered that this improvement was obtained at a higher cost 
(that of pulverizing the coal). The principal advantage in the use 
of powdered coal is the speed with which the rate of burning can 
be changed. 

A disadvantage in the use of powdered coal is the fineness of the 
ash particle^s produced, much of which will pass a 325-mesh sieve. 
A large proportion (roughly 75 per cent) of the ash is therefore 
carried out the stack by the exhaust gases. The amount of fly 
ash is less if powdered coal is burned in a “slag tap'’ furnace in 
which the flame is directed toward and sweeps over a bed of molten 
slag where the particles of ash are caught. The molten ash is 
removed from time to time by tapping the slag pit. 

The softening temperature of the ash is very important in the 
combustion of powdered coal in boilers, as the flame is hot enough 
to melt the ash particles. If these particles arrive at the boiler 
tubes before they have been cooled below the softening temperature, 
the molten particles will adhere to the tubes and decrease the rate 
of heat transfer. 

The Secondary Solid Fuels. — The secondary solid fuels include 
charcoal, briquettes, and coke. Charcoal, the residue from the 
destructive distillation of wood, is not an important commercial 
fuel. The term “briquette" includes compressed fuel made from 
coal, lignite, peat, or coke, either with or without a binder. In 
Europe, where coal is scarce and much of it is low grade, the briquet- 
ting industry is quite extensive but, in the United States, the cost of 
good quality coal is so low that briquetted fuel is uneconomical. 
Briquetting will become more important as our best seams of coal 
are depleted, since it provides a method of utilizing the small-sized 
waste coal produced in mining. In the usual briquetting process, 
the fine coal is mixed with 5 to 8 per cent of binder and formed into 
briquettes at pressures of 1,800 to 3,000 psi in a roll press. Com- 
monly used binders are asphalt pitch and pitch from coal tar or 
water-gas tar . Other binders are gilsonite, molasses, starch or 
dextrin pastes, and sulfite liquor from the paper industry. After 
pressing, the briquettes may be baked to remove a portion of the 
volatile matter and, if pitch has been used as a binder, the objection- 
able cresols that they contain. 

Coke is usually defined as the residue remaining after coal has 
been heated strongly out of contact with the air, a process now 
generally termed carbonization. The carbonized residue remaining 



FUELS, COMBUSTION, AND LUBRICANTS 


43 


in the stills after distillation of petroleum residues to dryness is 
known as petroleum coke and comprises about 0,5 per cent of the 
total weight of petroleum refined. Because of the small amount 
produced, petroleum coke is not an important industrial fuel. 
If the carbonization of coal is carried out at 500 to 700®C., the prod- 
uct is known as low-temperature coke. The coke thus produced 
contains 5 to 15 per cent of volatile matter and is not sufficiently 
strong to be used as a metallurgical fuel. Since it is easily ignited, 
it is a valuable smokeless fuel. The gas produced by the low- 
temperature coking process is richer than that produced in the 
high-temperature coking process (675 to 1^000 B.t.u. per cu. ft. 
depending on the coal and the process used) apd is therefore a more 
valuable gaseous fuel. The low-temperatnife coking process is 
carried out both with coking and noncoking c<mls. When the coke 
is too friable for use as a fuel directly, it may be briquetted or 
pulverized. A comparison of the products obtained by the low- and 
high-temperature carbonization processes is given in Table 8. 


Table 8. — Products from High- and Low-temperature Carbonization 


Product 


High-temperature 
carbonization 
(by-product ovens)] 


Low-temperature 

carbonization 


Coke: 

Pounds per 100 lb. coal 

Volatile matter in coke 

Gas: 

Cubic fcjet per ton 

B.t.u. per cubic foot 

Light oil and tar, gallons per ton . . . 
Ammonium sulfate, pounds per ton 


65^75 75-80 

1-3 per cent 5-15 per cent 


10,000-13,000 

530-600 

10-17 

24-26 


4,000-9,000 

675-1,000 

18-49 

12-15 


High-temperature carbonization is carried out at final tempera- 
tures between 900 and 1100°C., and has as its primary purpose, the 
production of metallurgical coke. For metallurgical purposes the 
coke must be strong enough to bear the burden to which it is sub- 
jected and to resist shattering during handling. Coals that will 
produce coke of useful grade are called coking coals. A good coking 
coal, such as that from the Connellsville district in Pennsylvania, 
will produce a bright gray, strongly coherent, porous coke. High- 
volatile coals yield light, friable cokes. When such coals are mixed 
with poor or noncoking low-volatile coals, the resulting mixture will 
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yield a denser, stronger coke. Where mixing is practiced, the mix- 
ture used depends on the coals being coked; usually high- and low- 
volatile coals are mixed in such proportions as to give a mixture 
having about 30 per cent of volatile matter. The other character- 
istics desired in metallurgical coke are discussed on page 26 L 

The coking results from the decomposition of the tarry con- 
stituents of the coal, and the separation of carbon or substances rich 
in carbon. In a general way, the changes that take place during 
coking are shown by the following percentage analysis of a coke and 
the coal (Pennsylvania bituminous) from which it was made: 


— ! 

Water 

Volatile 

combustible 

— 1 

Fixed 

carbon 

1 Sulfur 

Ash 

Coal 

4.50 

25.40 

64.25 

0.87 

5.85 

C^oke 


0.73 

90.49 

0.78 

8.78 


Because of the loss of volatile matter, the percentage of ash in 
the coke is higher than in the coal; and, for the same reason, more 
sulfur has been removed by coking than might seem apparent from 
the percentage shown. It should be noted that the sulfur-to-carbon 
ratio has been considerably reduced. 

An important advantage of coke as a fuel is its porous struc- 
ture; its apparent specific gravity is about 0.9, while its true specific 
gravity is about 1,90; consequently, approximately 50 per cent of its 
volume is air space. This cellular structure enables the coke to 
burn mor^ readily. Coke averages about 13,000 B.t.u. per lb. 

Coking Processes. — There are two processes for making coke, 
named according to the character of the oven in which the distilla- 
tion is carried out. 

One type, the beehive oven^ illustrated in Fig. 3, is a dome-shaped 
oven of brick, 12 to 13 ft. in diameter and 7 to 8 ft. high inside. 
It has an opening in the top through which the coal is charged and 
a door in one side through which the coke is removed and through 
which a small amount of air is admitted. The ovens are constructed 
in long rows, some of which are a quarter of a mile in length. Alter- 
nate ovens are charged with sufficient coal to produce, when leveled 
off, a layer about 2 ft. deep. Meanwhile the intermediate ovens 
are burning at full heat and the heat from the hot ovens passing 
through the party wall ignites the charge in the adjacent oven. 
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Only enough air is admitted through the door in the side to produce 
an amount of burning sufficient to keep the temperature at the 
desired point. The heat furnished by this partial combustion 



Fig. 3. — Standard American beehive coke oven. 


causes the coal to melt or fuse and give up its volatile constituents. 
The time that the charge is allowed to remain in the oven is usually 
48 or 72 hr. The longer the time, the harder the coke, and the less 
residual volatile matter it will contain. The 72-hr. coke is usually 
that which is allowed to remain in the oven over Sunday. Because 
of its hardness, this coke is most desired by the foundry man. In 
the beehive oven, the yield of coke is about 60 per cent of the coaf 
charged, and averages about 5 to 5}^ tons of coke per oven. 

The other type of oven is the by-product ouen^ of which one well- 
known type is illustrated in Fig. 4. The narrow rectangular oven 
chambers are about 37 to 42 ft. long, 10 to 14 ft. high, and 14 to 18 in. 
wide. They are tightly closed so that no air is admitted; the heat 
for coking is furnished by burning gas in flues contained in the side 
walls of the ovens. 

The ovens may be heated either by a low B.t.u. gas, such as 
producer gas or blast-furnace gas, or else by part of the coal gas 
produced in the coke oven itself. Where producer gas or blast- 
furnace gas is used for underfiring, the total coke-oven-gas produc- 
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tion of about 11,000 cu. ft. per ton of coal is available for sale for 
city use or industrial purposes. If, on the other hand, part of the 
coke-oven gas is used for underfiring, the surplus gas amounts to 
about 6,000 to 6,500 cu. ft. of gas per ton of coal. The coking time 
ranges generally from 12 to 20 hr., and the coke yield is about 70 per 
cent of the coal charged, or about 7 to 13 tons per oven. 



PRODUCER OR BLAST FURNACE GAS 


Fia. 4. — Cross section through a by-product coke oven, (^Courtesy of The Koppere 
C ompany. ReprirUed by permiaaion from Read, * ‘ Induatrial Chemiatry , ' ’ John Wiley & 
Sons, Inc.) 

In the by-product coke oven the valuable by-products are saved ; 
in the beehive oven they are allowed to escape into the atmosphere 
to become a great nuisance as well as being a great waste. The 
by-products are well worth saving and have many important uses. 
Their recovery helps to make by-product coke-oven operation 
economical. The products obtained from high-temperature, by- 
product ovens are listed in Table 8. 

In the purification of the by-product-oven gas by means of a 
liquid-contact process, the Koppers Co. obtains practically pure 
sulfur in a form much finer than the commercial precipitated sulfur. 
This finely divided sulfur has been found to possess superior quali- 
ties as a fungicide.^ Among the other interesting and valuable 
by-products recovered by the liquid-purification processes are the 
tliiocyanates of ammonium, sodium, and calcium. 

Production by Processes. — Fortunately, the coking of coal by 
the beehive-oven process is now less common than formerly, as the 
following figures show. Because of the ease with which beehive- 
coke production can be expanded, the process will probably con- 
tinue to be used during periods of rapid industrial expansion. 

» Ramsbtjrq, Mining Congr, February, 1930, p. 69. 
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Comparison of Cokes. — The beehive-oven coke, which has a 
clean, silvery gray appearance, usually occuie in long, slim pieces, 
commonly designated as ‘‘fingery” coke. The by-product-oven 
coke, of a gray-black cast, occurs in short, thick pieces. The differ- 
ence in surface appearance is affected by the nsianner of quenching. 
In the beehive oven, the coke is quenched within the oven, and as 
little water as possible is used. In the case of the by-product oven, 
the red-hot coke is pushed out into a coke car, which carries it to 
the quenching station where it is showered for a definite short 
period of time by a spray of water. The coke is then exposed on an 
inclined wharf, to allow the remaining internal heat to drive off 
surface moisture. No matter how quickly the coke may be quenched 
after being forced from the oven, contact between the air and the 
highly heated coke will have occurred. This causes a certain 
amount of surface oxidation, which destroys the luster of the coke. 

The wet quenching of coke offers a means of disposal, from 
by-product plants, of the waste liquors that cannot be discharged 
into streams. When these liquors can be disposed of in other ways, 
“dry quenching^’ offers advantages. In this method, the hot coke 
is placed in a chamber and cooled with inert gases (largely nitrogen) 
from the boilers. The heated gases are then circulated to the boilers, 
where they generate steam. In addition to generating about 
1,000 lb. of steam per ton of coke quenched, this method eliminates 
the pumps and other wet quenching equipment and reduces corro- 
sion problems. The coke produced is cleaner and drier, and con- 
tains less dust and breeze than wet-quenched coke. 

The size and shape of the lumps of by-product-oven coke are 
advantages. Since the lumps are generally of a uniform size, the 
space between them is greater; therefore, the furnace blast can pass 
with greater ease. The prejudice against by-product-oven coke, 
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which was strongly marked until a few years ago, has been over- 
thrown by the actual demonstration that such coke, when properly 
made and used, is actually superior to beehive-oven coke.^ 

Coke as a Metallurgical Fuel. — The greatest amount of coke 
produced is used as a metallurgical fuel, chiefly for iron. For this 
purpose, it is far more desirable than coal because it contains less 
sulfur and because it is able to support the weight of the charge, 
which soft coal cannot do. 

Coke is less desirable than charcoal, from the standpoint of 
chemical composition, because it contains more sulfur, phosphorus, 
and ash. But because of the greater cost of charcoal its use is 
limited ; coke is far more widely used. The fact that coke is stronger 
than charcoal is also an important consideration, for, since it can 
support a greater weight, higher furnaces can be built. 

From the coke practically all of the phosphorus and some of the 
sulfur are taken up by the iron; the ash must be cared for as slag. 
The sulfur content of coke is its most objectionable feature. This 
varies from 0.6 per cent in the best cokes to 2 per cent in inferior 
cokes. In the ordinary good coke the sulfur will vary from 0.5 
to 1 .25 per cent. Phosphorus is generally not high, usually under 

0.05 per cent. 

The ash of coke varies from 6 per cent in extremely good cokes 
to 14 or 16 per cent in those of poor quality. Usually the ash ranges 
from 8 to 12 per cent. The ash of a coke may be materially 
decreased by washing the coal prior to coking, and a low ash con- 
tent is of great importance in the economical operation of metal- 
lurgical furnaces. 


Liquid Fuels 

As indicated in Table 5, the important liquid fuels are tar, 
petroleum and petroleum products, alcohols, and colloidal fuels. Of 
these, the fuels of less commercial availability will be considered first. 
The liquid fuels offer the following advantages over solid fuels: 

1. The fuel may be stored at a distance from the furnaces and 
in tanks of irregular shape. The latter is of particular importance 
on shipboard, since it makes use of space that cannot be used for 
cargo or other purposes. 

2. The fuel is handled with very little labor, and the work of 
cleaning fires and handling ashes is eliminated. 

^ Bacon and Hamor, ** American Fuels, p. 121, McGraw-Hill Book Com- 
pany, Inc., New York (1922). 



FUELS, COMBUSTION, AND LUBRICANTS 


49 


3. Fuel is immediately available, and the r^te of burning can be 
changed very rapidly. 

4. Fuel oils weigh 30 per cent less and occupy 50 per cent less 
space than coal of equal heating value. 

5. Liquid fuels are not spontaneously combustible and, if not 
volatile, do not deteriorate during storage. 

The principal advantage of liquid fuels over gaseous fuels is the 
ease of storage. 

Tar. — Tar from by-product coke ovens offers the advantages of a 
liquid fuel, except that it is difficult to keep in the liquid state. The 
tar must be heated and screened or filtered while hot. A large 
proportion of by-product tar is used, together with coke-oven gas, 
in heating open-hearth furnaces in the steel mills. The heating 
value of tar is 15,000 to 16,500 B.t.u. per lb. 

Alcohol. — Ethyl alcohol is not a commercially important fuel at 
present, because of the high cost of its production relative to that 
of petroleum products. It can be burned in internal-combustion 
engines, either pure with special carburetors, or mixed with gasoline 
with slight or no modification of the carburetors used for gasoline 
alone. It is a possible fuel of the future, especially as a substitute 
for gasoline. The heating value of ethyl alcohol is 12,390 B.t.u. 
per lb. 

Colloidal Fuel. — Colloidal fuel is an emulsion of solid fuel in oil. 
The solid fuel, which may be coal, peat, coke, or wood, is pulverized 
so that 95 per cent will pass a lOO-mesh sieve and 85 per cent will 
pass a 200-mesh sieve. The solid fuel is then mixed with oil to 
which a “fixateur^^ has been added to prevent settling of the solid 
fuel particles, and is then ground in a ball or tube mill to secure 
intimate mixing. Lime-rosin grease or creosote may be used as a 
fixateur. Colloidal fuel containing approximately 30 per cent of 
coal has a heating value of about 17,000 B.t.u. per lb. and can be 
fired in ordinarj’^ oil-burning equipment. 

Fuels from Petroleum. — Petroleum is by far the most important 
source of liquid fuels. As indicated in Table 4, about 30 per cent 
of the energy used in the United States is derived from it. Since 
the refining of petroleum will be considered later in this chapter, 
we shah consider here only the properties of those products used 
as fuels. 

Fuel Oil. — Fuel oil is defined as any liquid or liquefiable petro* 
leum product used for heat generation in a firebox or for power 
generation in an engine, exclusive of oils with flash points below 
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100®F. and oils burned in cotton or wool wick burners. Common 
fuel oils are: 

1. Residual fuel oils, which are topped crude petroleums or 
viscous residuums obtained in refinery operations. 

2. Distillate fuel oils, which are cUstilled products derived from 
petroleum and are usually the fractions distilled intermediate 
between kerosene and lubricating oils. 

3. Crude petroleums and weathered crude petroleums. 

4. Blended fuels, which are mixtures of the above. 

The crude petroleums used as fuel oils are usually those of low 
commercial value, especially those containing small amounts of 
volatile constituents. Crude petroleums that have lost an appreci- 
able quantity of the more volatile components due to natural 
causes during storage or handling are called weathered crude 
petroleums. Topped crude petroleum is the product remaining 
after removal, usually by distillation, of an appreciable quantity 
of the more volatile components of crude petroleum. The unrefined 
distillate so obtained is called '^tops.^' 

Specifications for various grades of fuel oil recommended by the 
American Society for Testing Materials are listed in Table 9. In 
order that the fuel oil be burned efficiently and rapidly, it must 
be atomized or vaporized in a suitable burner. The more viscous 
oils are preheated to aid in atomization and to assure their flowing 
easily to the burner. The various types of burners used are 

1. The spray-type burner, in which the oil is atomized by the 
shearing action of a stream of air or dry steam. Air, when avail- 
able, has the advantage over steam that it supplies a part of the air 
necessary for combustion, and also avoids the loss of the heat in the 
steam. In addition, low-pressure air allows more accurate adjust- 
ment of the burners. 

2. The rotary-type burner, in which the oil is fed to the inner 
portion of a revolving hollow cone. The centrifugal force of the 
rapidly revolving cone causes the oil to fly off the edge of the cone 
in small* droplets. Air is supplied to the annular space around the 
cone by means of a fan, which is often on the same shaft as the 
revolving cone. The blast of air from the fan further atomizes 
the oil. 

3. Mechanical spray burners, in which oil at high pressure and 
temperature passes out of small orifices. The atomization is accom- 
plished partly by the spraying action of the orifices and partly 
by the sudden vaporization (''flashing^') of the more volatile portion 
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of the hot oil due to the decrease in pressure in passing out of the 
burner. 

4. Vapor-type burners, in which the oil is evaporated by a 
stream of preheated air. These burners are limited in application 
to furnaces where the stack temperatures are sufficiently high to 
preheat the necessary air, as in forging, annealing, and tempering 
furnaces. 

Heating Value of Fuel Oils. — The heating value of fuel oils is 
usually reported in terms of B.t.u. per pound, and for most fuel oils 
lies between 18,000 and 19,5db B.t.u. per lb. Fuel oils are practi- 
cally always sold on a volume basis, the volume being measured 
at or corrected to 60°F. Tables for making the correction to 60®F. 
have been published by the Bureau of Standards {Circular C410) 
and by the A.S.T.M, (Designation D206-36). A fact not always 
appreciated by purchasers of fuel oils is that, although an oil of 
high specific gravity (low A.P.I. gravity) may have a lower heating 
value per pound than one of low specific gravity (high A.P.I. 
gravity), the reverse is true when the heating value per gallon is 
considered. It is also usually true that the cheapest oils per gallon 
have the highest B.t.u. per gallon. The heating value of crude 
oils may be calculated roughly from the A.P.I. gravity by the fol- 
lowing formula: 

B.t.u. per pound = 17,820 + 57.33 X (degrees A.P.I.) 

The A.P.I. gravity is a variation of the Baum6 scale, which has been 
approved by the American Petroleum Institute as a standard, and 
is now used almost exclusively in specifying petroleum products. 
It is related to the specific gravity by the following formula: 

Degrees A.P.I. = cn o /cnop - 131-5 

specific gravity, bO /60 F. 


It should be noted that as the specific gravity increases, the A.P.I. 
gravity decreases. 

Two other Baum6 scales are in common use for liquids other 
than petroleum products and are inserted here for comparison 
with the A.P.I. scale. For liquids heavier than water. 


Degrees Baum4 (®B6) 
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Diesel Engine Fuel Oils. — ^Low-speed diesel engines can be 
designed for a large range of fuel oil quality. In some cases even 
blends of crude residuums with heavy gas oils are used. Oils 
must be avoided that form excessive amounts of carbon on ignition. 

In high-speed diesel engines, oils must be selected that ignite 
quickly upon compression, a property opposite to that required 
by gasoline engines. The property of easy ignition on compression 
parallels the “paraffinic^' quality of the oil and is characterized 
chemically by a high ratio of hydrogen to carbon. The attainment 
of good ignition properties in diesel oils of the higher boiling ranges 
is accompanied by an increase in the wax content of the oil. Increase 
in the wax content causes an increase in the pour point of the oil, 
but the wax content should be as high as possible, because of the 
improved diesel ignition quality. Most diesel engine oils fall in the 
class known as “gas oils," which are defined as liquid petroleum 
distillates whose viscosities fall between that of kerosene and 
lubricating oils. 

Kerosene. — Kerosene is a refined petroleum distillate, whose 
flash point is not less than 73°F. and which is suitable for use as an 
illuminant in wick lamps. Although less important than formerly, 
considerable quantities of kerosene are used as a fuel in farm 
tractors and as an illuminant. 

Gasoline. — Gasoline production represents 43.9 per cent of the 
total petroleum produced in this country, and 89 per cent of the 
gasoline is used in motor vehicles. Gasoline belongs to that class 
of petroleum products called “petroleum naphthas," which are 
defined as petroleum products or products of natural gas, of which 
not less than 10 per cent distills below 347°F. and not less than 
95 per cent below 464°F. Gasoline is a refined petroleum naphtha 
suitable for use as a carburant in internal-combustion engines. In 
order to fulfill the requirements of modern gasoline engines, gasoline 
must have the following characteristics : 

1. It must be sufficiently volatile to permit of easy starting, yet 
not so volatile as to cause vapor lock under the prevailing climatic 
conditions. These properties are attained by controlling the distil- 
lation range and the vapor pressure as indicated in Table 10. 

2. It must be comparatively free from gum-forming constituents 
and from objectionable sulfur and other corrosive materials. 

3. It must be reasonably stable in storage. 

4. It must possess “antiknock" properties suited to the modern 
high-compression engine. The antiknock properties are indicated 
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by the octane number/^ which will be more fully discussed later 
in this chapter. The heating value of gasoline lies in the range 
19,000 to 20,500 B.t.u. per lb. 

Specifications for three types of gasoline, covering the require- 
ments for ordinary usage, are given in Table 10. These specifica- 
tions do not cover all requirements, for certain types of trucks and 
busses may need gasoline of lower volatility (lower vapor pressure 
and higher distillation temperatures) and airplane engines require 
gasoline having superior antiknock properties. 


Table 10. — Specifications for Gasoline — A.S.T.M. D439-40T 
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Type A .. 

140 

140 

158 

284 

392 

2 

13.5 

11.5 

9.5 

70 or 77 

7 

Passes 

Type B 

140 

149 

168 

257 

356 

2 

13.5 

11.5 

9.5 

70 or 77 

7 

Passes 

Type C.... 

167 

167 

167 

284 

892 

2 

13.6 

11.6 

9.6 

50 

7 

Passes 


* Type A gaaoline is for use under normal conditions. Type B is for use where a gasoline 
of greater over-all volatility than type A is desired. Type C gasoline is for use where a relatively 
nonvolatile fuel is desired. 

t W, F, S indicate automatic seasonal variation. In general, W indicates winter grade, 
S summer grade, and F fall and spring grade, biit the specification permits of variation according 
to the prevailing temperature in a given region. 

t 77-octane number, minimum, is premium priced gasoline. 70-octane number, minimum, 
is regular priced gasoline. 50-octane number, minimum, is less than regular priced gasoline. 

Gasolines may be classified according to their source into natural, 
straight-run, cracked, and polymer gasolines. The last two classes 
will be discussed under petroleum refining. Natural gasoline is 
obtained from natural gas either by compression and refrigeration, 
or more commonly by absorption in gas oil and subsequent steam 
distillation. Natural gasoline provides about 9 per cent of our 
supply. It is too volatile for use alone as motor fuel and is there- 
fore blended with refinery gasolines to improve their volatility. 

The distillation of crude oil produces a certain amount of low- 
boiling naphtha, having the correct volatility for use as motor fuel. 
This is known as straight-run gasoline. 

^^Antiknock” Properties of Gasoline. — In internal-combustion 
engines, the ratio of the cylinder volume at the end of the down- 
stroke to the volume at the end of the upstroke of the piston is 
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called the ‘‘compression ratio.” The higher this ratio, the more 
the fuel«air mixture is compressed before explosion and the higher 
is the efficiency of the engine. The rapid compi^ssion of the fuel-air 
mixture in the modern high-compression engine heats it to the point 
that premature ignition may occur, causing “knocking,” if easily 
ignited fuels are used, such as straight-run gasoline. The anti- 
knock value of a motor fuel is expressed quantitatively in terms 
of “octane number,” which is determined by matching the knocking 
characteristics of the fuel being tested with those of mixtures of 
normal heptane and isooctane in a standard single-cylinder engine 
of variable compression ratio, by a carefully standardized procedure 
(A.S.T.M. D367-39). The percentage by volume of isooctane 
in the isooctane-heptane mixture that matches the knocking char- 
acteristics of the fuel being tested is called, the octane number. 
Normal heptane, CzHi®, has about the poorest antiknock properties 
of all pure compounds suitable as fuels for internal-combustion 
engines; isooctane, 

CHs CHa 

CHr-O— CH*— in 

in, in, 

has very good antiknock properties. From the definition of octane 
number, it will be seen that pure normal heptane has an octane 
number of zero and pure isooctane an octane number of 100. 

Studies have shown that gasoline of low hydrogen-to-carbon 
ratio, from naphthenic and asphalt base crudes, have high octane 
numbers and low volatility; the reverse is true of gasoline from 
paraffinic crudes. Cracked gasolines have generally higher octane 
numbers than straight-run gasoline from the same crude, the octane 
number of the cracked gasoline increasing with the temperature of 
cracking. The properties of the various types of gasolines have 
been coordinated with the types of hydrocarbons that they contain. 
The knocking tendency of paraffin hydrocarbons increases with the 
length of the hydrocarbon chain. Butane has an octane number of 
nearly 100, and heptane, as we have seen, has an octane number of 0. 
Because of the high octane number of butane, a maximum quantity 
of it is included in the gasoline. Branched-chain hydrocarbons such 
as isooctane have much less tendency to knock than do straight- 
chain hydrocarbons. The high octane numbers of high-grade 
aviation gasolines are obtained by the use of highly branched 
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hydrocarbons similar to isooctane. Double bonds and cyclic 
structures improve the antiknock properties of hydrocarbons. 
The aromatic hydr<|carbons have less tendency to knock than the 
naphthenes. 

The cracked gasolines contain higher percentages of unsaturated 
and cyclic hydrocarbons than are present in straight-run gaso- 
lines, which accounts for their improved antiknock properties. 
Because of the presence of the unsaturated hydrocarbons, particu • 
larly the olefins and diolefins, the cracked gasolines are less stable 
than straight-run gasoline and tend to form objectionable gums. 
Recently, inhibitors have been discovered, as little as 0.001 per cent 
of which effectively slow down the gum formation and provide suffi- 
cient stability during storage (page 91). 

If gasolines, produced in the refinery process, are not up to the 
desired octane rating, they maj'^ be improved by the addition of 
tetraethyl lead, Pb(C 2 H 5 ) 4 , the only antiknock of commercial signifi- 
(‘ance. Ethylene bromide is added to the gasoline with the tetra- 
ethyl lead so that the lead mil be converted to lead bromide when 
the ethyl gasoline^' is burned in the engine, and the lead bromide 
expelled mth the exhaust gases. The greater the paraffinic quality 
of the gasoline, the greater its response to tetraethyl lead additions. 
Since tetraethyl lead is extremely toxic*, great care should be exer- 
cised in handling fuels containing it. 

Gaseous Fuels 

The ease and flexibility of application of gaseous fuels give them 
advantages over solid or liquid fuels, which may be summarized as 
follows: 

1. The combustion may be readily controlled for changes in 
demand, the oxidizing or reducing nature of the flame or atmosphere, 
the length of flame, and the temperature. 

2. Greater thermal efficiency can usually be obtained when high 
temperatures are required, since a good portion of the heat in the 
stack gases may be recovered by regeneration or recuperation. 

3. Smoke and ash are eliminated, and there is no labor involved 
in fuel or ash handling. 

4. Low-grade solid fuels may be more economically utilized after 
gasification and, under certain circumstances, it may even be 
economical to gasify high-grade coal at one point and distribute the 
gas over a wide area. The production of coal gas renders possible 
the recovery of by-products such as ammonia, benzene, and toluene. 
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5. Gas may be used in internal-combustion engines for the direct 
production of power. 

The sources or methods of production and composition of the 
various gaseous fuels will be considered first. The composition and 
heating value of typical gaseous fuels are summarized in Table 11. 

Natural Gas. — The origin of natural gas is closely i ssociated with 
that of petroleum; it is always found in or near the petroleum fields. 
Because of this fact, it is not available over large sections of the 
country, although pipe lines are being constiwtttly extended to furnish 
gas to large consuming centers, where it may be used either alone or 
mixed with artificial gas. In the past, large volumes of natural gas 
were wasted when struck during drilling operations for petroleum. 
Nowadays, the tendency is toward the use of the gas for repressuring 
oil fields in which the yield is declining. About 14 per cent of the 
gas produced is used for making carbon black. Exhausted gas 
wells near locations where the gas is consumed may be conveniently 
used to store gas from more distant producing wells. 

Natural gas, as supplied to the user, consists largely of methane 
and ethane, but raw gas from the wells may contain higher hydro- 
carbons, which are removed and sold as natural (casing-head) 
gasoline. In 1937, 2,370 billion cu. ft. of natural gas were produced, 
the chief producing states being Texas, California, Louisiana, Okla- 
homa, and West Virginia. Eighty-six per cent of this gas was 
treated for natural gasoline recovery. 

Natural gas contains only small percentages of noncombustible 
gases and has the highest kindling temperature and highest calorific 
value of all the gaseous fuels. 

Producer Gas. — Producer gas is an artificial gas resulting from 
the incomplete combustion of a solid fuel (coal or coke) in a partly 
closed generator of special construction known as a gas producer. 
There are many forms of producers, each embodying usually some 
special feature. One of the several types is shown in Fig. 5. In 
the United States all the producer gas is made by admitting a 
mixture of air and steam to the bottom of the gas producer. Upon 
reaching the combustion zone, the oxygen of the air is consumed to 
form carbon dioxide by the reaction: C + Oj = CO 2 (exothermic). 
The hot gases from the combustion zone heat the fuel in the reduc- 
tion zone to incandescence, where the following reactions take place: 

C -|- CO 2 « 2CO (endothermic) 

C + H*0 =» CO + H 2 (endothermic) 
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These are the principal fuel-making reactions. Since they are endo- 
thermic, the gas stream cools off in passing through the reduction 
zone. When bituminous coal is used in the gas producer, the hot 



Fig. 5. — Cross section of a gas producer. 


gases rising into the distillation zone remove the volatile part of the 
coal, which provides the methane and ethane in the resulting gas. 
The temperature of the gas leaving the producer should not exceed 
1250®F. and should be of a golden yellow color. When coke is used 
as fuel, the concentrations of methane and ethane are reduced to 
traces. Raw gas made from bituminous coal also contains tar and 
other products of coal distillation. These are not included in the 
analyses given in Table 11, which represent clean washed gases. 
When low-ash, high-volatile coal is used, about 52 cu. ft. of air and 
0,20 lb. of steam are required to gasify 1 lb. of coal. The amount of 
steam used must be great enough to keep the temperature in the pro^ 
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ducer below the fusion temperature of the ash in order to avoid 
clinkering. In the manufacture of producer gas the aim is to pro- 
duce a gas containing no CO 2 , but this aim is never quite attained, 
as the analyses indicate. 

The product that we have called producer gas was formerly 
called mixed or semiwater gas. Another artificial gas sometimes 
called producer gas, but more accurately described as Siemens gas 
or air gas, is made by blowing air alone through the gas producer. 
It contains only a small percentage of hydrc^n from the moisture 
in the air used, and the moisture and hydrogen in the fuel. Since 
the over-all reaction, 2C + O 2 = 2CO, is exothermic, the produc- 
tion of air gas results in very high temperatures in the gas producer, 
causing trouble due to clinkering of the ash. The resulting gas also 
has the very low heating value of about 110 B^t.u. per cu. ft. 

Water Gas. — The principle involved in the manufacture of 
water gas is essentially the same as in making producer gas, except 
that in the former, the air and steam are blown in at alternate 
intervals. Air is first forced through the coals in the producer until 
a high degree of heat is reached, which process itself makes a low- 
grade gas containing some carbon monoxide. This low-grade gas 
is used for heating purposes around the plant. 

When the bed of coals is sufficiently hot, the air is cut off and 
steam is blown in. The steam reacts with the incandescent carbon 
to form hydrogen, and either carbon monoxide or dioxide, depending 
upon conditions. If the temperature of the carbon is above 1000°C., 
the reaction proceeds as follows: 

C + H 2 O = CO + H 2 

but if the temperature falls below 1000°C., the following reaction 
occurs : 


C + 2 H 2 O = CO 2 + 2 H 2 

Since both carbon monoxide and hydrogen burn with a non- 
luminous or blue flame, water gas is sometimes known as *'blue 
gas.” Water gas is used either alone as a fuel or as a constituent 
of illuminating gas. If used for illumination, the blue gas must be 
enriched with hydrocarbons, in which case it is said to be carbureted. 

The process of making water gas is modified, then, according to 
the purpose for which the gas is to be used. If it is used for a fuel 
gas, the products of combustion resultant from the blowing in of 
air may serve to preheat the incoming air or steam, or may be 
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allowed to escape. If used for illuminating gas, the products 
resultant from the air blast are burned to heat a checkerwork of 
brick, which is used to gasify the vapors of petroleum oil used in 
carbureting. The blue gas is first mixed with the oil vapors and 
this mixture is then conducted through the hot checkerwork 
where the hydrocarbon vapors are decomposed and fixed in perma- 
nent gaseous form. 

According to the primary equation of formation, a theoretical 
water gas would contain 50 per cent each of carbon monoxide and 
hydrogen. An actual analysis of the blue gas shows small percent- 
ages of carbon dioxide and nitrogen. Since water gas contains 
such a high percentage of carbon monoxide, which is odorless and 
extremely poisonous^ much danger attends its use. Small amounts 
of materials having very penetrating odors are sometimes added 
to the gas to give warning of leaks. 

Blast-furnace Gas. — This is the waste gas issuing from the top 
of the blast furnace. It is recovered and used either in the Siemens 
regenerator or stove to preheat the blast for the furnace, or in gas 
engines. Also it may be used beneath the boilers for the production 
of steam for the blowing engines. It is not a rich gas, the heating 
value being only about 93 B.t.u. per cu. ft., but its use improves the 
thermal efficiency of the blast furnace (page 266). 

Coal Gas. — This is made by the dry distillation of coal in retorts. 
It is a somewhat expensive gas because only the volatile portion 
distills off, leaving a soft, noncoherent coke, which is valueless as a 
metallurgical coke. The coke may be used for making water gas 
or may be sold for domestic heating. Coal gas has a high heating 
value, being similar in composition to natural gas. It is used as a 
domestic fuel either alone or mixed with water gas. When mixed 
with water gas, the latter need not be carbureted. 

By-product Coke-oven Gas. — The main object of a by-product 
coke plant is to produce high-grade metallurgical coke. The 
production of gas is of secondary importance, and its composition 
may vary considerably. Its fuel value is usually somewhat less 
than that of coal gas, but the composition is similar. If the coke 
plant is near a large city in which natural gas is not available, a 
portion of the coke-oven gas may be sold for domestic and industrial 
uses, producer gas being used for heating purposes around the mill. 
Otherwise it is used in* the steel mill for heating open-hearth and 
reheating furnaces, soaking pits, or in boilers. 
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Oil Gas. — This is similar to coal gas in composition and is essen* 
tially the gas used in enriching carbureted water gas. Considerable 
quantities are made where oil is cheap and where coal or coke is 
expensive. Oil gas is made by passing a mixture of oil and steam 
through generators filled with checker-brick, after heating the brick 
by burning an air-oil spray. 

Liquefied Petroleum Gases. — In 1937 about 142 million gallons 
of the gases propane, butane, and pentane from petroleum refineries 
were liquefied and sold as domestic fuel (29 per cent), as industrial 
fuel and in the manufacture of chemicals (50 jyer cent), as an internal- 
combustion engine fuel (12 per cent), and for gas enrichment and 
€)ther uses (9 per cent). Propane is the principal constituent of the 
bottled gas used as a fuel. 

PRINCIPLES OF COMBUSTION 

The efficient use of a fuel involves providing the correct amount 
of air for combustion, heating to the ignition temperature, allowing 
the combustion to proceed in a properly designed furnace, and 
efficiently absorbing the heat produced in the equipment being 
heated. This section will be concerned with the general principles 
controlling the combustion process. The reader should consult 
books specializing on combustion and heat transfer for detailed 
information concerning the equipment involved. 

In the burning of all fuels, the heat evolved is derived chiefly 
from carbon and hydrogen or their compounds. The sulfur con- 
tained in some fuels may burn and contribute to the heating value, 
but the quantity of heat thus derived is usually unimportant. In 
coke, practically all the carbon is present in the free state. In 
coal, a portion of the carbon is combined; in the gases, oils, and 
wood, it is all combined with other elements. Except in some of 
the gaseous fuels (Table 11), hydrogen is always combined, usually 
with carbon and oxygen. 

Ignition Temperature (Kindling Temperature). — Everyone is 
familiar with the fact that fuels will exist in air practically indefi- 
nitely unless heated to a sufficiently high temperature to start active 
combustion. The temperature at which a substance ignites and 
continues to bum without further addition of heat is known as the 
kindling temperature or ignition temperature. This temperature 
is not very definite, since it is influenced by many factors such as the 
fineness of subdivision or amount of exposed surface if the com- 
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♦ Hablam Bnd Rusbbll, ”Fud« and Their Comburtion,” p. 282, McGr*w-Hill Book Company, Inc., New York, 1926. 
t This is richiK than moat blaat-fumaoe gaaes. For good practice the ratio CO/COt lies between 1.5 and 1.7. 
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bustible is solid or liquid. In the case of gases the ignition tem- 
perature depends on 

1. Pressure. The ignition temperature usually decreases some- 
what with increase in pressure. 

2. The ratio of combustible gas to air. 

3. The size and shape of the vessel. The ignition temperature 
increases as the ratio of surface to volume of the vessel increases. 
The reason for this is easily seen, since to maintain combustion, the 
rate of heat evolution must be at least equal to the rate of heat loss 
from the vessel. 

4. The presence of a catalyst, which may lower the ignition 
temperature. 

Spontaneous Combustion. — The temperature attained during 
any exothermic chemical reaction is determined by the speed of the 
reaction and by the rate at which heat is removed by the surround- 
ings. If oily rags, waste, or a fuel, such as coal, is stored in such a 
way that heat is only slowly dissipated, slow oxidation may produce 
suflBicient heat to raise the temperature to the kindling temperature. 
Spontaneous combustion will then ensue. 

Explosive Range. Limits of Inflammabilityw — The limiting 
composition of a gas-air mixture beyond which the mixture will not 

Table 12, — Limits of Inflammability at Ordinary Temperatures and 
Atmospheric Pressures* 



Limits expressed as per cent 


by volume of combustible 

Gas 

gas in air 


Lower limit 

Upper limit 

Hydrogen, H* 

6.2 

71.4 

Carbon monoxide, CO 

16.3 

71.2 

Coal gas, coke-oven gas 

7, 

21. 

Blue water gas 

12. 

67. 

Blast-furnace gas 

36. 

65. 

Methane, CH4 

5.8 

13.3 

Ethane, C*H* 

3.3 

10.6 

Ethylene, C»H4 

3.4 

14.1 

Ethyl alcohol, CaH^OH 

3.7 

13.7 

Benzene, CeH# 

1.4 

5,6 

Pentane, CfHn 

1.3 

4.9 

Ether, (CsHOsO 

1.6 

7.7 


^ Haslam «nd RxnwBLL, '*Faeli and Their Combustion/’ p. 265, MoQraw-HUl Book Com 
pany, Ino., New York (1926). 
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ignite and continue to burn is called the explosive limit or limit of 
inflammability. For every combustible gas there exist two limits, 
the lower limit representing the smallest proportion, the upper 
limit the largest proportion of combustible gas that, when mixed 
with air, will sustain combustion. 

In the determination of the explosive range, the temperature of 
the majority of the gas-air mixture is below the ignition temperature. 
Inflammation is started by supplying heat momentarily at a single 
point from an external source. Combustion will proceed only 
if the composition of the gas-air mixture lies between the upper and 
lower limits of inflammability. The limits of inflammability of gas- 
air mixtures are given in Table 12. 

At pressures up to atmospheric pressure, the explosive range 
increases with increased pressure, the lower limit being decreased 
and the upper limit raised. Above atmospheric pressure, the upper 
explosive limits of most gases, CO and H 2 excepted, increase with 
increasing pressure. The lower limit for CO, H 2 , and the saturated 
hydrocarbons up to pentane increases with increasing pressure above 
atmospheric pressure. Increase of temperature above ordinary 
atmospheric temperatures increases the explosive range, the lower 
limit being reduced and the upper limit raised. 

The Mode of Combustion of Various Substances. — When two or 
more gases interact rapidly, with the evolution of more or less heat 
and light, the phenomenon is knowm as a flame. If little light is 
emitted (nonluminous flames), the reaction occurs between gaseous 
molecules. The majority of the light emitted from luminous flames 
is due to the presence of incandescent solid particles, which may be 
entrained in the gas stream or may be produced by the decomposition 
(cracking) of some of the compounds, usually hydrocarbons, in the 
burning gas. Although the combustion of liquids and many solids 
is accompanied by a flame, this is not due to the combustion of the 
solids and liquids themselves, but to the gases produced from them 
by the heat of the reaction. Energy is radiated from both luminous 
and nonluminous flames. The radiation from the latter lies mostly 
outside the visible spectrum, the majority of the energy, in both 
cases, being in the infrared region of the spectrum. 

When an air-gas mixture is allowed to impinge upon a heated 
surface, it is found that combustion proceeds more rapidly on the 
surface than in the body of the gas. This is known as surface com- 
bustion, and the rate at which it proceeds is dependent on the tem- 
perature, the extent of the surface, and the speed with which 
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reactants can diffuse to the surface and the products of reaction 
away from it. If sufficiently hot, all surfaces show about the same 
effect in catalyzing the combustion reaction. At low temperatures 
some solids, platinum or palladium sponge, are better catalysts 
than others. 

The primary combustion reaction of solid fuels such as coke or 
charcoal, which do not vaporize, takes place on the surface of the 
solid. Such combustion is similar to the surface combustion of 
gases, except that only the oxygen of the air must diffuse to the 
surface, since the fuel, carbon, is already there. 

Weight and Volume Relations in Combustion Reactions. — Corn* 
bustion reactions, like all chemical reactions, obey the laws of 
conservation of matter and of energy. These laws may be stated 
as follows: neither matter nor energy is created or deistroyed in 
chemical reactions. Since the atomic theory assigns the property 
of indestructibility of matter in chemical reactions to the atoms, 
the law of conservation of matter may be applied not only to the 
total amount of matter but also to each element involved in the 
reaction. The procedure of accounting for all the various kinds 
of matter that enter and leave a process is known as making a 
‘^material balance’^; the corresponding procedure for energy is 
known as a ^^heat balance^' or ‘‘energy balance.’’ It is evident 
that these procedures are merely applications of the laws of con- 
servation of matter and of energy. A simple example of a heat 
and material balance is given later in this chapter (page 74 ). 

Since a correctly written or “balanced” chemical equation 
must also satisfy the law of conservation of matter, there must be 
the same number and kinds of atoms in the products of a reaction 
as there are in the reactants. The starting point for any combus- 
tion calculation involving weight or volume is therefore a balanced 
chemical equation. Consider the equation 

C + O2 { q ) = 002(17) 

This may be read, “One atom of carbon requires one molecule of 
oxygen gas to produce one molecule of carbon dioxide gas.” Since 
the weight of an atom or molecule is so small, it is more convenient 
to use a larger unit, known as the “mole.” The mole is defined 
as that weight of substance which is equal numerically to its molec- 
ular weight if the molecular weight is known; or to its formula 
weight if the molecular weight is unknown or without significance. 
With these definitions, the relation between the number of moles 
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of substance reacting will be the same as between the number of 
molecules reacting, and we may then read the above equation, 
''One mole of carbon requires one mole of oxygen gas to produce 
one mole of carbon dioxide gas/' 

The actual size of the mole will of course depend on the unit of 
weight used. In engineering work the convenient unit of weight 
is the pound, and the corresponding molar unit is the pound mole. 
In scientific work the gram is a convenient unit of weight and the 
corresponding molar unit is the gram mole (sometimes known as 
the gram molecular weight). The number of moles, n = W/M, 
where W is the wcught and M the molecular or formula weight of 
the material. 

The General Gas Equation. — ^All perfect gases obey the equation 
of state: 

PV = nRT 

where P = absolute pressure. 

y = volume. 

n = number of moles of gas. 

R = the "gas constant." 

T = absolute temperature. 

Since nearly aU actual gases and gaseous mixtures obey this 
equation within the accuracy of engineering measurements, except 
at high pressures or low temperatures, it will be found very con- 
venient for combustion calculations. The value of the gas constant 
R is the same for all gases, but must of course be properly chosen 
to correspond with the units used in the general gas equation. 
The numerical values of R for various units in common use are 
given in Table 13. 

Several useful relations may be deduced from the general gas 
equation. For example, if pressure and temperatures are held 
constant, it is seen that the volume is proportional to the number 
of moles. Applying this to reactions involving gases, Gay-Lussac's 
law of combining volumes is immediately obtained. This may 
be stated as follows: "At constant temperature and pressure, the 
volumes of reacting gases or gaseous reaction products are to each 
other as the coefficients in the balanced chemical equation repre- 
senting the reaction." 

As mentioned above, the gas law is obeyed by gaseous mixtures. 
We can then write 


PVx = nxRT 


( 1 ) 
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for one constituent of a gas mixture and 

PV = nRT (2) 

for the mixture as a whole, where n = ni + ^2 + na + * * • = 
total moles of gases in the mixture. Dividing Eq. (1) by Eq. (2) 
and taking P and T constant, we obtain 

7ll 

^ = mole fraction of constituent 1, (3) 

V n 

which may be stated, ^‘The fraction by volume of a constituent of 
a gaseous mixture (when the volume of the constituent is measured 
at the same temperature and pressure as the mixture) equals the 
mole fraction of the constituent in the mixture/' The percentage 
by volume is 100 X the fraction by volume. 

The partial pressure of a constituent of a gaseous mixture is 
defined as the pressure that the constituent would exert if present 
alone in the same volume and at the same temperature as the 
mixture. Proceeding as above, we can write 

piV = niRT (4) 

where pi == partial pressure of constituent 1, and 

PV = nRT, (5) 

where P is the total pressure on the mixture. 


Table 13. — Values of the Gas Constant R for Various Units 


R 

P 

1 

N 

T 

0.729 

Atmospheres 

Cubic feet 

Pound moles 

Degrees Rankine 
('’R » ‘’F, -f 460) 

10.72 

Pounds per square 
inch 

Cubic feet 

Pound moles 

Degrees Rankine 
CR. « °F. -h 460) 

1,544 

Pounds per square 
foot 

Cubic feet 

Pound moles 

Degrees Rankine 
CR. « °F. + 460) 

0.0821 

Atmospheres 

Liters 

Gram moles 

Degrees Kelvin 
(‘‘K. » ‘‘C. -f 273) 


Dividing Eq. (4) by Eq. (5), we obtain 


pi = = JV, or pi = NiP 

P n 

This result may be stated, ‘^The partial pressure of a constituent 
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of a gaseous mixture equals the mole fraction of the constituent 
multiplied by the total pressure on the mixture/' 

Another useful concept in working with gas mixtures is the 
mean molecular weight. If n = ni + n2 + + * • * = total 

moles of gas in the mixture, the mean molecular weight M may 
be defined by the relation M = TF/n, where W — Wi + Wt + 
Wz + ' ' ' = the total weight of gas in the mixture. Substi- 
tuting Wi = uiMi; W2 = n2M2, etc., 

rtiAfi + naMg + nzMz + * • ‘ 

M = r 


= NiMi + N2M2 + NzMz + • * • 


This relation is most useful if the analysis of the gas mixture is 
known in per cent by volume. Since the densities, or specific 
gravities, of gases are proportional to their molecular weights, 
the density (d) of a gas mixture will be given by the equation 
d = Nidi + Nitd 2 + JVada + • * * • If the weights of gases are 
known, it is more convenient to calculate M from the relation, 

1 = M; lif* + M, + * ■ ■ ’ substituting n = 


ni 


El 

Ml 


etc., 


in the relation n = Ui + Uz + riz + * • • . 


The 


use of some of the relations discussed above may be conveniently 
illustrated by means of an example. 


Example 1. — (a) Calculate the volume of oxygen and air required to burn 
1,000 cu. ft. of ethane, C 2 H 6 , all gases being measured at OC^F. and 1 atm. pres- 
sure. (b) Calculate the volume of dry flue gases at OC^F. and 1 atm. when the 
theoretical air is used, (c) Calculate the volume of moist flue gases at 500°F. 
and 1 atm. pressure if 20 per cent excess air is used. The balanced equation 
for the reaction is C^He + SUj O 2 « 2 CO 2 *f 3H*0. 

(а) Using Gay-Lussac's law of combining volumes, the oxygen required is 
1,000 X 3)^2 ® 3,500 cu. ft, at 60®F., 1 atm. Since air contains only 20.9 per 
cent of O 2 , each mole of O 2 will be accompanied by 3.76 moles N*; whence the 
theoretical air required is 

4.76 X 3,500 * 16,660 cu. ft. at 60®F., 1 atm. 

(б) The volume of CO* is 1,000 X 2 - 2,000 cu. ft. and of N* is 

3.76 X O* 3.76 X 3,500 - 13,160 cu, ft. 

The volume of dry flue gases at 60°F. and 1 atm. is the sum of these, or 15,160 
cu. ft. 

(c) To calculate the volume of moist flue gases at 600®F. and 1 atm., with 
20 per cent excess air, it is most convenient to calculate first the volume at fiO^F.. 
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assuming that the water remains gaseous. From (o), the volume of oxygen 
required is 3,500 cu. ft. If 20 per cent of excess air is used, 0.20 X 3,500 700 

cu. ft. of oxygen which will remain unconsumed in the flue gases. From (6) 
there will be 1.20 X 13,160 « 15,790 cu. ft. Ns and 2,000 cu. ft. CO2. The 
volume of water vapor is 3 X 1,000 * 3,000 cu. ft. Adding these, the total 
volume of combustion products is, at 60°F., 1 atm., 

F « F 02 -f Fn, -f Fcoj + Fh,o * 700 -{t 15,790 + 2,000 4* 3,000 

21,490 cu. ft. 

Making use of the gas equation, at constant pressure, 



F, (vol. at 500°F.) = 21,490 X = 21,490 X ^ - 39,680 cu. ft. 

Example 2. — Calculate the theoretical volume of oxygen and of air required 
at 80°F. and 1 atm., for the combustion of 100 Ih. coal whose composition is 
C « 69 per cent, H = 5.4 per cent, S = 1.0 per cent, N » 1.6 per cent, 
O « 15 per cent, ash = 8 per cent. The reactions involved are 

4 O 2 - CO, 

H2 + a O2 * H2O 

S 4- O2 « SO. 



Per cent 

Pound moles per 

Moles O 2 


100 lb. coal 

required 

c 

69. 

69/12 - 5.75 

5.75 

H 

5 4 

5 4/2 = 2.70 

1.35 

S 

1.0 

1/32 * 0.03 

.03 

N 

1.6 

1 6/28 « 0.05 


0 

15.0 

15/32 0 47 

-0 47 

6.66 


The volume of oxygen required is found by substituting in the gas equation. 
Fo, - nRT/P - 6.66 X 0.729 X (460 + 80) - 2,622 cu. ft. and the volume 
of air is 4.76 X Fo* ** 12,480 cu. ft. 

Heats of Combustioii. — The heat of a reaction may be defined 
as the heat evolved when reaction takes place between the number 
of moles of reactants indicated by the chemical equation repre- 
senting the reaction. If heat is evolved, the reaction is called 
exothermic,'^ if absorbed, endothermic." A positive amount 
of heat appended to the chemical equation (Table 14) indicates 
heat evolv^; a negative amount indicates the heat absorbed. 
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The heat of combustion is a particular kind of heat of reaction 
and may be defined as the heat evolved when one mole of a com- 
pound reacts with oxygen. In writing combustion reactions, it 
is always assumed that carbon is burned to carbon dioxide and 
hydrogen to water. Heats of combustion for the compounds that 
form an important part of most fuels are given in Table 14, along 
with additional heats of reaction for the important fuel-making 
reactions. As might be expected, the numerical value of the heat 
of combustion depends on the units used in expressing both the 
heat unit and the mole. Thre.e sets of units are in common use: 
calories per gram mole, used in scientific work; centigrade heat 
units (c.h.u.) used by chemical engineers, and B.t.u. per pound 
mole, used by other engineers. The mean centigrade heat unit is 
one-hundredth of the amount of heat necessary to raise 1 lb. of 
water from 0 to 100®C. The conversion factors between these 
units are 

Calories per gram mole = centigrade heat units per pound mole 
Calories per gram mole X 1.8 = B.t.u. per pound mole 

Unless otherwise noted, the heats of combustion given in this 
chapter are in B.t.u, per pound mole. 

Table 14. — Heats of Reaction of Important Combustion and Fuel-making 

Reactions 

B.t.u. per pound mole* 

C + H O2 * CO + 62,200 

C -f O2 - COa + 174,600 

C 4- CO, - 2CO - 70,200 

C + HaO * CO + H, - 70,900 

C -h 2H,0 » COi + 2H, - 71,600 

CO -h H O* - CO* + 122,400 

CO 4- H2O « CO* + H* - 700 

H, -f K O, « H,0 4- 123,100 

CH4 - C + 2H* - 36,800 

CH4 -f 2 O, « CO, + 2H,0 4- 384,000 

C*H4 “ 2C 4" 2H* 4* 27,000 

C2H4 4* 3 0* « 2CO, 4“ 2H,0 4- 622,400 

CiHa + 2K 0* - 2CO, 4- HiO 4- 562,000 

C,H« 4- O, - 2CO* 4- 3H,0 + 668,300 

C»Hg 4- 5 0* « 3COt 4- 4H*0 + 962,000 

C4H10 4* 6M O, - 4CO* 4- 5H,0 4- 1,237,000 

CeHg 4* 7J^ O, - 6CO, 4- 3H*0 4* 1,413,000 

^Haslam and RvaajBLL, ** Fuels and Their Combustion/* pp. 140, 205, MeOraw-Hill Book 
Company, Inc., New York (1926). The abore values assume reactants and products at 60®F, 
and water in the liquid state. For the combustion reacti<ms, they are termed hich (or croas) 
heats of combustion. To secure low (or net) heats of combustion deduct 19,000 B.t.u. per mole 
of water formed. 
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Since the heat of a reaction varies with the temperature, as 
will be discussed later on, it is important to specify the temperature 
and physical state of reactants and products in any table of heats 
of reaction. In Table 14, the heats of reaction given assume that 
the reactants and products are at 60®F. and that water is in the 
liquid state. These values, and also those given previously in 
the discussion of solid and liquid fuels, represent the heat of com- 
bustion as it would be determined in a calorimeter, in which the 
products of combustion are cooled to a temperature only slightly 
above that of the reactants. In practice, the products of combus- 
tion practically always escape from the process at a higher tempera- 
ture than the boiling point of water. The heat liberated when 
water vapor is condensed to liquid water is therefore never avail- 
able. For this reason, it is customary to distinjguish between the 
heat of combustion as determined in a calorimeter, known as the 
‘^gross'' or ^^high” value, and the value one would obtain were 
the water to remain in the gaseous state, known as the ‘^low^^ or 
**net’' value. The low or net value of the heat of combustion is 
Table 15. — Calculation of the Heating Value of a Producek Gas 


Constituents 

0 ) 

(Dry) 

% 

( 2 ) 

Mole 

fraction 

(3) 

Moles per cu. ft. 
at 30 in. Hg, 
60°F., satu- 
rated with H 2 O 

X 1,000 

(4) 

Heat evolved 
by each con- 
stituent 

CH 4 

2.6 

0.026 

0.0676 

25.9 

C 2 H 4 

0.4 

0.004 

0.0104 

6.5 

CO 

22.0 

0.220 

0.5716 

70.0 

CO 2 

5.7 

0,057 

0.1481 

0.0 

H 2 

10.5 

0.105 

0.2728 

33.6 

N* 

58.8 

0.588 

1.5276 

0.0 

Gross heating value of gas B.t.u. per cu. ft. at 60°F., SOin.j 
Hg, saturated with HaO. 

136.0 


easily calculated from the high or gross value by deducting from 
the latter 19,000 B.t.u. per pound mole of water formed in the 
reaction. When the heating value of a fuel is given in B.t.u. per 
pound, the net value may be calculated by subtracting 19,000/18 
or 1056 B.t.u. per lb. of water formed. 

In the solid and liquid fuels, the exact nature and proportions of 
the various compounds existing in the fuel are usually unknown, 
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and it is therefore impossible to calculate the heating value of the 
fuel with high precision. Approximate values may be obtained 
by the use of empirical formulas as discussed on pages 38 to 52. 
To secure precise values the fuels must be burned in a calorimeter. 
Precise values of the heating value of gaseous fuels may be obtained 
either by measuring the heat of combustion in a flow-type calorim- 
eter, such as the Junkers, or by calculation from the gas analysis. 
An example of this type of calculation will now be given, using the 
producer-gas analysis given in Table 11. The calculations are 
summarized in Table 15. 

Explanation . — Column (2) is calculated from column 1 by 
dividing by 100. Column (3) is calculated by multiplying the 
moles of dry gas in 1 cu. ft. at 30 in. Hg and saturated with water 
vapor by the respective mole fractions in column (2). The moles 
of dry gas under these conditions are calculated as follows: The 
partial pressure of dry gas, 

p =s 30 — vapor pressure of water at 60®F. 

= 30 - 0.53 = 29.47 in. Hg 

Since one standard atmosphere = 29.92 in. Hg, 

29.47 . ^ 


Solving the gas equation for n and substituting therein, 


PV _ 0.985 X 1 

RT 0.729 X (460 + 60) 


2.598 * 10-« 


Column (4) is calculated by multiplying the figures of column (3) 
by the appropriate heat of combustion from Table 14. 

Heat of Combustion and Temperature. — As previously men- 
tioned, the heat of combustion depends upon the temperature, a 
fact which at first sight would appear to make combustion calcu- 
lations very complicated. Examination of the problem shows 
that this is not the case. We usually know that fuel and air enter 
the process at one temperature and that the products of combustion 
leave at some higher temperature. The law of conservatioh of 
energy then assures us that the heat evolved in the process depends 
only on the initial and final conditions, and not upon how the proc- 
ess is carried out. The maximum heat available to the process is 
then the sensible heat in the entering fuel and air, plus the heat 
of combustion, less the heat carried out in the stack gases. In 
order to calculate the first and last of these quantities, it is necessary 
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to know the specific heats or heat capacities of the substances 
involved. 

Specific Heats and Heat Capacity. — Since nearly all combus- 
tion calculations are made at pressures near one atmosphere, we 
shall discuss only the specific heat and heat capacity at constant 
pressure. A textbook on physical chemistry should be consulted 
for a discussion of heat capacities at constant volume and the 
effect of pressure on heat capacities. 

In scientific work, the specific heat is defined as the amount of 
heat necessary to raise the temperature of unit, weight of substance 
one degree, the measurement being made at a given temperature. 
In engineering work it is usually more convenient to use the “mean 
specific heat,” which is the amount of heat necessary to raise the 
temperature of unit weight of a substance from a given base tem- 
perature (either 32 or 60°F.) to a higher temperature, divided by 
the temperature rise. 

The “mean molal heat capacity,” Cp, is the heat necessary to 
raise the temperature of one mole of substance from a given base 
temperature to a higher temperature, divided by the temperature rise. 

The units of specific heat are B.t.u. per pound degree fahrenheit, 
or calories per gram degree centigrade, these quantities being 
numerically equal for a given substance. Specific heat X molec- 
ular weight = molal heat capacity. 

Heat Capacities of Gases. — ^The molal heat capacities of com- 
mon gases are shown grapliically in Fig. 6. 

The molal heat capacity of a gaseous mixture may be calculated 
from the heat capacities of the pure gases in the mixture by the 
equation: Cp (mixture) = Cp,Ni + Cpjf^ + CpJNz + * • * ; where 
^piy t ^re the mean molal heat capacities of the pure 
gases and Ni, N 2 , Nz, etc., are their mole fractions. 

Heat Capacities of Solids and Liquids. — For accurate values 
of the heat capacities of solids and liquids, a good handbook should 
be consulted. No generalizations can be given on the heat capaci- 
ties of liquids, but approximate values for the heat capacities of 
solids may be secured from (1) the rule of DuLong and Petit, which 
states that for the solid elements with atomic weights greater than 
potassium, Cp =* 6.2 B.t.u. per lb. mole ®F. (approximately), and 
(2) Kopp’s rule for solid compoimds. According to the latter 
rule, Cp for a solid compound is obtained by adding the atomic 
heat capacities of the constituent elements, using the DuLong and 
Petit value of 6.2 for the heavier elements and for the lighter 
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elements the following values: 0, 4.0; H, 2.3; C, 1.8; S, 5.4; B, 2.7 ; 
F, 6.0; Si, 3.8; P, 5.4. Using this rule, the molal heat capacity of 
silver phosphate, AgjPOi, would be 3 X 6.2 + 6.4 + 4 X 4.0 = 36.0 
B.t.u. per lb. mole^F. 



Fio. 6. — Mean molal heat capacities of gases between eO^F. and {From 

Haslam and Rueadlt ** Fuels and Their Combustions*^) 

Sensible Heat, Latent Heat, Total Heat, and Potential Heat. — 

The sensible heat of a material at the temperature T is defined as 
the heat content of the material at temperature T less the heat 
content at some selected base temperature To, excluding the heat 
of any phase changes that may occur. Since we have chosen 60°F. 
as the base temperature for heats of combustion, it is convenient 
to choose the same base temperature for calculating sensible heat. 

Sensible heat = nXCpX(T — To) 

— W X (sp. heat) X (T — To) 

The latent heat of fusion (often called merely the heat of fusion) is 
the heat required to melt or fuse one mole of material at constant 
temperature (usually the melting point). The latent heat of vapori- 
zaiion is the heat required to vaporize one mole of material at 
constant temperature. The total heat is the sum of the latent 
heats and the sensible heat. Potential heat or unused heat is the 
heat of combustion of unbumed fuel or of products of combustion 
that have not been oxidized to the state assumed in writing the 
combustion reactions. 

Heat and Material Balance. — All the concepts necessary for 
making heat and material balances have now been defined and 
discussed. As previously mentioned, the material balance may 
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be applied both to the total material and to each element entering 
and leaving a process. When complete sets of data are available 
on a process, the heat and material balances may be used to check 
the accuracy of measurement. If complete data are not available, 
the balances are valuable for calculating the missing data. The 
heat and material balances are almost imperative in studies to 
improve a process or to trace losses of energy and material. 

Heat and material balances are made simultaneously, since the 
material balance is necessary in order to make the heat balance. 
The total heat input to the process must ^ual the total heat 
output. The following items must be considered under each of 
the headings: 

I. Total heat input, 

a. Heat of combustion of fuel. 

b. Sensible and latent heat in fuel, air, and other raw ma- 
terials. 

c. Heat from exothermic reactions in the process. 

II. Total heat output, 

a. Sensible and latent heat in the product. 

b. Heat absorbed by endothermic reactions in the process. 

c. Potential, sensible, and latent heat in the combustion 
products (ash and flue gases). 

d. Heat losses to the surroundings by radiation, convection, 
etc. 

Example. — Heat balance of a boiler using coal as fuel and generating steam. 


Data: Coal used 4,980 lb. per hr. 

Water fed 41,400 lb. per hr. 

Feed- water temperature 202®F. 

Steam temperature 564®F. 

Steam pressure 245 psi gauge 

Flue gas temperature 700°F. 

Coal Analysis, Flue Gas Analysis, Cinder, 

Per Cent Per Cent Per Cent 

by Weight by Volume by Weight 

C 76.3 CO» 13.0 C 28.6 

H 4.8 O, 6.7 Ash 71.6 

O 4.0 CO 0.6 IQO 0 

N 0.6 Ni 80.7 

9 1-2 100.0 

Ash 9.7 

3.4 
100.0 


B.t.u« per pound >• 18,400. 
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I, ToUd heat input per hour, 

а. Heat of combustion of coal: 

(Weight of coal) X (B.t.u. per lb.) 

4,980 X 13,400 - 66,730,000 B.t.u. 

б. Sensible heat in feed water: 

(Weight of water) X (temperature above base) X (specific heat) 
41,400 X (202 - 60) X 1 « 5,879,000 B.t.u. 

Total heat input per hour « 72,609,0(X) B.t.u. 

II. Toted heat output per hour. 

a. Heat in steam: From steam tables, the total heat in steam at 246 psi 
gauge and 405®F., using 32®F. as the base temperature, is 1,294,7 B.t.u. 
per lb. Since our base temperature is 60®F., we must subtract 
60 — 32 28 B.t.u. from this value, leaving 1,266.7 B.t.u. per lb. of 

steam. 

(Weight of steam) X (B.t.u. per lb.) 

41,400 X 1,266.7 « 52,437,000 B.t.u. 
h. Potential heat due to carbon in cinder: 

(Weight of coal) X (lb. ash per lb. coal) • « (weight ash) 

4,980 X 0.097 « 483 lb. 

(Weight of cinder) X (lb. carbon per lb. cinder) « (carbon in cinder) 

100 

483 X ^ X 0.285 - 193 


(Carbon in cinder) X (B.t.u. per lb. carbon) 

193 X 16,544 - 2,807,000 B.t.u. 

c. Heat loss in stack gases; 

(Carbon in coal) — (carbon in cinders) = (carbon in stack gases) 

4,980 X 0.763 - 193 = 3,607 

3 607 

-^ 22 ~ “ moles C in stack gases »« moles CO + moles CO 2 


From flue gas analysis, the total CO 2 and CO is 
per cent. 


301 

0.136 


2,210 moles of dry stack gases. 


13.0 -f- 0.6 


13.6 


(Moles of dry gases) X (mole fraction) 

2,210 X 0.130 - 287 moles COa 

2,210 X 0.870 - 1,923 moles O,, Nj, CO 

(Oa, Na, and CO are lumped together since their heat capacities are 
equal.) 

Sensible heat per pound mole of dry gases at 700®F. 

" Cp X (700 — 60) — 6300 B.t.u. per mole of CO 2 , 4,460 B.t.u. per 
mole of Oa, Na, and CO and 5400 B.t.u. per mole of HaO. 

(Moles) X (B.t.u. per mole) 

Sensible heat in COa « 287 X 6,300 « 1,808,000 B.t.u. 

Sensible heat in 0,, N,, and CO - 1,923 X 4,450 - 8,557,000 B.t.u. 
Sensible heat in dry stack gases - 10,365,000 B.t.u. 

Heat in water from moisture and hydrogen in coal: 

Moisture in coal - 4,980 X 0.034 - 169 lb. 

Water from H in coal - 4,980 X 0.048 X - 2,150 lb. 
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Total moisture in stack gases, neglecting moisture in air 2,319 lb. 
Sensible heat in H,0 « X 5,400 « 697,000 

2 ^10 

Latent heat in HaO - X 19,000 » 2,455,000 

Total heat in HaO in stack gases * 3,152,000 
d. Potential heat in stack gases: 

(Moles dry stack gases) X (mole fraction) 

2,210 X 0.006 13.3 moles CO 


(Moles CO) X (B.t.u. per mole) 

13.3 X m,400 1,628,000 B.t.u. 

Total stack losses 15,145,000 B.t.u. 

Summary of Heat Balance 

Input B.t.u. Output B.t.u. 

Heat in coal l66 , 730 , 000| 91 . 9| Heat in steam ... 152 , 437 , 000 72 . 2 

Heat in feed water . . *5,879,0001 8.1 Heat in cinders. . 2,807,000 3.9 

Stack loss 15,145,000 20.9 

Total 72 , 609 , 000| 100 . Of Radiation, etc ... 2 ,220 ,000, 3.0 

Total 72’ ^9,000 100 . 0 


Calorific Intensity. Theoretical Flame Temperature. — The 

temperature attainable in flames is a very important quantity. 
When heat is converted into work, as in an internal-combustion 
engine, the maximum possible eflSciency (Carnot-cycle efficiency) 

rp rp 

is given by the formula — m ; where is the highest temper- 

i 2 

ature attained (t.e., the flame temperature) and Ti is the exhaust 
temperature. The flame temperature represents the maximum 
temperature to which an object can be heated by the flame. Fur 
thermore, the rate of heating an object increases as the difference 
in temperature between flame and object increases. 

It is difficult to measure, or even to calculate, the actual temper- 
ature of a flame with any degree of accuracy. Because of this 
difficulty, ‘‘theoretical flame temperatures” are calculated on the 
assumption that combustion takes place instantly, completely, 
and without loss of heat to the surroundings. In other words, all 
the heat of combustion is assumed to heat the gaseous products 
of combustion. Actual flame temperatures will always be less than 
theoretical flame temperatures, since none of the assumptions made 
in calculating the latter are realized. Nevertheless, the actual 
flame temperatures of different fuel gases will be in the same order 
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as the theoretical flame temperatures, and can therefore be used 
for comparing different fuels. Theoretical flame temperatures 
may be calculated by the formula: 

Theoretical flame temperature = 

(heat of combustion + sensible heat in fuel and air) 

(total quantity of combustion products) X (their mean specific heats) 

The theoretical flame temperatures given in Table 11 are calculated 
on the assumption that fuel and air enter the flame at 60®F. and 
the theoretical air is used. The heat of combustion used is the 
low or net value, since the water produced is in the vapor state. 
Theoretical flame temperatures are most easily calculated by trial 
and error as follows: A temperature is first assumed. The mean 
specific heats are determined for this temperature and substituted 
in the foregoing equation after evaluating the other needed quanti- 
ties, as previously described. Solution of th^ equation gives a 
now temperature. The theoretical flame temperature will lie 
between the assumed temperature and that calculated from the 
formula. A new temperature is assumed between these two, and 
the process repeated until the assumed and calculated temperatures 
agree. The temperature thus found is the theoretical flame 
temperature. 

Effect of Excess Air- — If it were possible to burn a fuel com- 
pletely with the theoretical amount of air, the maximum possible 
efficiency would be obtained. Under actual conditions, con- 
siderable potential heat is lost when the theoretical air is used, 
and trouble is experienced with many fuels due to smoke. As 
excess air is supplied, the loss of sensible heat in the stack gases 
increases, due both to the greater quantity of stack gases and to 
their higher temperature. The optimum amount of excess air 
depends upon the design of the furnace, the fuel used, and the 
equipment used to burn it. For a given furnace, the optimum 
excess air is that which makes the sum of the potential heat loss 
and the sensible heat in the stack gases a minimum. If for other 
reasons the optimum air must be exceeded, the amount of air over 
the optimum should be kept as low as possible. 

OUTLINE OF PETROLEUM REFINING 

Many of the liquid fuels discussed in earlier sections of this 
chapter and most of the lubricants discussed in the following section 
are derived from crude petroleum by various refinery processes. 
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It seems desirable therefore to give a brief outline of the methods 
whereby these important engineering materials are produced. 

The Constitution of Petroleum. — Petroleum, crude oil, is 
essentially a solution of gaseous and solid hydrocarbons in a mixture 
of liquid hydrocarbons. The term “ petroleum is derived from 
two words, petra and oleum meaning ‘‘rock oiP^ or mineral oiV^ 
Most crude oils also contain small amounts of sulfur, nitrogen, 
and oxygen. The amount of sulfur is usually less than 1 per cent 
and rarely exceeds 3 per cent. The amounts of nitrogen and 
oxygen are exceedingly small. Three types of hydrocarbons^ — 
paraffins, naphthenes, and aromatics — constitute most of the hydro- 
carbons present in petroleum. In all but a few crude oils, the 
percentage of aromatics is comparatively sinall. The absence 
of low-molecular-weight, unsaturated hydrocaifbons in petroleum 
is significant because it indicates that petroleum was not formed 
by destructive distillation or other high-temperature reactions. 
It is most generally believed that petroleum was formed b}^ the 
decomposition in low-temperature reactions (bacterial action, 
fermentation, etc.) of plant and animal remains laid down in past 
geological ages. 

Crude petroleums are usually classified as to ‘^base,^' which is 
determined by the character of the hydrocarbons present in the 
crude. Paraffin base crudes consist principally of paraffin hydro- 
carbons, naphthene or asphalt base crudes have naphthenic hydro- 
carbons as their main constituents, and mixed base crudes contain 
each of these types of hydrocarbons. Crude oils from a few of 
the producing regions contain fairly high concentrations of aromatic 
hydrocarbons and are called aromatic base crudes. Crude oils 
from no two producing fields are alike. They vary from pale, 
straw-colored, mobile, transparent liquids up to dark, viscous, 
nontransparent crudes. Most crude oils have specific gravities 
in the range from 0.850 to 0,940, although some heavy crudes 
possess values as high as 1.06. 

Petroleum Production. — ^The first oil well was dug at Titusville, 
Pa. in 1859. Since that time the industry has grown by leaps and 
bounds and oil fields have been discovered and developed in many 
localities all over the world. In 1937, the world production of 
petroleum amounted to slightly over 2 billion barrels (42 gal. each), 

^See McCtjtcheon, Seltz, and Warner, ** General Chemistry,” 3d ed., 
pp. 554-561, D. Van Nostrand Company, Inc., New York (1939), or any of the 
standard textbooks of organic chemistry. 
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with 62.75 per cent of this being produced in the United States. 
The principal oil-producing regions and the relative importance 
of each region are indicated in Table 16. 


Table 16. — Crude Oil Production (1937) 



— 

Millions of 

Country or region 

Per cent 

bbls. 

United States 

62.75 

1,276 

Texas (except Gulf Coast) . . 

19.42 

395 

California 

11.72 

238 

Oklahoma 

11.24 

229 

Gulf Coast 

8.70 

177 

Kansas ... 

3.48 

70 

New Mexico 

1.89 

38 

Appalachian 

1.67 

34 

Others (U. S.) ... . 

4.63 

95 

Europe 

12.70 

259 

Russia 

9.69 

197 

Rumania 

2.61 

53 

Others (Europe) 

0.40 

9 

South America 

12.67 

258 

Venezuela . 

9.18 

187 

Others (S, A.) 

3.49 

71 

Asia 

6.64 

133 

Iran 

3.81 

78 

Iraq 

1 58 

32 

Others (Asia) .... 

1.05 

23 

East Indies 

2.88 

59 

Mexico 

2 30 

47 

Others 

0.16 



Although some oil fields wore discovered entirel}^ by accident, 
present-day prospecting employs carefully designed geological and 
geophysical methods.^ 

Pi^cipal Products from Crude Oil. — Gasoline, gas and fuel 
oil, kerosene, and lubricants are the most important products 
obtained from crude oil. In addition, roughly 10 per cent of the 
crude reaches the market in the form of a great variety of minor 
products: parafiin wax, petrolatum (petroleum jelly or Vaseline), 
medicinal mineral oil, dr>'’-cleaners* naphtha, solvents and thinners 
for paints, varnishes, lacquers, and enamels, petroleum coke, lamp- 
or gas black, solvents and spreaders for insecticides and fungicides, 

^ DeGolyer (editor), “Elements of the Petroleum Industry,” pp. 21—89, 
A.I.M.E., New York (1940). 
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finely divided sulfur; ethylene, propylene, and cyclopropane as 
general anesthetics; asphalts, road tars, and a host of other products. 
Moreover, there is a rapidly growing chemical industry based upon 
the use of petroleum hydrocarbons as raw materials to produce 
synthetic rubber, plastics, resins, alcohols, glycols, glycerol, ethers, 
amines, and a great variety of organic chemicals. 



In the early years of the industry, kerosene was the most 
valuable petroleum product, but in recent years the demand for 
it has been relatively small. The rapid development of the auto- 
mobile, ’ aircraft, and machine industries has enormously increased 
the demand for motor fuels and lubricants. As a consequence, 
refinery practice today places the emphasis upon obtaining the 
maximum yields of gasoline and lubricating oil consistent with 
economy of operation. Changes in the relative importance of the 
principal products from crude oil since 1904 are indicated in Fig. 7. 

Refinery Practice. — ^The petroleum industry was started by 
men without scientific or technical training. As a consequence, 
the early refining methods were comparatively crude and the art 
made slow progress by the empirical method of trial and error. 
During the last twenty years, however, the industry has been 
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revolutionized as a result of chemical research and the application 
of the methods of modern chemical engineering to operations. As 
a result, refiner} practice has been greatly improved and made 
more flexible. Today, refinery practice may be readily adapted 
to the properties of the available crude oils and to the condition 
of the market for various petroleum products. As it would be 
impossible here to describe the actual present practice in even the 
most important refineries, a very general outline must suffice. 

Distillation is, as it always has been, the most important proc- 
essing step in petroleum refining. However, many of the unit 
operations of chemical engineering are utilized in the design and 
operation of a modern refiner}^ : heat transfer, fluid flow, extraction, 
filtration, centrifugal separation, agitation, and catalysis being 
the most important. Modern refinery processes also arc charac- 
t(^rized by a high degree of automatic control of pressures, tempera- 
tures, and rates of flow. 

The distillations carried out in a modem refinery may be divided 
into three groups: (1) normal-temperature and ordinary-pressure 
distillations, usually called “skimming’' or “topping.” This is 
usually the first operation in refining a cmde oil. (2) High-tem- 
perature — high-pressure distillation with the objective of accom- 
plishing “cracking” to make gasoline and other more volatile 
products from the heavier fractions of crude oil, (3) Vacuum 
distillation at subnormal temperatures to prevent “cracking” 
of heavier materials such as lubricating oils. In all these processes, 
the entering oil is preheated by passing through heat exchangers 
in which heat is transferred to the material from hot outgoing 
vapors or residual fractions. From the heat exchangers, the oil 
flows through tubes properly placed in a “pipe-” or “ tubular still ” 
furnace where it is heated to the proper distillation temperature. 
The heated stream of oil from the furnace tubes flows to a frac- 
tionating tower which usually is of the “bubble plate” type such 
as is illustrated in Fig. 8, Vapors formed from the heated oil 
stream escape up through the bubble plates while the un vaporized 
residue moves down and is withdrawn from the bottom. Bubble 
plates are among the most efficient large-scale fractionating devices 
known; all vapors passing up through the column must bubble 
through pools of liquid maintained on each plate. In the upper part 
of the tower the temperature is lowered by the controlled introduction 
of cold “reflux” oil or other means, resulting in the condensation of 
the higher boiling constituents of the vapor and controlling 
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the boiling range (volatility) of the fraction recovered from the 
top of the tower. 

The size, number of plates, and other features in the design of 
the bubble tower will depend upon the separations that are to be 
accomplished and the desired capacity. For example, a bubble 
tower to be adequate for ^'topping’^ or ‘^skimming” 10,000 bbl. 
of average crude oil per day would need to be about 10 ft. in diame- 
ter, 60 ft. high, and equipped with between 25 and 30 bubble plates. 

Continuous ^‘Skimming’’ or ‘^Topping” of Crude Oil. — In a 
typical continuous skimming operation, crude oil preheated in a 
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Fig. 9. — A typical skimming or topping unit. 


heat e.xcjhanger flows through a pipe still where it is heated to 
approximately SSO'^F. (290°C.) and then to a bubble tower from 
which gas and gasoline are obtained as overhead products. In 
order of decreasing volatility, naphtha, kerosene, and gas oil frac- 
tions are taken from the proper progressively lower levels of the 
tower as side streams. As indicated in Fig. 9, all these fractions 
pass through strippers, a portion of each being returned to the 
bubble tower as reflux. The heavy, least volatile portion of the 
crude oil leaves the bottom of the bubble tower in a continuous 
stream. 
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The overhead gasoline fraction (straight-run gasoline) after 
being put through a gasoline stabilizer may go to storage, or may be 
‘^reformed'’ (page 89) or blended to improve its octane rating. 
A goodly portion of the naphtha and kerosene fractions are marketed 
as such after treatment (page 91) and some gas oil is sold as a 
light fuel oil, but ordinarily the bulk of the heavy gas oil is sent 
to cracking units for the production of more gasoline. The heavy 
oil from the bottom of the skimming unit bubble tower may be 
used in a variety of ways: (1) It may be utilized directly as fuel 
oil. (2) It may be sent through as a '‘vis-breaking^^ unit (page 88) 
and then through a cracking unit for the production of more gaso- 
line. (3) It may be utilized to produce lubricating oils and various 
by-products. 

Cracking. — Although there were only four automobiles in the 
United States in 1895, the number had increased to over a million 
in 1913, to 10 million in 1921, and to 20 million in 1927. Further- 
more, owing to the improved quality of both highways and auto- 
mobiles, the average yearly mileage per automobile had greatly 
increased. By 1913, the consequent tremendous increase in 
gasoline consumption made " cracking an important process in 
the petroleum industry to increase the yield of motor fuel from 
crude oil. Cracking consists in subjecting the heavier, less volatile 
fractions of crude oil, such as gas oil and fuel oil, to such conditions, 
usually high temperature and high pressure, that they will be 
destructively distilled to produce lighter, more volatile hydro- 
carbons. Owing to the development of cracking and other improve- 
ments, the yield of gasoline has been increased from 10 or 12 per 
cent to the present average of about 45 per cent of the crude oil. 
Cracking contributes approximately half of the present gasoline 
production. 

For an account of the development of cracking processes from 
the first commercially successful one devised by Burton to the 
present-day more efficient ones, the reader must consult other 
references.^ Available space permits only a brief discussion of 
present practice. Today, the refiner will, on a basis of an economic 
balance, utilize one of three general methods of cracking: 

I. Thermal cracking: 
a. Liquid phase. 

5. Gas phase. 



86 


CHEMISTRY OF ENGINEERING MATERIALS 


2. Catalytic cracking. 

3. Hydrogenation cracking. 

Thermal processes account for the bulk of cracking at present, but 
catalytic cracking is growing in importance and several large units 
already are in operation. Hydrogenation cracking, although not 
now economical for gasoline production, has found some specialized 
uses in refineries and must be considered as a possibility for future 
use, especially when our supply of crude oil begins to decline. 

Thermal Cracking. — The most commonly used process for ther- 
mal cracking is the so-called liquid-phase process. Actually it is a 
combination of the liquid- and vapor-phase processes because a part 
of the charge usually is vaporized before it enters the true cracking 
section of the coil. The material to be cracked enters pipe stills 
operating in the temperature range from 850 to 1000®F. (450 to 
540°C.) under pressure of from 200 to 900 psi. The incoming stock 
is thus converted into a sort of synthetic crude with most of the 
carbon formed being carried along in the stream. The cracked 
material enters a bubble tower in which gasoline is taken off as an 
overhead product. Light and heavy gas-oil fractions are taken off 
as side streams and a heavy residuum leaves the bottom of the tower. 
The gas-oil fractions are continuously returned to the cracking coil 
so that the principal products from the cracking unit are cracked 
gasoline and a heavy residuum suitable for fuel oil. As minor 
necessary (but undesirable) by-products, some gas and coke are 
obtained. A typical thermal cracking unit operating on good 
quality gas oil will produce approximately G5 per cent of gasoline 
having an octane number of 66 to 70, about 25 per cent of residual 
fuel oil, 9 to 10 per cent of gas, and 1 per cent or less of coke. 

The invariable production of heavy residual oil along with gaso- 
line in thermal cracking shows that some of the active fragments 
produced by cracking unite in a process known as polymerization to 
produce molecules even larger than those in the material charged 
into the cracking unit. To satisfy the demand for petroleum coke, 
a small amount of the heavy residual oil is further destructively 
distilled to dryness in batch stills. Petroleum coke is essentially 
ash free and is widely used for making artificial graphite furnace 
electrodes and other graphite and carbon articles. 

In true vapor-phase thermal cracking, all of the material to be 
cracked is vaporized in pipe stills and the vapors subjected to higher 
temperatures (1000 to 1050®F.) but lower pressures (25 to 50 lb.) 
than in liquid-phase cracking. Higher octane gasoline may be made 
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by this method but the high percentage of gas produced is a decided 
handicap, preventing the wide-spread use of the vapor-phase 
process. 

Cataljrtic Cracking. — Recently, the cracking of heavy petroleum 
fractions into gasoline by catalytic processes has attained com- 
merical importance. There are two important processes which 
have been, or seem certain to be, developed on a large scale com- 
mercially: (1) the Houdry or fixed-catalyst-bed” process and (2) 
the moving-catalyst-bed” process. The development of each of 
these processes is supported by its group of major oil companies. 

In the Houdry^ process, the material to be cracked is vaporized 
in pipe stills and the vapors are led to towers, much like bubble 
towers in outward appearances, where they ar^ brought irto inti- 
mate contact with beds of a suitable catalyst^ such as synthetic 
clays promoted with zirconium oxide. The present installations are 
operated at temperatures in the range 800 to 900®F. (430 to 480®C.) 
and at pressures from 15 to 50 psi. From the catalyst towers, the 
cracked product goes to bubble towers where 35 to 45 per cent 
yields of 78- to 80-octane gasoline are obtained. Gas, to the extent 
of 4 to 6 per cent of the charge, and 37 to 47 per cent of a gas oil also 
are produced. Carbon equal to from 2 to 4 per cent of the charge 
is deposited on the catalyst which decreases its activity at such a 
rate that it must be regenerated after 8 to 10 min. During the time 
required for regenerating the catalyst by burning off the carbon, 
the vapor stream is automatically transferred to another catalyst 
tower. ThLs process produces no heavy residuum such as is 
obtained in thermal cracking, the residuum being more like gas oil 
although somewhat heavier than the charging stock. It can be 
catalytically cracked by recycling, but it seems to be more economi- 
cal to subject it to thermal cracking or to use it as diesel fuel or 
^'urnace oil The facts indicate that catalytic cracking, followed by 
thermal cracking of the residuum, will produce 2 to 5 per cent more 
of 5 to 6 higher octane number gasoline than would be obtained from 
all-thermal cracking. 

The moving-catalyst-bed” process uses the catalyst in the form 
of a fine powder which, injected with the gas-oil vapors in the 
reactor chamber, moves upward slowly with the vapors. The com- 
bined stream is led from the top of the chamber to a cyclone-type 
separator and the catalyst-free vapors proceed to the usual frac- 

* HouDRr, Burt, Pew, and Peters, Proc. 19lk Ann. Meeting, Am. Petroleum 
Inst., 19 , Sec. Ill (1938). 
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tionating tower. The separated catalyst is returned to a regenerator 
unit where the carbon is burned off and its activity is restored for 
re-use. In pilot plant operation, processing 100 bbl. per day, this 
catalytic process shows good yields of high-octane gasoline. Larger 
plants have been under construction and may now be in operation, 
but performance data are not yet available. 

It seems certain that these two processes for catalytic cracking 
will find a place of importance in the petroleum industry. 

Combination Units. — ^When the principal object is to produce as 
much gasoline as possible from crude oil, one frequently finds 
so-called ^'combination units operated by refineries.^ In these 
units, crude oil is first put through a skimming operation such as 
has already been described. The residual oil from the skimming 
operation and the heavy oil from the cracking unit are put through 
a "vis-breaking^^ unit which consists of a pipe still heater and a 
combined evaporator and bubble tower. The "vis-breaking^^ 
operation is a mild thermal cracking step, which produces a small 
amount of gasoline and a residual heavy fuel oil; but its principal 
pi’oduct is a gas-oil cracking stock which is supplied to the high- 
pressure cracking unit. The continuous operation of a combination 
unit represents a marvel of modern instrumentation and automatic 
control. 

Hydrogenation Cracking. — When heavy oils are subjected to 
high temperatures and pressures in the presence of hydrogen and a 
suitable catalyst, the oil can, by recycling, be completely converted 
into gasoline, 'i'emperaturcs in the range 850 to 95()°F. (450 to 
510®C.) and pressures of 3,000 lb. are required. The process 
involves high operating costs, expensive equipment, and an ade- 
quate supply of hydrogen. For thcvse reasons it seems unlikely that 
the process will Iw an economical one for the production of gasoline 
in the near future. Hie attractive feature of the process is its 
ability to convert heavy oils completely to produce a volume of 
gasoline greater than the volume of charging stock (105 to 118 per 
cent yields by volume) without producing an}" heavy residuum or 
coke. It seems evident that in the presence of the catalyst, hydro- 
gen combines with the cracked fragments which in a purely thermal 
process would polymerize to form the heavy residuum. Thus even 
the heaviest material is kept within the cracking-stock range and 
may be recycled until conversion to gasoline is complete. 

^ For an excellent flow sheet of a combination unit see ‘‘Elements of Petro 
ieum Refining,^' p. 342. 



FUELS, COMBUSTION, AND LUBRICANTS 


89 


Although the process is not very important today for the produc- 
tion of gasoline, it is used to a limited extent for improving the 
quality of inferior grades of lubricating oils and for the production 
of some high-octane aviation fuels by the hydrogenation of poly- 
mer ’’ gasoline. Furthermore, the process is almost certain to grow 
in importance as our reserves of crude oil decrease. The process 
is already widely used in many foreign countries for the production 
of motor fuels and oils from bituminous coal, lignite, coal tars, shale 
oUs, and similar raw materials (Bergius process). 

Catalytic Re-forming. — Straight-run gasohnes rarely possess the 
octane ratings required in fuels for modem automobile engines (page 
64). During the last few years, catalytic renforming has become 
an important process for improving octane quality. The process is 
very similar to catalytic cracking; vapors of ihie low-octane stock 
are brought in contact with suitable catalysts at about 950®F. 
(510®C.) and 200 lb. pressure, resulting in the production of 77- to 
80-octane gasoline with yields of 80 to 85 per cent. Catalysts have 
considerably longer life in re-forming than in catalytic cracking 
processes. In the process, dehydrogenation, leading to the formation 
of considerable hydrogen gas, and aromatization occur, and the 
increase in the amounts of unsaturated and isomeric chain hydro- 
carbons and of aromatic and other cyclic hydrocarbons in the gaso- 
line accounts for its improved octane quality. 

At the present time a closely related process for producing 
large quantities of the aromatic hydrocarbon toluene from petro- 
leum hydrocarbons is receiving much attention because of the 
great demand for toluene in making the high explosive TNT 
(trinitrotoluene) . 

^‘Polymer” Gasoline. — The gasoline to which this name is 
applied is made from the hydrocarbon gases in natural gas or 
refinery gases. The processes for making polymer gasoline are 
the opposite of cracking inasmuch as large molecules are made 
from smaller ones. In general these processes may be divided into 
(1) thermal polymerization and (2) catalytic polymerization. 

True catalytic polymerization can be applied only to hydro- 
carbon gases that are unsaturated, such as ethylene, propylene, and 
butylene. Limited amounts of these gases are produced in cracking 
operations, but they are almost entirely absent in field gases from 
oil and gas weUs. The latter consist primarily of saturated paraf- 
finic hydrocarbons. To make polymer gasoline by the catalytic 
method, the unsaturated hydrocarbon gases are passed over a 
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suitable catalyst at pressures of 500 to 1,400 psi and at temperatures 
of about 300®F. (150®C.) when the catalyst is new. As the catalyst 
gradually loses its activity, the temperature is raised. When a 
temperature as liigh as 500®F. is required to make polymerization 
occur at a satisfactory rate, the catalyst is replaced and the tem- 
perature dropped. When the catalyst is new, about 98 per cent 
of the imsaturated gases will be polymerized, but the conversion 
drops to 75 to 85 per cent just before the catalyst is discarded. A 
number of the successful catalysts consist of phosphoric acid 
deposited on fuller’s earth or other suitable porous support. Thus 
far it has been uneconomical to reactivate the catalyst for re-use. 
Depending upon the catalyst and the impurities in the raw materials 
which may a(;t as poisons (e.g.^ hydrogen sulfide), 1 lb. of catalyst 
may serve to produce as lit^tle as 35 gal. or as much as 300 gal. of 
polymer gasoline. Catalytic polymerization units cost less per 
barrel of daily production than thermal polymerization units. 
However, the limited supply of unsaturated raw materials restricts 
their use. 

Thermal polymerization has the advantage that it may be 
applied to the production of polymer gasoline from both saturated 
and unsaturated hydrocarbon gases. One thermal process employs 
temperatures from 900 to 1050®F. (480 to 566'^C.) and pressures of 
500 to 800 psi. Another successful one uses temperatures from 
950 to llOO^F. (510 to 590®C.) and pressures of 1,200 to 1,600 psi. 
In these processes, saturated hydrocarbons are cracked and lose 
hydrogen, and the fragments polymerize and combine to form larger 
molecules. The unsaturated hydrocarbons also polymerize and 
there is evidence that some alkylation occurs. 

Polymer gasoline made by the thermal process will have an 
octane number in the range 80 to 82; catalytic polymer usually is of 
84- to 85-octane quality. It is an interesting and important fact 
that polymer gasolines are more effective in raising the octane num- 
ber when blended with low quality gasolines than the above figures 
would indicate. In blending, they behave as though they possessed 
octane numbers in the range 90 to 120. 

CataljTtic Alkylation, — This is a new process for producing high- 
octane material that has engaged the attention of all the major oil 
companies because of the urgent demand for large quantities of 
high-octane airplane fuel. When a branched-chain saturated 
hydrocarbon and an unsaturated hydrocarbon are passed through a 
bath of concentrated sulfuric acid (catalyst) at low temperature 
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and low pressure, the two combine to form a larger molecule, which 
has a volatility in the gasoline range and possesses high antiknock 
value. For example, isobutane from uncracked field gases and 
butylene from cracked refinery gases may thus be combined to form 
isooctane. In practice the hydrocarbons combined are not pure 
substances and the product is a mixture of high-octane (90 to 95) 
alkylates with isooctane as the predominant product. 

Various modifications of the above catalytic process have been 
devised and alkylation also has been accomplished by a thermal 
process using pressures of 4,000 to 5,000 psi at a temperature of 
about 950°F. (510°C.). 

Gasoline Treating and Blending. — Gasolines produced by the 
various processes already described usually must be blended and 
subjected to some further treatment before they are sold as motor 
fuels. 

Blending of various gasoline stocks is practiced to give a finished 
motor fuel that will perform properly at the atmospheric tc^mpera- 
ture and altitude conditions under which it will be used. Volatili- 
ties (boiling ranges) and octane ratings of the various stocks must 
be known to control scientifically the operating characteristics of 
the blended motor fuel (page 54). 

Gasolines are treated for one or more of the following reasons: 
(1) to make them noncorrosive, (2) to improve their odor, (3) to 
improve or stabilize their color, and (4) to decrease the tendency to 
oxidation and gum formation. Until recently it was common prac- 
tice to treat gasoline, especially cracked gasoline, with sulfuric acid 
to improve its stability and odor. Acid treatment was followed by 
water and alkaline washes to neutralize remaining acid and some- 
times by redistillation. This practice has now been largely aban- 
doned unless the stocks contain excessive amounts of sulfur. Most 
refiners now make their gasolines sufficiently stable with respect to 
color, oxidation, and gum-forming tendency by use of the Gray 
process or by the addition of small concentrations of various ^'oxida- 
tion inhibitors,'^^ or by a combination of the two methods. In the 
Gray process, gasoline vapor from the top of the bubble tower 
passes downward through upright cylindrical vessels filled with 
fuller's earth (an aluminum silicate clay). In contact with the 
fuller's earth, there is a selective catalytic polymerization of certain 
highly active unstable compounds formed during cracking, those 

1 Lowry, Trans. Electrochem. Soc., 69 , 185 (1936). Ellby, Und,., 69 , 195 
(1936). 
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compounds which unless removed lead to the formation of sub- 
stances of undesirable color, and of gums. Sulfur compoimds are 
undesirable in gasoline from the standpoint of odor. Also, they 
adversely affect the octane rating and decrease the response of a 
gasoline to the addition of tetraethyl lead. Fortunately, in the 
catalytic processes of cracking and re-forming, much of the sulfur 
is converted to hydrogen sulfide which is easily removed. If neces- 
sary, sulfur may be removed or converted into harmless compounds 
by a ‘^sweetening^^ process that involves agitating the gasoline with 
a solution of lead oxide in caustic soda. 

LUBRICANTS 

When one solid surface is moved relative to another solid surface 
with which it is in contact, there is a frictional resistance to motion. 
If the surfaceii are perfectly smooth, the frictional resistance arises 
primarily from the operation of molecular forces of cohesion. With 
practical surfaces, which are not perfectly smooth, the interference 
of minute projections on the surfaces contributes to the resistance. 
This frictional resistance causes surface wear and the dissipation of 
energy as heat. To hold energy dissipation and surface wear to a 
minimum in all sorts of machines, a lubricant is used to keep the 
moving surfaces apart. Most lubricants are oils or grebes. How- 
ever, in special circumstances other fluids (water, air, etc.) and 
solids (graphite) may perform this important function. 

Before the rise of the petroleum industry, lubricating oils were 
“fatty’' oils of animal or vegetable origin such as castor oil, rapeseed 
or colza oil, lard oil, tallow oil, neat’s-foot oil, and sperm oil. 
Although these oils still are used to a limited extent, especially as 
additions to petroleum oils and as raw materials for the manufacture 
of greases, they have been replaced by lubricating oils from petro- 
leum for most purposes. Fatty oils suffer the handicaps of relative 
high cost, a tendency to hydrolyze in contact with moist air and 
aqueous mediums, and a greater tendency to oxidize and thicken in 
contact with air than is possessed by petroleum oils. 

Principles of Lubricatiom — In all cases, a lubricant should adhere 
to the moving solid parts so that there is a shearing of the lubricating 
layer. A good lubricant is, then, one that adheres well to the sur- 
faces and offers but little resistance to shearing, or, in other words, 
that has but little friction between its own moving particles. The 
term viscosity is used in designating the amount of this internal 
friction. An oil that flows sluggishly is said to possess a high 
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viscosity. A lubricating oil should have sufficient adhesion and 
viscosity to enable it to stay in place, but if it possess greater viscosity 
than necessary, power will be wasted in shearing the oil. 
In selecting lubricants, it is a good principle to use the thinnest 
(least viscous) oil that will stay in place and do the work. With a 
well-balanced shaft or journal running at moderately high speed 
and under fairly light pressure there may be perfect fluid-film 
lubrication. Under these circumstances, a liquid film keeps the 
moving surfaces well apart and the viscosity of the lubricant is its 
most important characteristic since the frictionid resistance is due 
solely to the shearing of the liquid. On the other hand, with very 
low speeds or high pressures, or both, or when starting after a period 
of rest, the lubricant tends to be squeezed out of the bearings with 
a resulting increase in the friction coefficient. At sufficiently high 
pressure, direct metal-to-metal contacts may be established. In 
such circumstances, a property of lubricants known as oiliness 
may be far more important than their viscosity. Oiliness is usually 
defined as that property of a lubricant by virtue of which one 
lubricant gives a lower coefficient of friction at low speeds or high 
loads than another fluid of the same viscosity. This property 
undoubtedly is related to the tenacity with which a given oil 
adheres to a metal surface to form a film of thickness at least equiva- 
lent to several molecular diameters. 

It has long been known that fatty oils possess an oiliness superior 
to plain lubricating oils from petroleum. The latter, however, may 
be greatly improved in this characteristic by small additions of 
high-molecular-weight polar organic compounds such as oleic acid. 
Such additions are made in the production of ^‘high-pressure 
lubricants, which are used, for example, in the lubrication of auto- 
mobile gears where pressures between the gear teeth may reach 
values as high as 400,000 psi with rubbing velocities up to 300 ft. 
per min. 

Lubricating Oil Fractions from Crude Oil. — For use in auto- 
mobiles, airplanes, and for other industrial purposes, it is necessary, 
in this country, to supply about 1 gal. of lubricating oil for every 
25 gal. of gasoline consumed. This large demand for lubricating 
oil has made it necessary to produce lubricants of good quality 
from crude oils that formerly were considered unsuitable for the 
purpose. As a consequence, processes and equipment that were 
unheard of a decade ago are now available for separating and 
refining lubricating oil fractions. 
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All lubricating oil fractions are contained in the heavier portion 
of the crude that remains after distilling off gasoline, kerosene, and 
Iow~viscosity gas oils, t.e., in the residuum from the ^'skimming'' 
or ^'topping'' operation (page 84 ). For the production of lubri- 
cating oils, the residuum is first subjected to a vacuum distillation. 
Lower pressures, usually below 40 mm. absolute, permit distillation 
at comparatively low temperature with the result that there is less 
thermal decomposition (cracking) of the oil. Thus, lubricating oils 
of better color, higher viscosity, better stability, and greater 
resistance to oxidation may be produced than would be possible if 
distillation was accomx)lished at atmospheric pressure. 

The residuum to be vacuum distilled is passed through a pipe 
still where it is carefully heated to such a temperature that all the 
fractions to be recovered as distillates wdll vaporize as the stream 
enters the evaporator section of a bubble tower. In most cases, 
consideral>le quantities of steam are introduced into the system to 
accomplish vaporization of the desired components at lower tem- 
peratures than would otherwise be possible (steam distillation).^ 
A similar effect may be obtained by introducing low-boiling gas 
oils. Because of the large vapor volume, bubble towers for vacuum 
distillation units must be considerably larger than bubble towers for 
cracking units or skimming units. 

In the usual practice, the bubble tower separates the vapors into 
two or possibly three fractions. A heavy residuum, leaving the 
bottom of the tower, may be finished as asphalt or road oil or may 
be used directly as heavy fuel oil. The lightest overhead fraction 
is kno^vn as wax distillate; it contains the crystalline paraffin waxes, 
the lighter type of lubricating oil known as neutral oil or pale oil, 
various undesirable constituents in small amounts, and any gas oil 
intentionally introduced as an aid in distillation and in subsequent 
dewaxing. The heavier cut contains wax of a different type gen- 
erally known as amorphous wax, high-viscosity lubricating oil of 
the “cylinder stock” or “bright stock” type, and varying amounts 
of asphaltic and other undesirable constituents. If the crude oil 
is one that contains only small amounts of asphaltic substances, 
wax distillate alone may be removed as an overhead product and 
the entire residuum treated, without distillation, for the production 
of cylinder stock. Pennsylvania crudes are outstanding examples 

*See Getman and Daniels, Outline of Theoretical Chemistry,^’ 6th ed., 
John WUey & Sons, Inc,, New York (1937), or any standard textbook of 
physical chemistry. 
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of this type, but cylinder stock may be made from some other crudes 
by this method of processing. However, for most mixed-base and 
asphaltic-naphthenic-base crudes, the cylinder stock fraction is 
obtained as an overhead product as outlined above. In some 
refineries, another overhead cut, intermediate to the two just men- 
tioned, is taken. It will contain a lubricating oil fraction with a 
viscosity between that of neutral oil and cylinder stock, and will 
contain some wax of each type; the term ‘^slop wax’' is sometimes 
applied to this mixture of crystalline and amoiphous waxes. 

Dewaxing Lubricating Oil Fractions. — To produce lubricating 
oils from the above fractions, which will properly function as 
lubricants and hence will not congeal at subnomal temperatures, 
i,e., to produce oils of sufficiently low “pour point” (page 102), 
it is necessary to remove a major portion of the dissolved waxes. 
Until comparatively recently, separate methods were employed for 
removing wax from the two lubricating oil fractions. In the last 
few years new, more general methods of solvent dewaxing have been 
developed and are growing in importance. Nevertheless, the older 
methods are still widely used and deserve brief mention. 

The orthodox method for separating crystalline wax from the 
lighter lubricating oil fraction (wax. distillate) consisted of a slow 
chilling of the fraction as such, or after suitable dilution with naph- 
tha, by artificial refrigeration. The well-defined wax crystals were 
then separated by a filter pressing operation, yielding a cake of crude 
scale w^ax and a filtrate which by further reduction by distillation 
and treatment became “neutral” or “pale” lubricating oil stock. 
The crude scale wax contains 30 to 40 per cent of oil which is removed 
by “sweating,” the wax being placed in shallow pans with false 
bottoms and the temperature gradually increased. After sweating 
and filtration of the molten wax by percolation through fuller’s 
earth, the ordinary refined paraffin wax of commerce is obtained. 

The removal of the amorphous wax (petrolatum) from cylinder 
stock fractions is accomplished by diluting with about twice the 
volume of naphtha and chilling the solution to a temperature 20 to 
40°F. below the pour point desired in the finished oil. The precipi- 
tated amorphous wax is separated from the oil-naphtha solution by 
passing the mixture through high-speed centrifuges (17,000 r.p.m.), 
A small percentage of the petrolatum is refined and finds various 
pharmaceutical and industrial uses, but the major portion is blended 
with other cracking-unit charging stocks. The oil-naphtha solution 
from the centrifuges is converted into refined cylinder or bright 
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stock for lubricants by treatment, percolation, filtration, and 
removal of the naphtha by vaporization. 

The recent general method^ for dewaxing lubricating oil fractions 
consists of mixing the wax-bearing oil with the proper volume of 
suitable solvent, refrigerating the mixture to the required tempera- 
ture to bring about a precipitation of the wax, and then separating 
the wax from the oil by charging the mixture on continuous filters 
or putting it through centrifuges. After the dewaxing operation, 
the solvent is separated from the oil by distillation and the wax-free 
oil is ready for further refining. Small amounts of solvents retained 
by the wax also are removed by distillation. Studies on the dewax- 
ing process have been made with a great variety of solvents and 
solvent mixtures, and it seems certain that this research will lead to 
useful commercial processes. At the present time, the principal 
dewaxing solvents used in the United States, in order of relative 
importance, are (1) a mixture of benzene and acetone, (2) propane, 
(3) a mixture of benztme and ethylene dichloride (Bari-Sol process), 
and (4) trichloroethylene (Separator-Nobel process). 

Propane as a precipitative solvent offers interesting possibilities, 
which already have been applied to a certain extent in practice. If 
the oil is mixed with about 3 or 4 volumes of propane under a 
pressure of 200 psi or higher to prevent evaporation losses and the 
solution is brought to a tomi^rature of around 120°F. (50°C.), 
the asphaltic material in the oil will be largely precipitated. After 
separation of the asphaltic precipitate, the volume of propane is 
reduced and the remaining solution is simultaneously cooled to 
—40 to — 45°F. b.y evaporation of a proper proportion of the pro- 
pane. The wax separates from the concentrated, refrigerated solu- 
tion and is removed from the oil by the methods already described. 

Acid Refining of Lubricating Oils. — Most dewaxed lubricating 
oil fractions still contain naphthenic, asphaltic, and other undesir- 
able constituents, which must be largely removed to produce a 
finished lubricating oil. Although 60 to 70 per cent of the oils 
produced in the United States are now finish-refined by solvent- 
treating processes, the older acid-treating process still retains 
considerable importance; indeed, it is used with modifications as an 
adjunct to many solvent-treating processes. 

In the acid-treatment process, oil is thoroughly agitated with the 
required amount of concentrated sulfuric acid, which acts purely as 

* Kalichbvsky, ‘'Modtjrn Methods of Kefining Lubricating Oils,” pp. 43-79 
Heinhold Publishing Corporation, New York (1938). 
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a solvent for some of the constituents and reacts chemically with 
others to form a tarry sludge. The sludge may be used directly as 
a fuel or it may first be treated with hot water to recover acid. The 
oil, after acid treatment, is neutralized with caustic soda or ammonia, 
or by being brought in contact with finely divided fuller’s earth at 
temperatures in the range from 225 to 450®F. (108 to 230®C.). The 
latter treatment also serves to decolorize and stabilize the oil. With 
many stocks the final refining step is a percolation filtration through 
fuller’s earth. 

Solvent Refining of Lubricating Oils.^ — The general scheme of 
solvent refining methods is to bring the oil into intimate contact 
with a solvent that is immiscible with the oil in a continuous counter- 
current operation. A suitable solvent will be one in which the 
undesirable naphthenic, asphaltic, and resinoua constituents are 
more soluble than they are in the oil. The process produces, then, 
a refined oil consisting principally of paraffinic hydrocarbons, but 
containing some solvent that may be recovered by distillation 
leaving the refined lubricating-oil stock. The solvent with the 
various constituents extracted from the oil is the other product of 
the process. The solvent is recovered by distillation and recycled. 
The extracted residuum is of more value than the sludge from the 
acid-treatment process because it can be used as cracking-stock 
blending material, as a satisfactory fuel, or as a source of asphalt. 
In solvent treating, the action is entirely that of physical extraction, 
no chemical reaction being involved. 

Much research and development work on solvent refining are 
in progress and one may expect the use of new solvents and new 
conditions to produce lubricating oils of more desirable character- 
istics. The principal single solvents in use today, roughly in order 
of importance, are furfural, phenol, pp'-dichloro-diethyl ether 
(‘‘chlorex”), and nitrobenzene. Mixtures of sulfur dioxide and 
benzene also are used, and one important process (Duo-Sol) uses 
two solvents: propane, which dissolves the desired paraffinic fraction 
and decreases the solubility of undesirable constituents in this 
fraction, and a mixture of phenol and cresol, which is immiscible 
with the oil-propane solution and is a good solvent for the naph- 
thenic, asphaltic, and resinous constituents. 

Applied to the same medium-grade raw lubricating-oil fractions, 
the solvent-treating methods are somewhat more economical than 
acid treatment. Solvent treatment affords somewhat higher yields 

* Kalichevskt, op . cU.y pp, 8(1-167. 
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of finished oil, and the product usually is characterized by having a 
lower carbon residue (page 101 ) and a higher viscosity index (page 100) 
than oils produced by the older process. On the other hand, solvent- 
refined oils seem inferior in oxidation resistance, oiliness, tendency to 
thicken in use, and tendency to form films of lacquerlike deposits on 
the heated working parts of engines which cause sticking of piston 
rings. Since the oxidation products 6f oils are generally acidic in 
nature, solvent-refined oils ma 3 ^ develop corrosive tendencies during 
use. It appears certain that the raw liibricating-oil fractions con- 
tain natural inhibitors to oxidation, which are almost completely 
removed by solvent treatment but are not completely removed by 
acid treatment. One great advantage of the solvent-treating 
method is that it makes possible the production of suitable lubricat- 
ing oils at reasonable (‘ost from crude oils that could not be con- 
sidered a possible source of lubricants when only the older 
acid-treating method was available. 

A recognition of the defects of solvent-treated oils led to a suc- 
cessful sear(‘h for substances that could be added in small amounts 
to these oils to improve their resistance to oxidation, to restore and 
even greatly improve oiliness, and to decrease the tendency to 
thicken in use. Before these addition agents for the improvement 
of oil character are discussed, the properties important in char- 
acterizing a refined oil should be given some attention. 

Properties of Refined Oils.’ — The most important properties of 
lubricating oils that determine their performance in service or are 
used in specifications are gravity, viscosity, viscosity index, carbon 
residue or coke number, color, oxidation stability, cloud point, pour 
point, flash point, and fire point. 

In the petroleum industry, gravities arc usually expressed in 
A.P.I. degrees, although specific gravity, densities in various units, 
and gravities on the two Baum6 scales may be used. The relations 
between gravities in these various systems have already been 
discussed (page 52). 

As has been indicated, the viscosity of a lubricating oil is one of 
its most important properties because it is a measure of the internal 
friction in the fluid In absolute units, poises, the viscosity 

^A.S.T.M. Standards on Petroleum Products (1939), Am. Soc. Testing 
Materials, Philadelphia. Kalichevsky, op. pp. 11-21. 

• There is a corresponding English or engineering unit of absolute viscosity, 
which has the dimensions of pounds per square feet per second. 1 engineering 
or Ehglish viscosity unit » 14.88 poises. 
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represents the force in dynes that is necessary to give 1 sq. cm. 
layer of fluid a velocity of 1 cm. per sec. relative to another parallel 
layer 1 cm. away. The '^centipoise'' equal to 0.01 poise is fre- 
quently employed as a unit of viscosity. The viscosity of water at 
20®C. (68®F.) is 1 centipoise, hence viscosities on any scale relative 
to water at 20®C. (relative viscosities) also are absolute viscosities 
in centipoises. In the petroleum industry in the United States, 
viscosities are almost invariably expressed on an arbitrary scale 
as the number of seconds required for 60 cc. of the oil to run through 
a standard orifice from a cylinder filled to a definite level at a stand- 
ard temperature. The instrument used for making these measure- 
ments is the Say bolt Universal Viscosimeter/ and the viscosities 
thus determined are called Saybolt Universal vijscosities (S.U.V.). 
Saybolt viscosities of an oil usually are determined at one or more 
of the following temperatures: 100, 130, and 210°F. Empirical 
equations have been devised for calculating absolute viscosities^ 
from Saybolt viscosities and from viscosities on other arbitrary 
scales in practical use. 

The Society of Automotive Engineers has assigned numbers 
(S.A.E. numbers) to lubricating oils whose Saybolt viscosities lie 
within a certain range as indicated in Table 17. 


Table 17. — S.A.E. Numbers and Saybolt Viscosities of Oils 



S.U.V. range, sec. 

S.A.E. 

At ISO^F. 

At 210°F. 

number 






Min. 

Max. 

Min. 

Max. 

10 

90 

Less than 120 



20 

120 

T^e.ss than 185 



30 

185 

licss than 255 



40 

255 



Less than 75 

50 



75 

Less than 105 

60 



105 

Less than 125 

70 



125 

Less than 150 


The kinematic viscosity, which is the absolute viscosity divided 
by the density (grams per cubic centimeter, or pounds per cubic 
foot), is not used in writing specifications for lubricating oils, but 

1 A.S.T.M. Standards (1939), Part III, p. 216. 

* See, Garner and Kelly, Physics, 4 , 97, (1933). 
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it has some significance in the theory of lubrication and in problems 
on the flow of fluids. 

In many types of service a lubricating oil must function in a 
machine over a considerable range in operating temperature. When 
this is due to normal seasonal variations in atmospheric tempera- 
tures, adjustments may be made by selecting an oil of suitable 
viscosity for each season. A much more difficult situation is 
encountered in oils for automobile, airplane, and other internal- 
combustion engines where the lubricant must function at the low 
starting, as well as at the much higher normal operating tempera- 
lures. An oil which had the same viscosity over this entire tempera- 
ture range would be ideal but impossible, because all lubricants 
decrease in viscosity as the temperature is increased. However, 
it has long been known that oils from different types of crude 
petroleum posse.ssed considerably different viscosity-temperature 
coefficients. With oils made by the older refining methods, those 
from Pennsylvania-type crudes thinned down the least and those 
from Gulf Coast crudes the moat as the temperature was increased. 
This was one of the properties that contributed “premium quality’^ 
to lubricating oils made from Pennsylvania crudes. 

The present-day method of expressing the rate at which the 
viscosity of an oil will change with temperature is by stating its 
viscosity index, the higher the viscosity index, the lower the rate 
at which its viscosity decre4ises with increase in temperature. If 
the S.U.V. of an unknown oil is determined at 210°F. and at 100®F., 
its viscosity index may be calculated by comparison with the 
viscosities at 100°F, of two standard oils that have the same 
viscosities as the unknown at 210®F. One of these reference oils 
will be from a st^andard set made from Pennsylvania crude and 
assigned viscosity indexes of 100; the other will be from a standard 
set to which viscosity indexes of 0 have been assigned. 

Viscosity index of X == ^ X 100 

where F/. = S.U.V. at 100°F. of the low- viscosity-index standard 
oil which has the same S.U.V. at 210®F. as X. 

Vx = S.U.V. at 100°F. of the unknown oil, X. 

Vh ^ S.U.V. at 100®F. of the high-viscosity-index standard 
oil which has the same S.U.V. at 210®F. as X. 

For example, an oil of unknown viscosity index has an S.U.V. 
of 60 sec. at 210®F. and of 600 sec. at 100®F. The 100- viscosity- 
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index standard oil* which has an S.U. V. of 60 sec. at 210'’F. will have 
an S.U.V. at lOO^F. (Fh) of 426 sec. The low-viscosity-index 
standard oil which has an S.U.V. of 60 sec. at 210“F. will have an 
S.U.V. at lOO^F. (V,.) of 781 sec. 

Viscosity index of X = ^ X 100 = 51 

Solvent refining usually produces an oil of slightly higher viscosity 
index than could be produced from the same raw lubricating-oil 
fraction by the acid treatment. 

Although a high viscosity index is desirable in motor oils and 
much effort is expended in improving the viscosi^ index of oils by 
refining, it should be emphasized that viscosity-temperature char- 
acteristics are of little or no importance for oils that are to function 
at approximately constant temperature, such as turbine oils. 

The carbon residue ^ or Conradson carbon^ test on oils is made by 
vaporizing a weighed sample of oil in a standard apparatus by a 
standard procedure the residue is weighed and expressed as 
percentage of the charge. The carbon residue was supposed to be a 
measure of the carbonizing properties of a lubricating oil and hence 
of the amount of deposit that might be expected in engines. The 
present opinion seems to be that the carbon residue tests can be 
correlated to the tendency to form engine deposits only when the 
oils are made by similar methods from similar stocks. There is a 
better correlation between engine deposits and the carbonization 
index of an oil, which is defined as the temperature at which 90 per 
cent of the oil has distilled over under a pressure of 1 mm. Hg. 

It is generally agreed that coJor, as well as fluorescence, has little 
relation to oil quality. However, owing to the buying habits of the 
public, color still is written into specifications and hence is important 
in the industry. Consumers have for so long associated the char- 
acteristic “ bloom or fluorescence of Pennsylvania oils with high 
quality that many refiners find it necessary to add ** fluorescence 
improvers^' to their product even though they contribute nothing 
to oil quality. The color of an oil is expressed on various arbitrary 
scales and is determined by making comparisons with standards in 

^ See, A.S.T.M. Tentative Standard D341-32T. Newell, Ind, Eng. Chsm. 
28, 843 (1931). Kalichevskt, op. cit., pp. 11-14, 205. 

> A.S.T.M. Standard D189-39. 

< GatrsE and Livinostons, pp. 1-20, A.S.T.M. SympoBium on Lubricanti 
(March, 1937). 
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standard instruments called colorimeters. In the United States the 
most frequently used instruments are the Union Colorimeter,^ Tag- 
Robinson Colorimeter, the Lovibond Tintometer, and the Saybolt 
Chromometer. ^ 

In applications in which an oil is used for a long period of time 
such as in automobile engines, its oxidation stability is an important 
characteristic because this property seems related to sludge forma- 
tion, carbonization, thickening, and the development of oil acidity 
during service. The most reliable tests for oxidation stability are 
actual engine and service tests. Because these tests are expensive and 
time consuming, a variety of short-time standard tests at higher tem- 
peratures and sometimes with catalysts have been devised. ^ Many 
of these te^ts are of value if the results are interpreted with caution. 

For lubricants that must function at low temperatures (motor 
oils, etc.), the pour point is important. The pour point is the tem- 
perature at which the oil ceases to flow when cooled at a standard 
rate in a standard container.* In general, the more completely the 
wax has been removed in refining, the lower will be the pour point 
of the oil. Recently it has been discovered that certain substances, 
called ^^pour-i)oint depressants,^^ may be added to oils to lower their 
pour points. The cloud point is the temperature, in a standardized 
test, at which cloudiness develops due to the separation of wax. 
The cloud point occurs at a higher temperature, of course, than the 
pour point. 

When oils are heated in a standard vessel at a standard rate, the 
temperature at which the vapors will ignite by flashing, but will not 
continue to burn, when an open flame is passed over the oil, is called 
iha flash pointy^ and the temperature at which the oil will burn con- 
tinuously is called the fire point. ^ Flash and fire points are of 
obvious practical importance for transformer oils and other special 
use oils. F or motor oils, their principal significance is as an indica- 
tion of volatility, and to detect the presence of small amounts of 
substances, such as solvents, which are much more volatile than the 
bulk of the oil. Some correlation has been shown between these 
properties and oil consumption in engines.® Other standard tests, 

1 A.S.T.M. Tentative Standards D155-39T, D218-25T. 

* Kalichevsky, op. city pp. 18, 209, 

* A.S.T.M. Standard D97-39. 

* A.S.T.M. Standard D92-33. 

* Davis and Bbby, Not. Petroleum News. 27, 70 (1935). Dansb. ibid., 27, 
38 (1935). 



FUELS, COMBUSTION, AND LUBRICANTS 


103 


such as those for determining the “neutralization number/^ 
“saponification number/^ and “precipitation number^' of oils, 
and the “steam emulsion test'' are of some value in following the 
changes that take place in oils during service or in determining the 
suitability of an oil for a specific application. 

Addition Agents for Motor Oils.' — The prime object of the 
refining methods that have been described has been to improve 
the characteristics of lubricating oils by the removal of undesirable 
constituents. In recent years, much progress has been made in 
the further improvement of refined oils by the addition of relatively 
small amounts of various substances. Although some addition 
agents serve to improve more than one characteristic of an oil, 
they may in general be classified as follows: 

1. Pour-point Depressants. — These, added in small amounts, 
lower the pour point. With these additions, it iS not necessary to 
remove wax so completely and the viscosity index is thereby some- 
what improved. Two of the most effe(*tive patented commercial 
depressants are Paraflow^ and Santopour.-^ The addition of 1 per 
cent of the former to an S.A.E. 10 motor oil lowered the pour point 
from +30 to — 10°F., and it is reported that 0.16 per cent of the 
latter lowered the pour point of an S.A.E. 30 oil from +20 to 15®F. 

2. Viscosity Index Improvers, — These, in general, are stable 
high-molecular-weight compounds that disperse colloidally in the 
lubricating oil. Exanol is the trade name for one such product 
which is a heavy resinlike material obtained by polymerizing 
unsaturated hydrocarbons. These substances are most effective 
when added to low-viscosity-index oils. Thus, the addition of 
0.5 per cent of Exanol is reported to raise an oil of V.L = 26 to 
V.I. = 51; an oil of V.L = 91 to V.I. = 100; and a Pennsylvania 
oil of V.I. = 100 to V.I. = 106. 

3. Oiliness Carriers. — The importance of the quality called 
“oiliness" in lubricants for high-pressure service has already been 
mentioned. It also has been mentioned that fatty oils are superior 
to petroleum oils in this characteristic. The principal addition 

^ Maverick and Sloane, Symposium on Lubricants," pp. 53-66, A.S.T.M. 
March, 1937. Kalichevskt, op. cit., pp. 168-199. Reiff, Ind. Eng. Chem., 
88 , 351 (1941). 

* Parafiow is a condensation product of chlorinated wax and naphthalene 
formed in the presence of aluminum chloride as a catalyst. Santopour is 
obtained by condensing phenol with chlorinated wax in the presence of alumi- 
num chloride, followed by a further condensation with phthalyl chloride. 
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agents of this class are the high-molecular-weight fatty acids, such 
as oleic, stearic, and cerotic, and the chlorinated esters of these 
same fatty acids. 

4. Oxidation Inhibitors.^ — Stability in service is one of the most 
important characteristics of oils for internal-combustion engines, 
transformers, turbines, and a number of other uses. It is believed 
that raw unrefined lubricating-oil fractions contain some natural 
inhibitor substances, which are largely removed in refining opera- 
tions with the result that a finished oil is less resistant to oxidation 
than the stock from which it was made. It has been found possible 
greatly to improve the resistance of finished oils to oxidation by the 
addition of a few tenths or even a few thousands of a per cent of 
various inhibitor substances. Aromatic phenolic compounds, 
aromatic amines, sulfur compounds, organometallic compounds, 
and various organic compounds containing chlorine are among the 
substances that are effective as oxidation inhibitors. 

5. Corrosion Inhibitors. — It also has been found possible to add 
substances (page 427) to an oil that will inhibit the attack on metal 
even though corrosive substances are formed by oil oxidation. 
These substances are usually organic compounds containing 
phosphorus (Santolube C.C.), arsenic, antimony, bismuth, chro- 
mium, tin, or lead. 

6. Fluorescence and Color Improvers. — These have no effect on 
the important characteristics of a lubricating oil. Since they are 
used, if they are used, solely to make an oil more acceptable to con- 
sumers, no further space will be devoted to them here. 

The whole subject of the improvement of oil quality by the use 
of addition agents is in a state of rapid development and the future 
will undoubtedly bring new oils that are ‘Hailor-made"' for specific 
applications. 

Lubricating Greases. — A commonly accepted definition® of a 
lubricating grease is that it is semisolid or solid combination of 
a petroleum product and a soap or a mixture of soaps, with or with- 
out fillers, suitable for certain types of lubrication.'' For heavy 
pressures and slow speeds, greases may be employed as lubricants, 
but it is not under these conditions alone that greases are used. 
They may be employed for other reasons; e.g., to prevent oil from 
b^g thrown from the bearings, as in textile mills, and when it is 
desirable to lessen the attention that bearings require. In general, 

* Davis, Lincoln, Btrkit, and Jones, Ind. Eng. Chem. 83, 339 (1941). 

* AS.T.M. Standards on Petroleum Products and Lubricants (1939). 
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however, because of the greater amount of work that must be done 
in shearing the lubricating film, greases show higher coeflScients of 
friction than oils. An oil, instead of a grease, should be used 
whenever possible. 

Cup greases are essentially emulsions of petroleum lubricating 
oils with water, stabilized with calcium soaps of such fatty acids as 
oleic and stearic acids. These calcium soaps will dissolve in heated 
petroleum oils and on cooling will form a gel. If the mixture is 
anhydrous, the gel will be unstable and globules of oil will tend to 
separate. If an excess of lime is present, the gel will be particularily 
unstable; when stirred, the soap will precipitate and the gel struc- 
ture will be destroyed. If water is added at a temperature of about 
190®F. (90®C.), a stable product may be formed* The amount of 
emulsified water in a grease is usually less than 1 or 2 per cent. 
Calcium soaps yield emulsions of the water in oiPtype. 

A typical procedure for making grease may be described as 
follows: Molten tallow is pumped into a cast-iron steam-jacketed 
kettle equipped with slowly rotating scraping agitators. High- 
grade hydrated lime is added in sufficient amount to form the 
calcium soaps of the fatty acids in the tallow; the glycerin formed 
in the saponification is not removed. When the soap has been 
formed, warm petroleum oil of proper grade is added and the whole 
mass well mixed. At the temperatures involved, the mixture is 
quite fluid and is drawn from the bottom of the kettle into suitable 
containers. Typical greases contain 10 to 25 per cent of calcium 
soap and lubricating oil stocks with S.U.V.^s in the range from 100 
to 200 sec. at 100®F. (37.8®C.). If the grease is to be used in grease 
‘‘guns^' for servicing automobiles, the oil employed may have an 
S.U.V. of 300 sec. or more at 100®F. These heavier greases offer 
more resistance to being forced out of a bearing. 

Soda-base greases contain sodium soaps of fatty acids and a 
petroleum lubricating oil. These greases are practically anhydrous, 
but if water is present, an emulsion of the oil in water type will 
form. If the grease is produced by saponifying the fatty substance 
in the presence of the lubricating oil, a heavy sponge of fibrous 
structure is produced. Because of their appearance, these greases 
frequently are called fiber greases. Sodium soaps are soluble in 
water, hence these greases would not be suitable for service in 
contact with water. N onfibrous soda-base greases containing heavy 
black asphalt-base petroleum residues are widely used for lubricating 
automobile transmission and differential gears. 
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Lead-8oap greases also are employed to a considerable extent for 
lubricating automobile transmissions. The addition of sulfur above 
that carried by the oil is reported to increase the “ oiliness of the 
product. For special applications, greases containing soaps of still 
other metals such as aluminum are used. 

Rosm-oil grease (set grease^ axle grease) is made from slaked lime 
and rosin oil, with or without the addition of petroleum oil. The 
lime may bo incorporated by sifting dry slaked lime into the rosin 
oil with constant stirring, or b^" adding a lime cream previously 
prepared from either water and slaked lime, or a light grade of 
petroleum oil and slaked lime. In the latter case, a little rosin oil 
is first added to the petroleum oil so that a small amount of rosin 
soap will be formed before the lime is added to the bulk of the 
rosin oil. After the lime and rosin oil have been thoroughly mixed, 
they are allowed to stand and the mass quickly sets to a stiff grease, 
frequently in less than 5 min. If any water is present, it is expelled 
from the grease during setting and is then withdrawn. The grease 
may be thinned if desired by incorporating a petroleum lubricating 
oil. The setting of the grease is caused by the saponification of the 
rosin oil. 

These set greases are employed as axle greases. For this pur- 
pose, mica, talc, and similar mineral substances are frequently added 
as fillers to increase the resistance of the grease to being squeezed 
out under heavy loads. Rosin greases may be useid on any heavy 
slow-moving bearing, being frequently used as gear greases and to 
lubricate the curves in vstreet-railway tracks. 

For standard methods of analysis for greases including tests for 
consistency, water, neutralization number, dropping point, stability, 
etc., the reader is referred* to standard treatises. 

Graphite as a Lubricant. — Graphite is the most widely used of 
all solid lubricants. It may be incorporated with metal (powder 
metallurgy) for bearings and, especially when service is intermittent, 
no other lubricant is necessary. It is said to serve well as a lubri- 
cant for cast-iron bearings where it acts as a surface evener of the 
porous metal. On finer surfaces it does not work so well, having a 
tendency to collect in such quantities as seriously to score or abrade 
the journal and bearing. To serve better as a lubricant, Acheson 

^ A.S.T.M. Standards on Petroleum Products and Lubricants (1939). 
Chittick, Evaluation of Petroleum Products, A.S.T.M. (1940), pp. ll**lk 
Many references to standard t.ests and to research on lubricating greases are 
given in the latter reference. 
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prepared artificial graphite in an extremely finely divided condition 
which is known as deflocculated graphite. High-purity artificial 
graphite is masticated with a solution of tannin, which serves as a 
protective colloid and disperses the graphite. After standing to 
permit settling of suspende<l matter the colloidal graphite dis- 
persion is filtered under pressure through canvas impregnated with 
thin films of rubber, by which process a large part of the water is 
separated and a graphite paste, called coUoidalrgraphited water, is 
formed. By grinding the aqueous paste with dl, water can be dis- 
placed and a paste in oil obtained. The latter bears the commercial 
name colloidal-graphited oil, Deflocculated graphite has value as 
a lubricant but must be used with some caution. For example, it 
should not be used in the presence of electrolytes because they cause 
a coagulation of the graphite colloid, which may lodge in ball races 
and oil fuel lines and eventually interfere witib oil circulation. 
Oildag is the name given to dispersions of the oil-graphite paste in 
lubricating oils. These usually carry about 0.35 per cent of col- 
loidal graphite. Aquadag is a dispersion of the water-graphite 
paste Ml water and is said to be useful in place of the usual oil-and- 
soap mixtures for lathe and die threading, drilling, reaming, planing, 
and general machine-shop wxirk. The latter is also said to be useful 
for air-compressor lubrication. 

Graphite also finds use as a constituent of some lubricating 
greases, in which it may be present from small amounts up to as high 
as 25 per cent. 

Cooling Liquids and Lubricants for Cutting Tools. — In the 

various machining operations, such as turning, planing, sawing, 
boring, threading, and milling, the tool employed becomes heated, 
especially at the cutting edge. To prevent overheating and injury 
to the tool, cooling or lubrication, or both, are provided. Water 
is an excellent cooling medium because it has a high specific heat 
and a high heat of vaporization; it has poor lubricating value, how- 
ever. Its corrosive action on the tools, the machines, and the work 
is objectionable and may be considerably checked by the addition 
of soaps or other inhibitive alkaline substances. Nevertheless, the 
use of water is limited to rather simple operations such as rough 
turning and grinding. 

Cutting fluids are available, which are drawn between the chip 
and the face of the tool and by their lubricating effect lessen the 
friction. Less heat is therefore dissipated and the tool is kept at a 
lower temperature. It has been learned by experience that straight 
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petroleum oils are very poor cutting lubricants; fatty oils are much 
superior, the situation being very similar to that encountered in 
extreme pressure lubrication. Lard oil and sperm oil are the most 
important cutting oils, although many other animal and vegetable 
oils are employed to a certain extent. Furthermore, turpentine, 
pine oil, and rosin oil find some use, as well as some compounded 
oils that are mixtures of fatty oils and petroleum oils. 

If cooling as well as lubrication is desired, these properties may 
be found combined in the cutting emulsions that will contain about 
one part of so-called “soluble” oil emulsified with about four parts 
of water. Some “soluble” oils are mixtures of petroleiun oil with a 
neutralized sulfonated oil, others are mixtures of petroleum oils with 
alcoholic soap solutions. The neutralized sulfonated oils and the 
soaps act as protective emulsoids to stabilize the oil-water emulsion. 

Conditions under which lubrication must be provided are so 
varied and so many lubricants are available, that the engineer 
responsible for the operation and maintenance of modern equipment 
must possess considerable knowledge on this subject. In the 
absence of such knowledge, he had best rely upon the advice of the 
lubrication specialists in the employ of established, reliable pro- 
<lucers of lubricants. 
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CHAPTER III 

REFRACTORIES 

By J. C. Warner, Ph.D. 

The term refractory is applied to any material that has a high 
resistance to fusion and is suitable for use as linings for furnaces, 
converters, ladles, hot-metal storage mixers, furnace runners, and 
other equipment that must withstand high temperatures in the 
presence of gases, metals, slags, etc. Although the primary func- 
tion of refractories is to withstand high temperatures, they usually 
are called upon to resist one or more of the following destructive 
influences: abrasion by dust-bearing gases, rapid changes in tem- 
perature, pressure, corrosion by slags and fluxes, or erosion by 
molten metals. Various combinations of the following physical 
properties of refractories are important in determining their utility: 
softening and fusion temperature, density, porosity, crushing 
strength, thermal conductivity, electrical conductivity, dielectric 
properties, specific heat, and coefficient of thermal expansion. 
As in all applications of engineering materials, the initial and upkeep 
costs are of prime importance in the selection of refractories for a 
given purpose. 

The most widely used refractory materials are mortars, ramming 
mixtures, bricks, and other fired shapes made of fire clay, high 
alumina minerals and mixtures, silica, magnesite, chrome ore, and 
fosterite, 2MgO'SiOj. 

Fire Clay and Fire-clay Bricks— Fire clays are hydrated alumi- 
num silicates for which Als0i'2Si03-2H20 may be considered the 
type formula corresponding to 39.5 per cent of alumina, 46.6 per cent 
of silica, and 14 per cent of water. The mineral kaoUnite has almost 
exactly this composition but most fire clays contain at least small 
amounts of iron, calcium, magnesium, titanium, sodium, and potas- 
sium. At high temperatures the water is driven off from these 
hydrated silicates leaving a material consisting principally of 
alumina and sUica. Fire clays may be divided into two classes: 
flint, or hard clays, and plastic, or soft clays. Intermediate between 
these are the semi^t and the semiplastic clays. 
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Deposits of flint clay are found in Pennsylvania, Maryland, Ken- 
tucky, Ohio, and Missouri. These clays are hard and dense and, 
after having been ground and mixed with water, their drying shrink- 
ages and plasticity are very low. The shrinkage on firing is very 
high, but the best clays of this type are very refractory, having a 
pyrometric cone equivalent (P.C.E., see page 115) of cone 33 to 35. 
By proper silication and blending of semiplastic and plastic clays, 
products of a variety of degrees of refractoriness, plasticity, and 
bonding strength may be produced. The P.C.E. values of clays 
of this type range all the way from cone 26, for the clays of high 
plasticity, to cone 33. 

Fire-clay brick is made from selected raw and calcined fire clays, 
the relative proportions of flint, plastic, and calcined clays depending 
upon the properties desired in the brick. The most refractory 
brick consists largely of flint clay. At least four or five grades of 
fire-clay brick are produced. In recent years a high-grade fire-clay 
brick has been made by the power-press^' method that produces 
a very dense, highly refractory brick which has unusually good 
resistance to slag attack and thermal spalling, and good strength at 
high temperatures. The ranges of composition and some of 
the properties of the several grades of firebrick are given in 
Table 18. 

High Alumina Refractories. — In this class are found those 
materials which contain 50 per cent or more of alumina. They are 
made in general from high alumina minerals such as bauxite, 
corundum, and diaspore clay, or from mixtures of these high alumina 
minerals with fire clay. Most high alumina refractories are made 
from diaspore clay, either alone or blended with flint or plastic 
fire clay. Owing to the high-firing shrinkage of diaspore clay, 
most of this material is precalcined before it is incorporated in the 
brick batch. 

Reference to Fig. 10 will show that high alumina refractories 
containing from 50 to 71 per cent of AI 2 O 8 will, after firing, be 
composed of some form of Si 02 (quartzite, cristobalite, or tridymite) 
and the compound mullite, 3Al20»*2Si02. These also are the con- 
stituents of fire-clay brick but, as is evident from Fig. 10, the 
softening temperature is raised as the percentage of AbO* in a 
refractory is increased. A refractory containing exactly 71.8 per 
cent of AUOs and 28.2 per cent of Si 02 will consist entirely of mullite, 
and refractories containing over 71.8 per cent of AlsOt will be 
mixtures of mullite and corundum, AI 2 O 1 . 
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High alumina brick have found extensive application in recent 
years because they are more refractory than either fire-clay or silica 
brick. Their further application is limited only by their higher 
cost. 
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Fio. 10. — The SiOa-AljOs temperature-composition diagram. 


Silica Refractories. — Brick and other refractory materials of this 
class are made from a hard, dense, fine-grained quartzite known as 
gannister. Important deposits of this rock containing 97 to 98 
per cent of silica are found in Pennsylvania, Wisconsin, and Ala- 
bama. After crushing, the rock is ground with water in a wet pan 
with the addition of about 2 per cent of lime, CaO. From this 
mixture, brick may be molded by hand, by machine, or by power 
presses; after drying in tunnel driers, they are fired for the proper 
time and at the proper temperature, either in periodic downdraft 
kilns or in continuous tunnel kilns. The lime serves as a strength- 
ening bond in the unfired brick and during firing reacts chemically 
with some of the quartzite to impart strength to the finished 
product. 

Most refractories undergo a shrinkage during firing. Silica 
brick, however, undergoes a permanent linear expansion of about 
3.5 per cent during firing, owing to the allotropic transformations 
of quartzite to tridymite and then to cristobalite. 
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Deposits of flint clay are found in Pennsylvania, Maryland, Ken- 
tucky, Ohio, and Missouri. These clays are hard and dense and, 
after having been ground and mixed with water, their drying shrink- 
ages and plasticity are very low. The shrinkage on firing is very 
high, but the best clays of this type are very refractory, having a 
pyrometric cone equivalent (P.C.E., see page 115) of cone 33 to 35. 
By proper silication and blending of semiplastic and plastic clays, 
products of a variety of degrees of refractoriness, plasticity, and 
bonding strength may be produced. The P.C.E. values of clays 
of this type range all the way from cone 26, for the clays of high 
plasticity, to cone 33. 

Fire-clay brick is made from selected raw and calcined fire clays, 
the relative proportions of flint, plastic, and calcined clays depending 
upon the properties desired in the brick. The most refractory 
brick consists largely of flint clay. At least four or five grades of 
fire-clay brick are produced. In recent years a high-grade fire-clay 
brick has been made by the power-press'^ method that produces 
a very dense, highly refractory brick which has unusually good 
resistance to slag attack and thermal spalling, and good strength at 
high temperatures. The ranges of composition and some of 
the properties of the several grades of firebrick are given in 
Table 18. 

High Alumina Refractories. — In this class are found those 
materials which contain 50 per cent or more of alumina. They are 
made in general from high alumina minerals such as bauxite, 
corundum, and diaspore clay, or from mixtures of these high alumina 
minerals with fire clay. Most high alumina refractories are made 
from diaspore clay, either alone or blended with flint or plastic 
fire clay. Owing to the high-firing shrinkage of diaspore clay, 
most of this material is precalcined before it is incorporated in the 
brick batch. 

Reference to Fig. 10 will show that high alumina refractories 
containing from 50 to 71 per cent of AUOa will, after firing, be 
composed of some form of Si 02 (quartzite, cristobalite, or tridymite) 
and the compound muUite, 3Al20»'2Si02. These also are the con- 
stituents of fire-clay brick but, as is evident from Fig. 10, the 
softening tempnjrature is raised as the percentage of AUOs in a 
refractory is increased. A refractory containing exactly 71.8 per 
cent of AlaOs and 28.2 per cent of SiOa will consist entirely of mullite, 
and refractories containing over 71.8 per cent of Al%Ot will be 
mixtures of mullite and corundum, AlaOg. 
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High alumina brick have found extensive application in recent 
years because they are more refractory than either fire-clay or silica 
brick. Their further application is limited only by their higher 
cost. 
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Silica Refractories. — Brick and other refractory materials of this 
class are made from a hard, dense, fine-grained quartzite known as 
gannister. Important deposits of this rock containing 97 to 98 
per cent of silica are found in Pennsylvania, Wisconsin, and Ala- 
bama. After crushing, the rock is ground with water in a wet pan 
with the addition of about 2 per cent of lime, CaO. From this 
mixture, brick may be molded by hand, by machine, or by power 
presses; after drying in tunnel driers, they are fired for the proper 
time and at the proper temperature, either in periodic downdraft 
kilns or in continuous tunnel kilns. The lime serves as a strength- 
ening bond in the unfired brick and during firing reacts chemically 
with some of the quartzite to impart strength to the finished 
product. 

Most refractories undergo a shrinkage during firing. Silica 
brick, however, undergoes a permanent linear expansion of about 
3.5 per cent during firing, owing to the allotropic transformations 
of quartzite to tridymite and then to cristobalite. 
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1598‘’F. 2678'F. 

Quartzite Tridjrmite Cristobalite 
Bp. gr. - 2.66 sp. gr. - 2.26 ap. gr. - 2.32 

Thus the higher temperature forms must occupy a greatw volume 
per unit weight than does quartzite. The transformation to the 
higher temperature forms normally is not complete in the firing 
process, and silica refractories may be expected to undergo some 
further permanent increase in volume while in service at high 
temperatures. 

Silica and fire-clay refractories are used more extensively than 
any other types. The costs of standard silica brick and second- 
grade fire clay are about equal. (In 1939, standard silica brick, 
9 by 4J4 hy 2)4 in., sold for $45 per thousand.) 

Magnesite Refractories. — This is the most important basic 
(page 117) refractory material. It is made by ‘Mead-burning ” the 
mineral magnesite which is essentially magnesium carbonate, 
47.6 per cent of MgO and 52,4 per cent of COj. Dead-burning 
consists in calcining the rock at a sufficiently high temperature to 
drive off all CO 2 and form a dense sintered product in which the 
magnesia will not combine chemically with the carbon dioxide or 
water vapor in the atmosphere at ordinary temperatures. Dead- 
burned magnesite in the form of nodules or grains varying in size 
from very fine particles to pieces % in. in diameter may be used 
directly in the construction of monolithic furnace hearths (page 288) 
and for the preparation of “furnace magnesite “ used in laying 
magnesite brick, or it may be used for the manufacture of magnesite 
brick. 

Magnesite brick of three types is available: fire-bonded brick, 
chemically bonded brick, and “metalkase“ brick. In making fire- 
bonded brick, carefully selected grain sizes of dead-burned magnesite 
are mixed with water in a wet pan, the brick are molded at high 
pressures in a power press, well dried in a tunnel drier, and then 
fired at a very high temperature. To make chemically bonded 
brick, a small amount of chrome ore is mixed with the dead-burned 
magnesite and the firing is omitted. In high-temperature service 
the chemically bonded brick develop characteristics that approach 
those of the fire-bonded magnesite. Metalkase brick are made by 
encasing fired or unfired magnesite in soft steel containers. If the 
cross section is square or rectangular, the steel casing usually covers 
three or four sides of the brick. In high-temperature service, the 
steel welds together at the heated end forming a structure that is 
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practically monolithic, strong, and highly resistant to spalling 
(page 118). 

Dolomite. — The mineral dolomite is an isomorphous mixture of 
magnesium and calcium carbonates in approximately equal molecu- 
lar proportions. When calcined it forms a mixture of CaO and MgO 
which is widely used to keep monolithic magnesite furnace bottoms 
in repair. It is not used to produce refractory bricks because the 
CaO will combine chemically with water and carbon dioxide in the 
atmosphere and cause the bricks to disintegrate. 

Clurome Refractories. — Chrome ores are minerals of the spinel 
groups in which the principal consituent is Fe 0 *Cr 208 and a minor 
desirable constituent is MgO’AUOs. Commereiil chrome ores will 
contain 30 to 60 per cent CvtOz] in those used as jtifractory materials 
the combined Cr 208 and AUOs content will not be less than 66 per 
cent. The process for making chrome brick is very similar to that 
already described for magnesite brick. Chrome brick deserves 
mention as one of our most important neutral (page 117) refractories. 
Several courses of chrome brick laid between magnesite and silica 
brick will prevent chemical interaction between the basic magnesite 
and acid silica even at high temperatures. 

Fosterite Refractories. — This relatively new type of refractory 
is coming into increased use because it will withstand higher tem- 
peratures than either fire clay or silica brick. Furthermore it 
possesses excellent stability and strength at high temperatures. 
Refractory brick of this type are made from olivine rock to which a 
suitable amount of magnesia is added. The chief constituent of 
the refractory after firing is fosterite, 2Mg0 Si 02 , containing about 
57.3 per cent of MgO and 42.7 per cent of Si02. The brick are 
molded by the power-press method and are fired at very high 
temperatures. 

Refractory Mortar Materials. — Mortar materials may be classed 
as hot setting or air setting. Hot-setting mortars usually consist 
of finely ground crude or fired refractory material, or a mixture 
of these, of composition similar to the brick with which they are 
to be used. The bonding strength of these mortars depends upon 
a ceramic set at high temperatures. Air-setting mortars take 
a ri^d set on drjdng at ordinary temperatures. Commercial 
materials in great variety of composition and properties are 
available. 

^ The spinels have the general formula EO RiOt, where RO usually is FeO 
or MgO and R«Oa may be AliOa, CraOt, or FetOf. 
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Ceramic Bonding of Brick in Firing. — The principal object 
accomplished in firing brick in the process of manufacture is the 
development of a ceramic bond” which imparts mechanical 
strength. Another object, of course, is to give the brick a ‘^perma- 
nent set” at dimensions that will not appreciably change in service. 
With the exception of silica, most refractory materials undergo a 
considerable shrinkage on firing. The expansion during the firing 
of silica brick already has been discussed. 

Unfired, or ‘‘green,” brick consist of mixtures of particles of 
refractory material varying from coarse particles % in. in diameter, 
through intermediate to very fine particles. Roughly 30 per cent of 
the particles would pass a 2()0-mesh screen. The coarse particles 
largely retain their identity during firing, but the ground mass of 
the finer particles undergoes change to form a bond between the 
larger particles. In some cases the bond is formed by a sintering 
together of adjacent grains; in other eases a certain amount of liquid 
forms in the ground mass at relatively low temperatures. As the 
temperature rises during firing, the amount of liquid increases by 
dissolving other materials. During the cooling cycle, the liquid 
serves as a medium for the formation and growth of interlocking 
crystals, which may constitute the bond. 

Pyrometric Cones. — In practical discussions of refractories and 
ceramic materials, it is a common practice to speak of them as 
softening or fusing “at cone 15,” “at cone 28,” etc. These numbers 
refer to pyrometric, or “Seger,” cones made of a series of compo- 
sitions graded to possess progressively higher softening tempera- 
tures. The material to be tested is made into a cone of standard 
shape and compared with standard cones at standard rates of 
heating (150®C. per hr. for cones 022 to 20, and 100°C. per hr. for 
cones 23 to 38). The P.C.E. of a refractory is the number of that 
standard cone whose tip will touch the supporting plaque simul- 
taneously with a cone of the refractory being tested. 

Temperature end points of American pyrometric cones are given 
in Table 18. It must be emphasized that most refractories are not 
pure compounds and therefore rarely possess definite melting points. 
Practically all refractories will undergo plastic: flow well below the 
temperature at which they become liquid. 

The P.C.E. and approximate softening temperatures for various 
common i^efractories are given in Table 19. 

Chemical Reactions of Refractories. — In many ai)plications, the 
most important factor contributing to the ultimate destruction of a 
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refractory is the corrosion of the refractory due to its chemical 
interaction with its environment. The intensity of the corrosive 
action will depend upon the chemical composition and porosity of 
the refractory, the composition of the environment (slag composi- 
tion, gas composition, etc.), the temperature, the amount of turbu- 


Table 18. — Temperature EInd Points of American Pyrometric Cones 


No. of 

End point* 

No. of 

End point* 

cone 


°F. 

1 cone 

O^'i 


022 

605 

1121 

7 

1850 

2282 

021 

615 

1139 

8 

1$60 

2300 

020 

650 

1202 

9 

iis5 

2345 

019 

660 

1220 

10 

1105 

2381 

018 

720 

1328 

11 

1|25 

2417 

017 

770 

1418 

12 

li35 

2435 

016 

795 

1463 

13 

1350 

2462 

015 

805 

1481 

14 

14<K) 

2552 

014 

830 

1526 

15 

1435 

2615 

013 

860 

1580 

16 

1465 

2669 

012 

875 

1607 

17 

1475 

2687 

Oil 

905 

1661 

18 

1490 

2714 

010 

895 

1643 

19 

1520 

2768 

09 

930 

1706 

20 

1530 

2786 

08 

950 

1742 

23 

1580 

2876 

07 

990 

1814 

26 

1595 

2903 

06 

1015 

1859 

27 

1605 

2921 

05 

1040 

1904 

28 

1615 

2939 

04 

1060 

1940 

29 

1640 

2984 

03 

1115 

2039 

30 

1650 

3002 

02 

1125 

2057 

1 31 

1680 

3056 

01 

1145 

2093 

32 

1700 

3092 

1 

1160 

2120 

32Ht 

1722 

3131 

2 

1165 

2129 

33 

1745 

3173 

3 

1170 

2138 

34 

1760 

3200 

4 

1190 

2174 

35 

1785 

3245 

5 

1205 

2201 

36 

1810 

3290 

6 

1230 

2246 

37 

1820 

3308 




38 

1835 

3335 


* pyrometric cones do not give an accurate meaBurernent of temperature. Where it is 
deaired to interpret P.C.E, values approximately in terms of temperature, the table above may 
be used. This table has been approved by the A.S.T.M. It is based on the work of Fairchild 
and Peters, /. Am. Ceram. Soc. 9 , 701-743 (1026). Heating rate 150®C. per hr. for cones 022 
to 20 inclusive, and 100®C. per hr. for cones 23 to 38. inclusive. The temperatures do not apply 
to the slower rates of heating common in the commercial firing and the use of refractory materials. 

t Not included in the tests of Fairchild and Peters. The temperatures given are 
approximate. 
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Table 19 . — Compositions and Pbopbrties op Hepbactobies 



Fireclay 

High alumina 
per cent, AlsOi 

SUioa 

Mag> 

ne- 

site 

1 

Chrome 

A 

B 

C 

50 

60 

70 

80 

(Composition range (per cent) : 











SiO* 

46-52 

52-6C 

57-62 

41-47 

31-37 

20-26 

10-16 

95-96 


3-6 

AhOj 

43-47 

34-43 

31-36 

47.5- 


67.6- 

77.5- 


15-33 





52.5 

62.5 

72.6 

82.5 



TiO: 

2.4- 

2.0- 

l.S- 

2 6- 

3.1- 

3.7- 

4.1- 





2.6 

2.4 

2 0 

2.9 

3.6 

4.1 

4.5 




CaO 








1.8- 











2.6 



MgO 









83-93 

14-18 

FsO .. 










11-17 

CrtOt . 










30-45 

Fe*Oi 









2.7 


other oxides 

3—4 

3-6 

4-7 

3-4 

3-4 

3-4 

3-4 

1.5- 

5-10 










2.6 



Specifio gravity. . 

2.66- 

2.60- 

2.55- 

2.75- 

2.90- 

3.15- 

3.36- 

2.30- 

2.30- 

3.80- 


2 75 

2.70 

2.65 

2.85 

3.05 

3.25 

3.45 

2 40 

2.40 

4.10 

Per cent porosity 

12-16 

15-24 

17-21 

20-25 

22-30 

26-31 

26-31 

22-30 

00 

20-28 

Pyrometric cone equivalents: 











Cone 

33-34 

31-33 

28-31 

34-35 

36-37 

38 

39 

31-32 

^38 

38 

Approx, temp., 

1745- 

1680- 

1615- 

1760- 

1810- 

1835 

1865 

1680- 

1835 

1835 


1760 

1745 

1680 

1785 

1820 



1700 



Approx, temp., ®F 

3173- 

3066- 

2939- 

3200- 

3290- 

3335 

3389 

3056- 

3335 

3335 


3200 

3173 

3056 

3245 

3308 



3092 



Approx, relative cost . . . . 


1.2 

1.0 





1.0 


K A 





... 



8.0 

6.0 


lence or agitation in the environment at the refractory surface, and 
other minor factors. 

On a basis of chemical character of the principal oxides and com- 
pounds they contain, refractories usually are classed as act’d, basiCj 
or neutral. Thus, silica is an acidic oxide and a refractory that 
contains considerable uncombined silica would be classed as an acid 
refractory because it would react with basic slags and with gases 
bearing alkaline dust or vapors. On the other hand, magnesia is a 
strongly basic oxide and refractories composed principally of this 
material will react with acid slags and resist basic slags. Finally, 
refractories composed of oxides or compounds that have only feeble 
acid or base properties are classed as neutral. In general, the rate 
of reaction with the environment is faster for porous than for dense 
refractories. A classification of the common refractories is given 
below: 

Acid r^ractories: Sand, ganister, and silica brick. 
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Neutral refractories: Chrome ore and chrome brick, fire clay and 
fire-clay brick, magnesium silicates (fosterite), Alundum (fused 
alumina), carbon and graphite, silicon carbide (crystolon or carbo- 
rundum), high alumina refractories. 

Basic refractories: Magnesite and magnesia brick, dolomite, lime. 
Of the refractories classed as neutral, chrome ore and chrome 
brick best deserve the name. Alumina and high alumina refrac- 
tories show basic properties in the presence of highly acid slags and 
also will be attacked by very basic slags. Furthermore, fire-clay 
refractories are attacked by highly basic slags. 

When dissimilar types of refractory brick are in contact at high 
temperatures, they may be damaged by reacting chemically with 
each other. Thus, magnesite and silica briek will interact and 
should be separated by a course or two of neutral brick. It is com- 
mon practice to use chrome brick for this purpo^ since chrome will 
not react with either. The results of a study to determine the 
approximate temperatures at which reactions will occur between 
various types of refractories are given in Table 20. 


Table 20. — Reaction Temperatures between Different Refractories, 

°C. 







High 






Silica 

Fire clav 

alumina 

Chrome 

Magne- 

Type of 





(70% 



site 

refractory brick 





AUO,) 1 






A 


A 

B 

A 

B 

A 

B 

A 

B 

Silica 



1500 

* 

1600 

* 



1500 

1600 








reaction 



Fire clay 

1500 

* 



No 

1600 

* 

1400 

1500 






reaction 





High alumina (70% AljOa) . 

1600 

* 

No 



16001 

1600 

1500 

♦ 



reaction 







Chrome 

No 

1600 

* 

1600 

1600 



No 


reaction 







reaction 

Magnesite 

1500 

1600 

1400 

1500 

1500 

♦ 

No 








1 



reaction 

i 




A. Reaction first observed. B. Reaction finst became damaging. * Not damaging. 
1400*C. - 2662®F. 1600*0. » 2732*F. 1600*0. - 2012*r. 1760*0. - 3092*F. 


Before dismissing this subject, it should be mentioned that under 
conditions where the reaction rate between refractory and slag is 
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V6ry slow, it is soniotinics possiblo to us6 bssic rofractonos witb acid 
slags or silica brick with basic sla^. These conditions usually 
prevail when the slag is extremely viscous or solid and forms a 
protective coating over the refractory surface. 

Physical Factors and Refractory Behavior. — As has been men- 
tioned, there is an upper temperature limit at which a refractory 
may be used because it will eventually deform plastically so easily 
that its strength is no longer sufficient to support the refractory 
structure. It should be noted, however, that a refractory may be, 
and regularly is, used with furnace temperatures well above the 
softening temperature of the refractory. Thus, fire-clay brick with 
a softening temperature of 2250°F, will give satisfactory service 
at furnace temperatures of 2600°F. or higher. The reason for this 
lies in the fact that a temperature gradient exists between the inner 
and outer faces of the brick. The hot end of the brick may be rela- 
tively soft and unable to support a load, whereas the outer portions 
are considerably below the softening temperature and well able to 
support the load of the entire refractory structure. 

Although refra(!tories are given a permanent set by firing, they 
still must undergo reversible expansion and contraction on heating 
and cooling, the amount being determined by the coefficient of 
thermal expansion. Linear thermal expansions for the common 
refractories are given in Fig. 11. The abnormal linear expansion 
for silica brick is due to the allotropic changes in quartz previously 
discussed (page 112). Proper allowance for thermal expansion 
must be made in the design and in the heating and cooling of 
refractory structures. 

Spalling is defined as ‘*the breaking or cracking of refractory 
brick in service to such an extent that pieces are separated or fall 
away, leaving new surfaces of the brick exposed.’’ Frequently 
operating conditions of necessity expose refractories to spalling 
influences, but much can be done to minimize spalling by proper 
design of brick shapes, and by proper design, construction, and 
operation of the furnace. 

Thermal spalling is caused mainly by the rapid expansion or 
contraction of the brick due to rapid temperature changes. High- 
grade fire-clay brick probably has the highest resistance to thermal 
spalling of the common refractories. Silica brick is especially 
susceptible to rapid temperature changes below a dull-red heat, 
because of the abrupt volume change accompanying the allotropic 
transformation. At higher temperatures (above 1 120®F.), however, 
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silica brick has good resistance to rapid temperature changes, 
fire-clay and high alumina brick have a high, and magnesite and 
chrome brick a low, resistance to thermal shock. 
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Mechanical spalling frequently results from lack of care in the 
removal of slag and clinker from refractory surfaces or from ''pinch- 
ing^' in sprung arches which r^ults in concentrating the arch 
stresses on a relatively small bearing surface at the hot end of the 
brick. External insulation to decrease the temperature gradient 
through arch brick tends to reduce "pinch spalling." 
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StrwAvral spalling results from changes in composition of the 
brick from the hot to the cold end during service, resulting in zones 
of different strengths and expansion coefficients. In silica brick 
these zones may develop owing to the fact that different forms of 
silica are stable at the temperatures that prevail in the separate 
zones. With other brick, and also with tilica brick, zones of differ- 
ent composition and properties may develop owing to the absorption 
of slags or fluxes or to reaction of the hot end of the brick with reduc- 
ing or otidizing gases. 

An interesting effect of carbon monoxide and partly cracked 
natural gas on refractory brick should be mentioned. Under proper 
conditions of temperature and gas composition, these gases may 
deposit carbon within the pores of the brick, so weakening its bond 
that it will disintegrate. This effect is most noticeable in the tem- 
perature range 420 to 470®C. (790 to SSO^F.). The bond in brick 
also may be weakened by contact with such gases as chlorine, 
hydrogen chloride, and sulfur dioxide. 

Erosion and Solution of Refractories.— When hot, dust-bearing 
gases at high velocities impinge upon refractories, there is con- 
siderable erotion. This effect is particularly noticeable at the 
arches and outgoing ports of furnaces. When molten metals flow 
over refractory surfaces, the refractory is gradually eroded. The 
erosion of the nozzles of teeming ladles and the linings of furnace 
runners in the steel plant provide excellent examples. Finally it 
should be mentioned that refractories may be appreciably attacked 
by slags without chemical reaction if the refractory has true solu- 
bility in the slag and the slag is in motion. 

Thermal ConductiviW and Specific Heat of Refractories.— A 
high thermal conductivity is desirable for refractories used in 
retorts, muffles, by-product coke-oven walls, and recuperators. 
In most furnaces, however, a low thermal conductivity is detirable 
or necessary to conserve heat and to attain the required tempera- 
ture. When the desired refractoriness and thermal retistance 
cannot bo obtained in a single refractory, it is common practice to 
construct a furnace with brick of the desired refractory properties 
on the inside and brick of low thermal conductivity on the outside 
of the wall, hearth, or roof. The thermal conductivities of some 
common refractory brick are given in Fig. 12. 

For (^venience in estimating the heat that must be put into 
refractories to raise them to a given temperature, the mean specific 
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heats between 32 and 2°F. for common varieties of brick are ^ven 
in fig. 13. 



Mean iemper«fuP6,clcg.R 


Fio. 12. — ^Thermal conductivity of refractories. 



Tcmpcrafure,®F 

Fia. 13. — Mean specific heats of refractories between 32®F. and f*F. 

Refractories of Minor Importance. — There are a number of 
metal oxides that have excellent refractory properties but are 
limited to laboratory and other special uses because of their high 
cost. Among these may be mentioned ihoria^ Th02, (m.p. above 




122 


CHEMISTRY OF ENOINEERING MATERIALS 


2800°C.), zirconia, ZrOt (m.p. about 2700'*C.)) and beryllium oxide, 
BeO (m.p. about 2450®C.)> All these would be classed as inert 
or neutral refractories. Zirconium silicak, melting at about 
2500°C., is an excellent neutral refractory. 

Carbon, especially in the form of graphite, with a melting point 
above 3500°C., is very refractory and is neutral to acids and bases. 
It is strongly reducing, however, and must be used in a reducing 
environment. Graphite finds considerable use when mixed with a 
clay binder in the manufacture of crucibles for metal melting. 
Silicon carbide dissociates at about 2240°C., before its melting point 
is reached. 1 1 has reducing properties and is rather rapidly attacked 
by fused acid, basic, or neutral slags. It is quite satisfactory in 
contact with hot gases at high temperature unless the gases are 
strongly oxidizing. It has been used in place of graphite in the 
manufacture of crucibles and in the construction of high- 
temperature recuperators or heat exchangers. 



CHAPTER IV 


THE NONFERROUS METALS 

By Harkv Seltz, Ph.D. 

We are living today in a “metal age.” Soitte idca of the vaet- 
ness of the metal industries can be had from th« figures for yearly 
world production of all metals from their ores, This figure is 
greater than 300 million tons. The value <rf < these metals is 
enormous. The pig iron produced per year has alone a value close 
to 2 billion dollars, and the copper produced a value of nearly half 
a billion. Of the 92 elements of the periodic system, 70 are classed 
as metals, and alK)ut 30 of these have industrial uses. Of these 
30, however, iron accounts for more than 90 per cent of the total 
tonnage production. For this reason it is customary to discuss iron 
and its alloys separately (Chaps. VI and VII) and to treat the others 
under the heading of nonferrous metals. The more important 
nonferrous metals arc listed in Table 21 with approximate annual 


Tabi.k 21. — Ykaui.y Prodoctio.v of Mktaias (1937) 


Metal 

Metric Tons 

Copper 

2,()00,000 

Lead 

... 1,900,000 

Zinc . . . 

... 1,800,000 

Aluininuni 

550,000 

Tin 

210, (KK) 

Nickel. .. 

11.5,000 

Antimony 

38,000 

Tungsten 

32,000 

Magnesium ... 

. . . 18,000 

Molybdenum , . . . 

16,000 

Silver 

8,000 

Mercury 

4,000 

Cadmium 

4,000 

Cobalt ... 

3,000 

Vanadium 

2,000 

Bismuth 

2,000 

Gold 

1,000 


Figures on world production of Mn, Cr, and Ti are not available. 
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world production^ m tons. Of thioso motftls Al, Cdj Ou^ -Mg, 

Hg, Mo, Ni, Ag, Zn, W, and Sn are used in considerable quantities 
in the pure state or as the principal constituent of alloys. Sb, Bi, 
Cr, Co, Mn, and Ti are used essentially as minor constituents of 
alloys. A great number of mixtures of nonferrous metals give rise 
to extremely important alloys, some of which will be discussed in 
the next chapter. 

Properties of Metals. — Metals, both pure and as alloys, have 
the most diversified applications, in which their physical and 
mechanical properties must meet exacting requirements. It is, 
therefore, advisable to define some of the more important physical 
and mechanical properties and to describe the measurements and 
tests that are made to determine the fitness of a metal for a par* 
ticular application. 


Physical Pkopbrtibs 

The melting or freezing point of a pure metal is defined as the 
temperature at which the solid and liquid phases can exist in stable 
equilibrium. When a metal is heated to its melting point, the 
liquid phase appears and, if more heat is supplied, the solid melts 
completely at constant temperature. The freezing of a pure 
liquid, on the other hand, may exhibit the phenomenon of super- 
cooling; the liquid in some cases can be lowered appreciably beyond 
the melting point without the appearance of crystals. However, 
when the crystals do appear, the mass rapidly assumes the normal 
temperature of the melting point. A wide range of melting points 
is found among the nonferrous metals Just listed and their uses may 
be influenced thereby. The use of mercury in thermometers, 
manometers, and other instruments arises from its low melting 
point; the use of tungsten filaments in incandescent light bulbs is 
possible because of its extremely high melting point. 

The boiling point of a liquid is the temperature at which its 
vapor pressure is equal to one atmosphere. The boiling points 
of the metals, except mercury, are high. The boiling points of 
zinc (907®C.) and cadmium (865®C.) are suflBiciently low so that 
in the recovery of these metals from their ores the metals are 
vaporized and recondensed. 

The deneiiy of a substance in the metric system is stated in grams 
per cubic centiineter and in the English system in pounds per cubic 

» MinenOs Yearbook, 1S88,” U-S. Bureau of Miuea. 
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foot. The low densities of aluminum and magnesium and of their 
alloys make them particularly valuable in aeronautic and trans- 
portation construction. 

The linear coefficient of expansion of a solid is defined as the 
increase in length, per unit length, for each degree rise in tempera- 
ture. If the temperature scale is centigrade, the value of this 
coefficient is % the value of the Fahrenheit scale. These coeffi- 
cients are important when metals are to be exposed to a considerable 
range of temperatures as in engine pistons and other accurately 
fitting mechanisms. 

The thermal conductivity of a metal must be considered in any 
application that involves either the transmission of heat or heat 
insulation. The rate at which heat is conducted through a metal 
depends on the temperature gradient and on th^ cross-sectional 
area. The ‘thermal conductivity’^ in c.g.s. units' is thus defined 
as the number of calories of heat that would flow per second through 
a specimen 1 sq. cm. in cross section and 1 cm. in length when 
the temperature gradient is VC, Silver and copper show the 
highest thermal conductivity of all metals. Some metal alloys 
like German silver (page 239) exhibit very low conductivities and 
hence find applications where heat losses by metallic conduction 
should be kept to a minimum. 

All metals are conductors of electricity; silver is the best con- 
ductor and copper is next. It should be noted that, while volume 
for volume aluminum has only 61 per cent of the conductivity of 
copper, nevertheless weight for weight aluminum, because of its low 
density, shows a conductivity nearly twice that of copper. The 
resistance of a metal is the reciprocal of its conductivity, and this 
is the property which is most commonly defined. The electrical 
resistivity of a metal is the resistance of a specimen 1 cm. in length 
and 1 sq. cm. in cross section. Since these values for metals are 
very small if expressed in ohms, they are usually given in microhms, 
where 1 microhm = lO""* ohm. 

The values of these various physical constants for the metals 
will be given under the discussion of their properties in the text. 

Mechanical Pkoperties of Metals 

In deciding the fitness of a metal or alloy for a particular use, 
it is necessary to consider certain of its mechanical properties. 
Some of these properties, along with the methods of testing, will 
now be discussed briefly. 
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Tensile Strengtii. — When a force applied to a metal tends to 
elongate it, the specimen is said to be under tension, and stresses 
are produced in the metal that tend to resist the change in length. 




Bridge Ring Type 
Emery Hydraulic Support 

Fia. 14. — The Southwark-Tate-Emery testing machine. iCourieay of the Baldwin 
Southwark Division of the Baldwin Locomotive Works.) 

These stresses are defined in force per unit area, usually in pounds 
per square inch (psi). The tensile strength of a metal is the 
maximum stress developed when the tension is carried to the point 
of rupture of the metal. It is calculated by dividing the maximum 
load applied by the ori^nal cross-sectional area of the specimen. 
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When testing nonbrittle materials in tension, it is found that the 
specimen shows a local constriction at the point of fracture. The 
value obtained by dividing the decrease in area by the original 
area of cross section at the point of fracture, when expressed in per 
cent, is called the reduction of area. After breaking in tension, the 
two pieces of the test specimen are fitted together, and the increase 
in length of the specimen is measured. The increase in length 


Fig. 16. — Specimen for tenaile test. 

divided by the original length of the part of the specimen that 
was rendered liable to stretching furnishes a value which, when 
expressed in per cent, is called elongation. The tougher the 
material, the greater the elongation. Special testing machines 
(Fig. 14) are available for the determination of tensile strength, and 
standardized forms of test specimens are used (Fig. 15). The 
approximate tensile strengths of some of the nonferrous metals are 
given in Table 22. 

It is important to note that the structure of a metal may 
markedly affect its tensile strength and other mechanical properties. 
A single crystal of a metal will have a definite and characteristic 
tensile strength, but an ordinary piece of metal is composed of a 
great number of small crystalline units, variously arranged, called 
grains. Cold working of a metal by drawing it into wire, hammer- 
ing, or rolling may decrease the grain size and materially increase 
the tensile strength, as shown in Table 22. 

Modulus of Elasticity, Elastic Limit, Yield Strength, — When a 
tensile load is applied to a specimen, an increase in length occurs. 
Within certain limits, on removal of the load the specimen returns 
to its original length. The increase in length, per unit length, is 
called the strain. With metals it is found that the ratio of stress 
to strain over a considerable range is constant. This is known as 
Hookers law, and the numerical value of this constant ratio, in 
pounds per square inch, is called the modulus of elasticity of the 
metal. If tensile loading is continued, a point is finally reached at 
which the ratio of stress to strain begins to decrease and the increase 
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in length is no longer proportional to the loading. The stress at 
which this departure from Hooke's law occurs is called the pro- 
portional limit of the metal. When this limit is exceeded, it is 
found that on releasing the load the specimen does not return to its 
ori^nal length; permanent deformation has occurred. The great- 
est stress that a metal is capable of achieving without permanent 


Table 22. — ^Tensile Strengths of Metals 


Metal 

Tensile strength, 
psi 

Remarks 

*rungsten 

590,000 


Molybdenum 

260,000 


Nickel 

65,000- 76,000 

Rolled and annealed 


120,000-140,000 

Hard rolled 

CJobalt 

33,000 

Cast 


63,000 

Hard drawn 

Copper 

31,800 

Commercial, rolled and annealed 


60,000 

Hard drawn 

Silver ! 

40,000 

Cast 


61,000 

Hard drawn 

Gold 

20,000 

Cast 


37,000 

Hard-drawn wire 

Magnesium 

13,000 

As cast 


25,000 

Rolled 

Zinc 

16,000- 19,000 

Wrought 

Cadmium 

13,500 


Aluminum 

8,500 

Pure (99.97%) annealed 


13,000 

Ck)mmercial (99.4%) annealed 

Lead j 

2,765 

Commercial 


1,600 

Very pure 

Tin 

2,000 



deformation is called the elastic limiL For metals the elastic and 
proportional limits are practically identical. It is quite difficult to 
determine the exact point at which permanent deformation begins. 
For this reason another term frequently used in testing metals is 
the yield strength, or the yield point. This is the stress at which a 
metal exhibits a specified permanent increase in length, commonly 
0.6 per cent. The conventions used in defining yield points vary 
for different metals and alloys. For a detailed description the 
reader is referred to the A.S.T.M. Standards. 

Besides tension testing of metals, compression and torsion tests 
are important in some applications of metals. Methods of measur- 




THE NONFERHOUS METALS 


129 


ing the mechanical characteristics under compression and torsion 
loading are described in more detailed treatises.^ 

Hardness. — One of the most important properties of metals 
is that which is broadly called hardness. This property is difficult 
to define and impossible to measure on any absolute scale. It 
might be defined as the resistance that a substance offers to the 
separation of its particles by the penetrating action of another 
substance. However, there are other kinds of hardness, such as 
the hardness associated with the resistance to cutting and abrasion. 
There are several standard testing devices for determining the 
relative hardness of metals, of which only three ‘iifill be described 
here. In the Brindl test the specimen is indented by a hardened 
steel ball, usually 10 mm. in diameter, under a standard load of 
500, 1,000, or 3,000 kg. The ratio of load in kilograms to the total 
area of the indentation is called the Brinell hardnest number of the 
material. The area of the indentation can be found in tables* 
where the area is tabulated relative to the diameter of the imprint 
which is readily measured. 

The Rockwell hardness test measures the depth of penetration 
of a specimen by a steel ball or a diamond cone under a fixed load. 
In using this instrument, the penetrator is first set in the metal by 
applying an initial small load of 10 kg. The graduated dial is then 
adjusted to the “set^^ position and the major load,* whose value 
depends on the nature of the specimen, is applied. When the 
pointer of the instrument comes to rest, the major load is removed 
and an inverse scale reads the hardness number directly. 

The acleroscope test uses the rebound of a diamond-tipped 
hammer from the surface of the metal specimen as a measure of the 
hardness. The hammer drops, under the force of gravity only, 
from a fixed hdght and the rebound from the test specimen is 
measured by a recording dial on the instrument. 

Fatigue. — ^Another mechanical test that has become very 
important in recent years is the fatigue test. It has been found that 
when metals are subjected to repeated reversals of stress, even 
though the maximum stress does not exceed the elastic limit, they 
may eventually fail if the stress cycles on the specimen are suffi- 

iJeffkies and Abcheb, “The Science of Metals,'' McGraw-Hill Book 
Company, Inc., New York (1024). 

* Furnished by the manufacturer of the instrument. 

* Camp and Fbancis, “ Making, Shaping and Treating of Steel,'* 5th ed., 
pp. 562-573, Camegie-IUinois Steel Oorp., Pittsburgh, Pa. (1940). 
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cientiy numerous. Studies of fatigue have greatly increased our 
knowledge of the safe operating conditions for structural parts of 
machines that are subjected to dynamic loads. 

Ductility. — If a metal resists rupture when greatly extended in 
tension, it is said to be ductile. It is by virtue of this property 
that a metal may he drawn into a wire. To be formed in this 
manner, a metal must show considerable tensile strength after 
great deformation. Lead, for example, although readily deformed, 
cannot be drawn into wire because of its low tensile strength. 

Malleability.— This is the property by virtue of which a material 
may be hammered or rolled into thin sheets without rupture. 
This property generally increases with increase of temperature. 

Table 23 lists the common metals in the order of their ductility 
and malleability at room temperature. 

Table 23. — Metals in Order of Ductility and of Mali.eability 


Ductility 

Malleability 

Gold 

Gold 

Silver 

Silver 

Platinum 

Gofiper 

Iron 

Aluminum 

Nickel 

Tin 

Copper 

Platinum 

Aluminum 

Lead 

Zinc 

Zinc 

Tin 

Iron 

Lead 

Nickel 


In the discussion of the nonferrous metals in the following pages 
of this chapter and of the nonferrous alloys in the next chapter, 
their important mechanical characteristics will be described. 

Aluminum 

Historical. — Aluminum was a rare metal as late as 1850, and it 
was not produced commercially until 1889; nevertheless, among 
the nonferrous metals, it is now outranked by only copper, lead, 
and zinc in annual output. The metal was first isolated in 1825 
by Oersted, who reduced aluminum chloride with potassium 
amalgam. In 1827 Woehler repeated Oersted^s experiment with- 
out success, but by modifying the procedure slightly he obtained 
the metal in the form of a gray powder. Eighteen years more 
elapsed, however, before Woehler produced the metal in a form 
pure enough to determine its properties. In 1855 the price of 
aluminum was $113 a pound. In 1886 Hall in America and 
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Heroult in Europe, working independently, developed an electro- 
metallurgical method, which by 1890 brought the price to $2.38 
a pound. By 1900, it had dropped to 23 cts. and in 1914 the 
lowest price, 18 cts., was reached. 

Hairs discovery was made when he was twenty-three years 
old, the year following his graduation from college. Without 
being aware of HalFs work, Heroult, a Frenchman, also twenty- 
three years of age, discovered the same process exactly 3 months 
later. Although the processes were practically identical, there was 
no patent litigation. In America, Hall's company began operations 
at Pittsburgh and later moved to New Kensington, Pa, 

Occurrence. — Of all the metals, aluminum exiles in the outer 
layer of the earth in the greatest quantity. Indeed, among all 
the elements it is exceeded only by oxygen and silicon. It makes 
up about 8 per cent of the earth's crust, while thd total quantity 
of iron amounts to slightly more than 5 per cent. The other 
common metals, as copper, lead, zinc, and tin, taken together 
constitute only a small fractional part of 1 per cent of the exterior 
portion of the earth. Aluminum oxide, called alumina, which 
when pure is white in color, is an essential ingredient of such mineral 
as clays, slates, mica, feldspar, and granite. Alumina forms 
several precious stones. 

Corundum consists of anhydrous alumina. The ruby is made 
up of crystals of corundum colored red by a small amount of 
chromium. The sapphire is another variety, colored blue by small 
traces of cobalt. Emery is an impure variety of corundum con- 
taining ferric oxide. It has a granular structure and a degree of 
hardness only a little less than that of the diamond. Because of its 
hardness, it is used as an abrasive material (page 513). 

Ores. — Although aluminum is very abundant in the earth, it 
is never found free, nor can it, by present methods, be obtained 
commercially from clay in which it exists in such great quantities. 
There is but one commercial ore, called bauxite. It takes its name 
from the village of Baus, near Arles, in France, where it first was 
found by Berthier. Bauxite is a hydrated aluminum oxide, gen- 
erally believed to consist of a mixture of the monohydrate Al 208 *H 20 
and the trihydrate Al208*3H20.^ The chief impurities are iron 
oxides, silica, clay, and titanium dioxide. Depending upon the 
iron-oxide content, the color varies considerably. Its structure is 

1 Edwards, Frary, and Jeffries, ‘‘The Aluminum Industry,” Vol. I, 
p. 63, McGraw-Hill Book Company, Inc., New York (1930). 
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variable also; usually it is made up of rounded concretionary grains 
imbedded in a claylike mass. 

The chief deposits of bauxite now being worked are located in 
Italy, France, British and Dutch Guiana, and the United States, 
where the chief producers are Arkansas, Alabama, Georgia, and 
Tennessee. Formerly the best ore was obtained from France, but 
the vast deposits in the Guianas, controlled by an American com- 
pany, have proved to be purer than the French ore. An extensive 
deposit of very high grade has recently been discovered in the Atlas 
Mountains in French Morocco. 

Cryolite. — The fluorides are the only aluminum-bearing minerals 
in which the metal is not associated with oxygen. Cryolite, a 
sodium aluminum fluoride, SNaF-AlFs, is required in aluminum 
metallurgy as solvent for the bauxite. It is a white, icelike solid, 
melting at 995°C. The deposit at Ivigtut, in southern Greenland, is 
the only commercial source of cryolite. Owing to the high price 
of the native mineral, methods of preparing cryolite artificially have 
been developed. 

Production of Aluminum. — Because an enormous amount of 
electric energy is required (about 10 kw.-hr. per lb. of metal), and 
because it must be supplied at low cost, all the aluminum-reduction 
plants in the world derive their current from hydroelectric power 
plants. This fact causes the reduction plants to be located in the 
general vicinity of waterfalls. Power from coal is out of the ques- 
tion. Aluminum ores, consequently, are usually not smelted where 
mined. Arkansas, for example, of all the states, is the greatest 
producer of bauxite, but the state of New York leads in the produc- 
tion of aluminum. The ore is mined in Arkansas, is refined in St. 
Louis, and is smelted not far from Niagara Falls where power is 
cheap. The bauxites found in the United States, as a rule, contain 
from 16 to 33 per cent of water of hydration, with additional 
moisture mechanically held, and because ordinarily the ore must be 
shipped long distances, it is usually dried at the mine. 

One of the problems encountered in aluminum metallurgy 
arises from the fact that after reducing to the metallic state, the 
metal can be refined only with difficulty. As a result, before 
reduction is started, it is necessary to prepare an alumina that is 
essentially pure. The purity of the metal depends upon the purity 
both of the oxide reduced and of the fused bath of cryolite. 

In the process now usually employed in preparing the alumina, 
known as the Bayer process, the finely ground ore is digested in 
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an aqueous solution of sodium hydroxide under pressure in steam- 
jacketed autoclaves. Sodium aluminates are formed, as illus- 
trated by the following equation: 

AI 2 O, + 2NaOH « 2NaA10, + H,0 

The ferric oxide, clay, and titanium dioxide are not dissolved. Part 
of the silica dissolves, but this is precipitated as calcium silicate by 
the use of lime which was added to the ore for this purpose prior to 
grinding. 

The sodium aluminate liquor from the autodaves is diluted, 
filtered, and run into tanks. A small amount of freshly prepared 
aluminum hydroxide is added to the liquor to act as a seeding'^ 
agent and the sodium aluminate decomposes and precipitates 
aluminum hydroxide, as follows: 

2NaAI02 + 4 H 2 O = 2A1(0H)8 + 2NaOH 

The aluminum hydroxide sludge from the bottom of the tank 
is drawn off and put through filter presses. Afterward, the hydrox- 
ide is calcined^ to alumina. The sodium hydroxide solution is 
concentrated by evaporation and is used again. 

The reduction of aluminum oxide to aluminum by means of 
carbon, as is done in the case of iron, copper, lead, tin, and other 
commercial metals, is not practicable. Although the alumina 
can actually be reduced, under the conditions required for the 
reduction, the metallic aluminum undergoes secondary reactions. 
It will form the carbide by combining directly with carbon, will 
form the oxide or carbide by reacting with carbon monoxide or 
dioxide, or will volatilize. If some other metal, such as copper, 
is present with which the aluminum can form an alloy as it is 
reduced, reduction with carbon may be employed. Pure aluminum, 
of course, cannot be obtained in this way. In 1886, and for several 
years thereafter, until driven from the field by Hall process, the 
Cowles brothers successfully prepared aluminum alloys on a com- 
mercial scale by the carbon reduction method. 

In the Hall process, now almost exclusively used, the furnace 
employed consists of a rectangular box of mild steel lined with 
refractory material possessing low thermal and electric conductivity. 

^ To calcine means to heat strongly to drive out volatile matter, as carbon 
dioxide and water, leaving a friable product. The manufacture of lime by 
heating limestone is a calcining process. 
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Inside this lining is another of rammed carbon to form a cathode, 
electrical contact with which is made by a suitable lead (Fig. 16). 
Anodes of hard-pressed carbon are suspended in the interior of the 
furnace. 

The bath consists of melted cryolite, both natural and artificial, 
to which other salts, such as calcium fluoride, have been added. 
Since the specific gravity of melted aluminum and the melted bath 
are not far apart, care must be exercised to adjust the composi- 
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Fig. 16 . — Electrolytic cell for production of aluminum. 


tion of the bath so that the reduced aluminum does not float; 
if this should happen, the cell would be short-circuited. The 
melting point is also a factor to be considered in adjusting the 
composition. In the bath of fused salts the purified alumina is 
dissolved in a quantity varying from 10 to 20 per cent. During 
the electrolysis, aluminum separates at the cathode and oxygen is 
evolved at the carbon anodes. 

The separated aluminum collects on the cathode bottom, which 
slopes slightly toward the tap hole; periodically the metal is tapped. 
The oxygen reacts with the hot carbon anode to form carbon monox- 
ide, which burns to the dioxide as it escapes. From time to time, 
cryolite and alumina are added to replenish the bath. 

Commerdai Aluminum. — The product of the reduction cell 
is remelted in order to allow occluded bath salts to separate, and 
then is cast in pigs. In this form it appears on the market as 
primary aluminum, of which there are three grades, as follows: 
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Classification Per Cent of Aluminum 

L Special 99.5 + 

2. Grade No. 1 (or Grade A) 99.0+ 

8. Grade No. 2 (or Grade B) 98 to 99 


The 99+ aluminum contains on an average the following impuri- 
ties: copper, trace to 0.20; iron 0.25 to 0.60; and silicon, 0.15 to 
0.40 per cent. A small amount of the oxide, AI 2 O 8 , is also normally 
present in commercial aluminum. 

Pure Aluminum. — The purity of the aluiumum produced by the 
Hall process does as a rule not exceed 99.6 per cent; with other 
metals, such as copper, zinc, and tin, a purity as high as 99.95 per 
cent has long been common. Because of its peculiar chemical and 
metallurgical behavior, it seemed that commercial aluminum 
could not be refined, but recently the Hoopes electrolytic refining 
cell, yielding a product having a purity as high as 99.97 per cent, 
has come into use on a commercial scale. 

In this process a layer of heavy, molten alloy of aluminum, cop- 
per, and silicon is employed in the bottom of the cell as the anode. 
This melted anode is covered with a layer of fused electrolyte con- 
sisting of the fluorides of sodium, aluminum, and barium. Above 
the electrolyte is a cathode layer of pure, melted aluminum. The 
layers float one above the other and remain separated because of 
their differences in density. An electric current passing through the 
cell removes aluminum from the anode alloy and deposits it with the 
pure aluminum of the cathode. 

Pure aluminum does not cast very well. When molten it 
absorbs nitrogen, carbon dioxide, etc.; when these gases are expelled 
again on cooling, they form gas flaws. Small additions of copper, 
nickel (page 240), and some other metals improve the casting 
qualities of the metal in this respect. Because aluminum has a 
tendency to be coarsely crystalline, the temperature of the melted 
metal in casting should be as low as practicable in order to keep the 
crystalline structure as fine as possible. The fine crystals increase 
the tensile strength. Aluminum shrinks upon solidif 3 dng from the 
melted state 0.2031 in. per ft. Its casting alloys (page 241), which 
contain about 8 per cent of copper, shrink somewhat less than this, 
about 0.156 in. per ft. 

By the fusion process, aluminum and its alloys may be welded. 
In this process the fluxes generally used are mixtures of salts, such 
as the fluorides, chlorides, and sulfates of potassium, sodium, 
litluum, calcium, and alumimun. For use, the salts are mixed with 
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water to form a thin paste* ^ Since all successful aluminum fluxes 
are corrosive to the metal, the flux must be completely removed 
after welding. According to the reference just given, this may be 
accomplished by washing first in hot water and then in a 5 per cent 
solution of either nitric or sulfuric acid, after which the acid must 
be removed by washing again in clean hot water. 

Physical and Mechanical Properties. — Pure aluminum has a 
silvery color and luster, while the commercial grades show a char- 
acteristic bluish tinge. The high purity metal has a much greater 
resistance to corrosion than the ordinary metal. Edwards reports 
that a sample of 99.9 per cent aluminum sheet kept in a solution 
consisting of 5 parts by volume of concentrated hydrochloric acid 
and 96 parts of water was still bright and showed no appreciable 
corrosion after six weeks. Ordinary polished aluminum sheet in 
this solution dissolves sufficiently to show a decided hydrogen 
evolution in a few minutes, and is distinctly etched in one hour. 
Aluminum is ductile and malleable (Table 23); it may be rolled 
into sheets 0.0005 in. in thickness. Its density is the lowest of all 
metals that are permanent in air, having about one-third the 
density of steel. In proportion to its weight, it is quite strong. 
The properties of the metal are summarized in Table 24. 

Table 24. — Physical and Mechanical Pkopertibs of Aluminum 

Melting point 668.6‘’a (1217.4**?.) 

Boiling point 2057.**C. (3734.**?.) 

Density 2.703 g. per cc., at 20®C. 

Electrical resistivity 2.669 microhms per cm.*, at 20®C. 

Thermal conductivity — 0.5 c.g.s. units 

Tensile strength 9,000 psi 

Modulus of elasticity lO"^ psi 

Hardness 15 BrinelL (500 kg. load, 10 mm, ball) 

Chemical Properties. — ^When strongly heated in the air, alumi- 
num oxidizes considerably. Thin pieces will bum in the air with a 
brilliant light, resembling magnesium; aluminum oxide and some 
nitride are formed. In casting, however, it is not necessary to cover 
the metal with charcoal, because the tenacious film of oxide that is 
formed is protective. Zinc chloride, which melts at 366**C., is the 
best flux for aluminum. 

Upon exposure to the ordinary atmosphere, aluminum corrodes 
very dowly; a thin film of the hydrated oxide is formed, which is 
dosely adherent and protective. If it were not for this protecting 

* SawAXiMi, FmAar, and Jsmma, cO., YoL II, p. 440. 
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film, the metal would be rapidly attacked. When amalgamated 
with mercury, aluminum dissolves readily in pure water with the 
formation of aluminum hydroxide and the evolution of hydrogen. 
In warm, moist air the aluminum hydroxide grows out from the 
metal in a form like moss; it may reach a length of nearly a half 
inch in a very short time. The amalgamation does not increase 
the activity of the aluminum; it prevents the formation of the pro- 
tective film that usually interferes with ite activity. Hydrogen 
sulfide has no action on aluminum. 

Aluminum is practically unaffected by dBute sulfuric acid, but 
the concentrated acid dissolves it readily, with the evolution of 
sulfur dioxide: 

2A1 + 6 H 2 SO 4 = Al 2 (S 04 )s + 3S0, + 6 H 2 O 

Nitric acid also affects it very little. Aluminum may be employed 
for handling cold nitric acid, both dilute and concentrated. It is 
attacked very rapidly by both hydrochloric and hydrofluoric acids 
in all concentrations with the evolution of hydrogen. Chlorine, 
bromine, and iodine all attack aluminum rapidly. With elementary 
sulfur, aluminum reacts readily at moderately high temperatures; 
the sulfide, A^Ss, is formed. Aluminum sulfide is not formed in the 
wet way by reacting with a solution of hydrogen sulfide. 

In solutions of the caustic alkalies, the metal dissolves very 
readily. The products formed are hydrogen and aluminates: 

2A1 + 2NaOH + 2 H 2 O. == 2NaA102 + 3 H 2 

Hence, solutions of the alkalies, such as caustic soda, should not be 
used in cleaning articles made of aluminum. The presence of a 
small quantity of sodium silicate inhibits the action of alkalies on 
this metal. 

Uses of Aluminum. — Because of its softness and the difficulty of 
making sound castings, little pure aluminum is used in the cast form. 
The largest quantity is employed after it has been mechanically 
worked in some manner, as by rolling, wire drawing, drop f orpng, or 
extruding. After being rolled into sheets, it may be stamped into a 
variety of shapes. It is employed, often alloyed with s m al l er 
amounts of other metals (page 244), in the manufacture of furniture, 
airplanes, railroad and trolley cars, automobile bodies and pistons, 
electric cables and bus bars, rigid conduits, rivets, kitchen utensils, 
and collapsible tubes for pastes. Aluminum sMngles, corrugated 
roofing and siding sheets, and Mason-jar caps are recent products 
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that seem to have been well received. To summarize its mechanical 
uses, it may be said that aluminum is employed wherever advantage 
may be taken of its low density, relatively high combined strength 
and toughness, or its high electrical and thermal conductivity. 
When employed because of its lightness, if more than its normal 
strength is also required, this may be secured by the use of aluminum 
alloys (page 239). 

In a finely divided flake form, aluminum is employed as a pig- 
ment in paint (page 558). Aluminum paint is used as a priming 
coat for wood and as a protective coat for metals. For the latter 
purpose it is exceptionally serviceable. 

Aluminum is used in deoxidizing molten iron and steel, especially 
in the top of the ingot when steel is poured in the ingot mold. In a 
similar manner it is used to prepare the metals from their oxides by 
heating a mixture of powdered aluminum and the oxide of the metal 
to be reduced. The mixture is known as Thermit. 

The application of aluminum in the United States shows the fol- 
lowing distribution:^ 


Per Cent 


Transportation 38 

Electrical conductivity 16 

Cooking utensils 14 

Machinery and electrical appliances 9 

Metallurgy of iron and steel 8 

Building constniction 4 

Chemical 2 

Miscellaneous 9 


Thermit — Finely divided aluminum is mixed with the metallic 
oxide in about equal proportions by volume. When the reaction 
between the two is started, it proceeds of itself and develops great 
heat; the products are a slag of aluminum oxide and the molten 
metal whose oxide was reduced. The reaction is started in the 
Thermit by means of a small quantity of ignition powder placed on 
top of it. The ignition powder is made up of a mixture of barium 
peroxide and finely divided magnesium, and reacts according to 
the following reaction: 

BaOs + Mg *= BaO + MgO 

In the Thermit itself, if ferric oxide is used, the reaction is as follows: 

^ Epwabds, '' Metals Handbook,^’ American Society for Metals, Gleveland, 
( 1936 ). 
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Fe,0, + 2A1 « AI 2 O, + 2Fe 

The mixture of ferric oxide with aluminum is known as ^^red 
Thermit” and the magnetic oxide as black Thernut”; the latter 
is probably the most used. The reaction with the magnetic oxide 
occurs thus: 

8A1 + 3 Fes 04 = 9Fe + 4 AI 2 O, 

From this equation^ the theoretical weights are approximately 3 of 
aluminum and 10 of magnetic oxide, which produce about 7 of 
metallic iron and 6 of slag. In actual practice the proportions are 
usually 1 of aluminum and 3 of magnetic oxide. It is generally 
estimated that the molten metal produced is about one-half the 
original mixture by weight and about one-quarter by volume. 

The temperature produced by the heat of the Thermit reaction is 
very great. It has been calculated by Richards as 2694®C. Fery, 
using the radiation pyrometer, found the temperature of the stream 
of metal flowing from the crucible to be 2300°C. 

The exceedingly hot metal has proved to be very useful in a 
certain form of welding. For the purpose of welding, the parts to 
be joined are cleaned, butted together, and the joint is surrounded 
by a suitable mold. The ends are then heated by a gas flame play- 
ing through an opening provided in the mold for this purpose. The 
hot metal is allowed to flow from the reaction crucible into the mold, 
where the ends being joined are fused by the great heat, and upon 
cooling, the mass solidifles as a whole. This process is applicable to 
wrou^t iron, steel, cast iron, ancf other metals whose oxides are 
capable of reduction by aluminum, as for example, nickel, manga- 
nese, and chromium. 

Many metallic sulfides also react with aluminum powder; alumi- 
num sulfide and the other metal in the free state are formed. Hence, 
the Thermit process is much used in obtaining metals from sulfide, 
as well as oxide ores. 


Copper 

Sources* — Copper is one of the most widely distributed of metals. 
It is mined in nearly every coimtry in Europe, in Siberia, Japan, 
Chile, Mexico, Canada, Australia, and Africa, but about one-third 
of the world’s total smelter output of copper is produced in Uie 
United States. As reported in “Minerals Yearb^k, 1938,”^ the 
> Bureau of BdSiiee. 
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states that lead in production, in order of decreasing importance, 
are Arizona, Utah, Montana, Nevada, and Michigan. 

Ores. — Copper is one of the comparatively few metals that are 
found in the metallic state. Free or native copper, scattered 
through beds of amygdaloidaU and conglomerate rocks, is found 
in the upper peninsula of Michigan. The copper content of the 
rock is about 1 per cent. The metal is itself very pure, averaging 
above 99.9 per cent copper. The impurities consist of traces of 
arsenic, silver, iron, and nickel. Native copper from this source is 
known as ‘‘Lake’’ copper. According to the statistics of the U.S. 
Bureau of Mines it now constitutes only about 5 per cent of the 
domestic output. 

Other copper ores belong to that which is known as the oxide 
group. This group includes not only the oxides proper, but other 
compounds containing them, such as the hydroxides, carbonates, 
silicates, and sulfates. Important members of this class are cuprite 
or ruby copper^ CU2O; melaconitey CuO; azuritCj the blue carbonate, 
Cu( 0H)2*2 CuC 08; malachite^ the green carbonate, Cu(0H)2*CuC08, 
a great deal of which was formerly found in Arizona; and chry- 
socoUay CuSi08’2H20. 

About 70 per cent of the copper produced in the United States 
is obtained from sulfide ores. In Montana and Utah are found 
large deposits of this character. Important members of the 
sulfide group are chalcodte or copper glancey CU2S; covellitey CiiS; 
cholcopyritCy Cu2S*Fe2S8; bornite, 3Cu2S*Fe2S8; and UtrahedritCy 
4RS (Sb, As) 283, in wliich R may be Cu, Fe, Zn, or Ag2, and 
which may contain 15 to 48 per cent of copper. The chalcocite 
and chalcopyrite have been the most important economically. 

Reduction of Ores. — With but few exceptions, one of which has 
just been noted, the metallic content in copper ores is not high; it 
rarely exceeds 10 or 15 per cent, and not infrequently is as low as 
2 or 3 per cent. On this account it is usually necessary to work 
over a large amount of earthy material. Smelting methods vary, 
of course, with the kind of ore, t.e., whether it is native copper, or 
belongs to the oxide or sulfide group. 

With native copper the smelting process is not difficult. The 
metal is first concentrated by crushing, grinding, and washing the 
ore. The remaining gangue, rocky or earthy matter, is then 
removed by heating the concentrate in a furnace in the presence of a 
suitable flux, usually limestone. The copper melts and collects 

» Almond-shaped or elliptically globular, generally of lava origin. 
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beneath the silicate slag that is formed by the reaction between 
the flux and gangue. The melted metal is poured from the furnace 
and cast in ingots. 

The oxide ores when rich in copper were formerly smelted with 
coke or charcoal and a suitable flux in blast furnaces similar to those 
employed in the iron industry (page 264) except that the sides were 
jacketed with running w^ater to keep them cool. This practice is 
still continued in some localities for screened Ore with lumps averag- 
ing 2 in. in diameter, but now, because modern methods of con- 
centration yield a very fine product, the blast furnace is little used. 
A fine concentrate cannot be worked satistfactorily in the blavst 
furnace. 

Owing to the great success of flotation (described later) as a 
method of concentrating sulfide ores, there is at present, in handling 
oxide ores, a tendency to mix them with sulfide ores and then 
proceed with the regular sulfide process of njduction. Although 
the sulfide smelting process involves many more operations, the 
advantages of the sulfide concentrating process more than offset any 
objections that may be offered against later steps in the procedure. 

Of the three classes of copper ores, the sulfide group is, indeed, 
the most difficult to smelt. The process is complicated because, 
in addition to the sulfur, it is necessary to remove the large quantity 
of iron which these ores carry. In most cases small quantities of 
lead, arsenic, antimony, or other elements are present, and these 
metals also must be eliminated. Since afiproximately three-fourths 
of the copper derived from domestic sources comes from sulfide ores, 
the process by which the metal is obtained from them will be dis- 
cussed more fully than has been done for the preceding groups. 

Because the ores differ so greatly in composition and physical 
character, the smelting process differs in different localities. In 
general, however, the several steps are as follows: (1) concentrating, 
(2) roasting, (3) smelting, (4) converting, and (5) refining. 

1. Concentratmg. — Concentration is not required in all cases; 
it is necessary only with low-grade ores. The older methotis of 
concentrating ores, consisting chiefly of crushing, grinding, and 
washing, or levigating with water, often left as much as 30 per cent 
of the copper in the rejected tailings. Comparatively recently, how- 
ever, a new process, known as flotation^^ has been developed in 
which 95 per cent of the copper is saved, and two-thirds of the ore is 

^Gaudin, “Flotation,” McGraw-Hill Book Company, Inc., New York 
ri932h 
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discarded. With 3 per cent of copper in the original ore, there will 
be at least 8 per cent in the concentrated product. The new process 
has even made it profitable to rework the rejected dumps of earlier 
operations. Because of its great economic value, flotation is without 
doubt the most important recent development of modern nonferrous 
metallurgy. 

The operation of the flotation process involves a peculiar phe- 
nomenon. In the liquid in which the ore is treated, the heavier 
mineral particles are made to rise, while the lighter rock particles, 
or gangue, sink. For the purposes of study, the process may be 
divided into three steps. 

а. Oiling . — The ore, which has been ground to an impalpable 
fineness, is worked into a pulp or slime with water in the presence 
of less than 1 per cent of coal tar and creosote. Too much of this 
mixture must not be used, or, due to the formation of oil films of 
appreciable thickness, an effect entirely different from that desired 
will be produced. When the proper small quantity of the tar- 
creosote mixture is used, some change is effected on the surfaces of 
the metallic or sulfide particles of the ore which makes them less 
easily wetted by the aqueous part of the mixture. The gangue 
appears not to be affected by the oily reagent and is consequently 
wetted by the water. The selective wetting effect of the water 
on the gangue may be increased by the use of acids, alkalies, 
mercaptans, and other reagents. 

б. Frothing , — The ore ground with the oily reagent and water is 
now introduced into a larger volume of water containing a frothing 
reagent and the whole mass is beaten or blown so that a froth or 
foam is produced. In practice the flotation process differs in many 
particulars. At this point, for example, in some cases the oiling 
reagent acts as the froth producer and in other cases it is necessary 
to add a ^‘frother^' such as pine oil. The required procedure is 
determined by experimenting with the individual ores. When the 
froth is formed, the oiled mineral particles adhere to the bubbles 
very tenaciously, and are buoyed up by them. The waste silicate 
matter, or gangue, settles out. 

c. Skimming and Recovery , — ^By removing the froth from the 
surface <rf the liquid, the metalliferous portion of the ore is recovered. 
The froth must, of course, be qf sufficient permanence to last until 
it can be removed, but it should then quickly die away. When the 
froth has subsided, the slime that remains is dewatered in some kind 
of thickening or filtering device. The oil is distilled and used again. 
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The flotation process has made it possible to smelt ores that could 
not be worked economically by older methods. It is claimed that 
the process will remove 95 per cent of the copper from an ore contain- 
ing as little as 2 per cent of the metal. 

2. Roasting. — The ore, concentrated or not as required, is roasted 
to expel the volatile oxides of arsenic and antimony as much as possi- 
ble, and to oxidize about three-fourths of the sulfur present. At this 
stage the removal of all of the sulfur is not deeded. In the roasting 
furnace, the charge, heated to redness but not fused, is stirred con- 
stantly, and a plentiful supply of air is admitted. After the oxida- 
tion is well started, it continues of itself without additional fuel; the 
heat necessary to keep the process going comes from the burning of 
the sulfur itself. By roasting, the sulfur content of the ore is 
reduced from about 33 per cent to about 8 per cent, and a part of the 
copper and iron sulfides is changed into oxides. 

3. Smelting. — While still hot, the product of the roasting fur- 
nace is conveyed into a reverberatory furnace^ to be smelted. In 
some instances, especially with coarser ores, the smelting may be 
carried out in a blast furnace. With the increase in the use of 
flotation as a method of concentrating the ore, which process yields 
a fine concentrate, the reverberatory furnace is gradually replacing 
the blast furnace in copper metallurgy. As far as the lining is con- 
cerned, the reverberatory furnace employed here is not unlike the 
basic open-hearth steel furnace (page 288); the roof and sides are 
lined with silica brick and the bottom, or hearth, with magnesite or 
silica. The fuel employed may be oil or powdered coal. The air 
blast used in ^^atonodzing” the oil or in blowing in the powdered coal, 
together with additional draft, is sufficient to produce a flame that 
is at least slightly oxidizing in character. 

To the charge of roasted concentrate, known in the works as 
^'calcine,'" silica (sand) is added, unless a sufficient quantity is 
initially present in the concentrate, in order that it may combine 
with the iron oxide, FeO, to form a slag. Lime, also, is gener- 
ally added to form a calcium silicate that makes the slag more 
fusible and less sluggish. Through the medium of the slag, much 
of the iron in the form of iron silicate is separated from the copper. 

Any iron pyrite, FeSs) remaining in the charge is converted into 
ferrous sulfide, FeS, by distilling off the excess sxdfur. A small 
amount of sulfur is burned to sulfur dioxide and part of the ferrous 

^ For description and illtistrstion of a reverberatory furnace see pp. 276 
and 888. 



144 


CHEMISTRY OF ENGINEERING MATERIALS 


sulfide is converted into ferrous oxide, which in turn enters the slag 
as previously stated. 

With the remaining ferrous sulfide, FeS, the cuprous sulfide, 
CU 2 S, forms a heavy, melted mixture, which, because its specific 
gravity is about twice that of the slag, collects beneath the slag. 
This sulfide mixture is known as matte. Besides the sulfides of 
iron and copper, the matte contains a considerable amount of 
metallic copper, a little metallic iron, and any gold, silver, or other 
heavy metals that were present in the ore. 

4. Converting. — In this stage of the process the matte is changed 
to metallic copper by blowing air through the melted mass while 
it is contained in a receptacle known as a converter. In principle, 
the converter employed is similar to the bessemer converter (pages 
279 and 281) used in the steel industry, except that it is as a rule 
wider and shallower with a greater capacity than the steel bessemer, 
and that the air is introduced low on the sides, rather than in the 
very bottom. The copper converter, however, unlike the steel 
converter employed in American practice, is basic-lined; the lining 
consists of magnesia brick. 

A charge of melted matte is conveyed into the converter, a little 
sand or raw ore is added, and air under a pressure of about 15 psi 
is blown through the liquid mass. The sulfur burns to sulfur 
dioxide, and the ferrous sulfide is conveited into ferrous oxide. 
As the ferrous oxide forms, it reacts* with silica of the sand or with 
the silica and the alumina of the raw ore to form a slag. When the 
iron has been slagged from the matte, the blast is stopped and the 
slag is poured off. The blowing is then resumed. Now the copper 
sulfide is oxidized. The copper oxide formed reacts with unchanged 
sulfide to yield metallic copper. The chief reactions occurring in 
the converter may be summed up as follows: 

First stage 

2FeS + 3 O 2 - 2FeO + 280, 

FeO + SiOj = FeSiOa 

Second stage 

2CU2S + 3O2 = 2CU2O 2SO2 
2 CU 2 O + CujS - 6Cu + SO 2 

Approximately 5 hr. are required to complete these reactions as 
compared to the 15 min. required for the conversion of pig iron into 
steel (page 283). The 3 deld of copper is about 99 per cent pure. It 
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is called ''blister copper’' because, when cast, sulfur dioxide which 
was dissolved in the melted metal separates in the form of bubbles. 
On the surface of the solidified metal the bubbles appear as blisters. 

Refining. — Because of the detrimental effect of even very small 
quantities of impurities on the electrical conductivity^ of copper, 
the electrical industry, which consumes over half the copper pro- 
duced in the United States, demands a purity of at least 99.96 per 
cent. To meet this requirement, the copper is subjected to a 
refining process. 

There are two ways of refining copper: fire refining and elec- 
trolytic refining. It is only by the latter process, however, that 
metal suflSciently pure for the electrical industry can be produced. 

In fire refining, which is the older method, the converter metal 
is transferred to an acid-lined furnace with a basin-shaped hearth. 
At first, the flame is kept strongly oxidizing in character. As soon 
as the sulfur has been removed, oxidation is carried on by means 
of air jets aided by some method of mechanically agitating the melt 
to expose more surface. Cuprous oxide is formed, which in turn 
acts as an oxidizing agent for the baser metals. Their oxides then 
escape as a fume, or are slagged by combining with the silica of the 
lining. An excess of cuprous oxide is left, and must be reduced, 
since if allowed to remain, it causes the metal to be in a condition 
known as *'dry,” which means that it is brittle, breaking with a 
granular fracture, instead of being tough with a fibrous fracture. 
Reduction is accomplished by covering the molten charge with 
charcoal or coke and stirring with a pole of green wood. The wood 
undergoes destructive distillation, and the gases that escape, in 
addition to having a reducing effect, bring about a violent bubbling 
and stirring of the melted metal, which allows occluded oxidized 
bodies to rise. Overreduction must be avoided, since the copper 
almost always contains traces of the oxides of arsenic, antimony, 
and bismuth which in their oxide state are not so objectionable; but 
if the reducing action of the carbon and the gases from the pole is 
too great, these oxides are reduced, and the resultant metals are 
more active in producing brittleness than the cuprous oxide itself. 

Even in the electrolytic method, the metal is given a preliminary 
fire refining to remove as much as possible of the impurities and to 
secure as nearly as possible a uniform product. It is then cast in 
the form of slabs about 3 ft. square and 2 in. thick weighing approxi- 
mately 500 lb., which are known as anode plates. It is cheaper 

^ See Physical Properties, p. 125. 
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to remove the major impurities by the fumacing process than by 
electrolysis, and, in addition, if the anodes are of uniform compo- 
sition much better results can be secured in the electrolyzing bath. 

In electrolytic refining there are two methods of connecting the 
electrodes: multiple find series. In the former, the anodes, con- 
nected in multiple, are suspended between similarly connected thin 
sheets of pure copper in a warmed, constantly circulated bath of 
copper sulfate solution acidified with sulfuric acid. An electric 
current of relatively low voltage and high current strength is 
employed; the current density is about 25 amp. per sq. ft. of cathode 
surface. As the current passes through the system, copper at the 
anode surface is oxidized and passes into solution as copper ions. 
At the cathode surface, copper ions are discharged and adhere there 
as metallic copper. Thus, the anode gradually dissolves away and 
the cathode builds up. By suitably regulating the potential drop 
across the cell, it is possible to avoid dissolving a great many of the 
impurities contained in the copper. These impurities, together with 
bits of copper, drop from the anode and collect as an anode slime. 
The chief components of the slime are copper, silver, gold, platinum, 
salts of bismuth and antimony, cuprous oxide, lead sulfate, silver 
chloride, sulfur, selenium, and tellurium. The gold, silver, and 
platinum recovered from the slime constitute a noteworthy source of 
profit. Although metals such as iron, zinc, and nickel dissolve at 
the anode, the tendency of their ions to discharge at the cathode is 
less than the dischai^e tendency of the copper ions; consequently, 
imder the operating conditions they are not plated out. By this 
method, cathode copper having a purity of approximately 99.955 
per cent is obtained. Because the cathode plates are somewhat 
granular in texture and do not stand shipment well, small pieces 
being broken off, the copper is not marketed in this form, but is 
melted and cast in bars. The melting lessens the purity slightly. 

In the series system there are no starting sheets; the back of 
each anode serves as the cathode for the preceding anode. These 
anodes, which may be either rolled or cast, are thin; the thick heavy 
slabs employed in the multiple system do not serve satisfactorily 
here. 

Leaching. — ^The copper from low-grade oxidized ores and from 
old tailings may be extracted by a suitable reagent. From old 
tailings the metal may be obtained by leaching directly, whereas 
more recent tailings must be oxidized by roasting prior to leach- 
ing. By long continued exposure to the weather, a wet oxidation 
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occurs which 3 delds a soluble product. The action may be illus- 
trated as follows: 

CuS + 20, = CUSO 4 

This reaction occurs in mines; as a result, some mine waters contain 
enough dissolved copper salts to render recovery profitable. 

Ores and tailings are extracted in vats with acid-proof linings 
and filter bottoms. The solvents used inay be sulfuric or hydro- 
chloric acids, aqueous solutions of iron salts, ammonia water, 
ammonium-carbonate solution, or similar reagents. From the 
solution the copper is recovered either by electrolysis or by pre- 
cipitation with metallic iron. 

Recovery of Dust and Fume, — ^In the several furnace operations 
in copper smelting, a great deal of dust is produced. The amount 
of the dust has been increased in recent years by the fineness of the 
concentrate supplied by the flotation process. Dust recovery is an 
important item of plant ecotiomy. For the most part, the flues of 
all the furnaces in a copper-smelting plant lead to a single mammoth 
stack. The point of entry to the stack then constitutes a con- 
venient place for dust recovery. 

One of the simplest methods is to establish at the base of the 
stack large dust chambers through which the gases pass at low 
velocity. In a modification of this system, wire baflBes on which 
the dust impinges and adheres are placed in the dust chambers. 
While the gas stream is being diverted through another chamber, 
the dust is dislodged from the baffles and recovered. 

For extremely fine particles, such as fumes, electrostatic precipi- 
tation, of which the Cottrell system is a well-known example, is 
serviceable. In one of the Cottrell installations, corrugated-steel 
roofing sheets, spaced 12 in. apart, with rows of small chains between 
them, are hung in boxlike chambers. The chains are electrified with 
a static charge imder very high tension. As the dust passes into the 
electric field surrounding the chains, the particles become charged 
and are repelled from the chains to the plates. The plates being 
grounded, the dust particles discharge there and collect in masses 
large enough to fall through the rising stream of gases. 

Physical and Mechanical Properties. — Copper is the only 
reddish-colored metal. It is second only to silver in electrical con- 
ductivity, and of the half million or more tons produced in this 
country annuaUy about one-third is used in the electrical industries. 
Although pure copper is one of the best conductors of heat and 
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electricity, its electrical conductivity is highly sensitive to the 
presence of impurities. The following percentages will serve to 
illustrate their effect: as little as 0.03 per cent of arsenic will lower 
the electrical conductivity about 14 per cent; 0.13 per cent of phos- 
phorus will lower it 30 per cent; and 0.4 per cent of iron, 64 per cent. 

If copper is heated to a red heat and cooled slowly, it becomes 
brittle; but if cooled quickly it is soft, malleable, and ductile. The 
brittleness is due to the coarsely crystalline structure that develops 
during slow cooling. At red heat, copper can be welded. 

Like aluminum, pure copper does not cast well. When molten 
it absorbs gases, such as carbon monoxide, hydrogen, and sulfur 
dioxide, which separate out on cooling and cause “blowholes.’' To 
produce sound castings having a high electrical conductivity, 
Wcintraub^ adds about 1 per cent by weight of boron suboxide to 
the molten copper, which has been heated to about 1350°C. To 
secure high conductivity, pure copper must be used, since the sub- 
oxide acts only as a deoxidizer. Sound castings can be made by 
this treatment regardless of the purity, but the conductivity is 
reduced in proportion to the amount and kind of impurity present. 
Although electrical conductivity as high as 97 per cent of the 
maximum has been obtained in castings made in this way, it is 
usually about 88 to 90 per cent. 

Table 25. — Physical and Mechanical Properties or Copper 


Melting point 1084'‘C. (lOSS'^F.) 

Boiling point 2595^C. (4703*^^) 

Density 8.94 g. per cc. (20®C.) 

Electrical resistivity 1.682 microhm per cm. 

Thermal conductivity . . .... 0.923 c.g.s. 

Tensile strength 31,800 psi, commercial, rolled and annealed 

60,000 psi, hard drawn 

Modulus of elasticity 16 X 10* psi 


The ultimate tensile strength of copper varies greatly with the 
mechanical treatment to which it has been subjected. For cast 
copper, the tensile strength is about 25,000 psi; when cold rolled or 
cold drawn (so-called hard drawn, e.g., trolley wire), its tensile 
strength will range from 40,000 to 67,000 psi. 

For copper that is to be worked, lead is sometimes added in 
order that the metal may be worked more easily, but if more than 
about 0.5 per cent is employed, it causes the copper to be brittle. 
In copper alloys for casting, as much as 10 to 20 per cent may be 
EUc, Ren., 15, 459 (1912). 
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added to cheapen the product, but this lead largely separates out in 
globular masses on cooling. At the melting point of lead, copper is 
practically insoluble in liquid lead, and less than 0.05 per cent of 
lead enters into solid solution (page 214) in the copper. 

The physical and mechanical properties of copper are summa- 
rized in Table 25. 

Chemical Properties. — When exposed to dry air, copper slowly 
turns dull, due to the formation of a thin film of the cuprous oxide. 
In moist air, it becomes coated with a green basic carbonate, 
Cu( 0 H )2 CuC 03 , incorrectly called verdigris, which is closely 
adherent and protective. In the presence of atmospheric hydrogen 
sulfide, it is rapidly darkened by the formation of cupric sulfide, 
but the film is protective. On the whole, copper is quite permanent 
under the usual conditions of outdoor exposure. 

When heated in the air, it becomes coated with a layer of the 
black cupric oxide, CuO, beneath which will be found a layer of 
the red, cuprous oxide, CusO. 

Although copper does not dissolve in hydrochloric and dilute 
sulfuric acids with the evolution of hydrogen, both these acids attack 
the metal slowly in the presence of oxygen. It is soluble in hot 
concentrated sulfuric acid, with the evolution of sulfur dioxide: 

Cu + 2 H 2 SO 4 == CUSO 4 + SO 2 + 2 H 2 O 

It is readily soluble in dilute or concentrated nitric acid: 

3Cu + SHNOa = 3 Cu(N 03)2 + 2NO + 4 H 2 O 

It is important to remember that many organic acids, even when 
dilute, act upon copper. Such acids are often found in food prod- 
ucts and may come into contact with copper used in making 
utensils for cooking. All copper compounds are poisonous. 

Ammonia water slowly dissolves copper in the presence of air 
with formation of a complex ammine, Cu(NH3)4(OH)2; a blue- 
colored solution is produced. 

Uses of Copper. — The largest proportion of copper produced is 
employed for electrical purposes. About one-fourth is consumed 
in maMng brasses, bronzes, and other copper alloys. It is used for 
sheeting, roofing, spouts, boilers, stills, and condensers, and other 
purposes where corrosion resistance with fair strength and flexibility 
is essential. 
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Lead 

Occurrence. — Lead is a very widely distributed metal ; it is found 
in nearly every country of the world. About 70 per cent of the 
total output of all countries, however, is produced by five of them, 
the United States, Australia, Mexico, Canada, and Germany. 
Other large producers are Belgium and India. Russia and China 
have immense deposits of ore, but their output is small because 
they are not extensively worked. In the United States the leading 
states in order are Missouri, Utah, Idaho, and Oklahoma. 

The production of lead in the United States has been gradually 
increasing for many years, but this has not been due to any recent 
discovery of new ore bodies. There are probably within the United 
States no deposits of any consequence that remain to be discovered, 
and the fields now being worked are slowly being exhausted. The 
increase in output has been due to better methods of ore dressing, 
especially to selective flotation. By this method it has been possible 
to derive lead from complex ores that were formerly considered to 
contain so little lead that it could not profitably be recovered. In 
the last few years the rate of increase in the output of Canadian lead 
has been greater than that of any other country. The most of it is 
produced in British Columbia. It is interesting to note that Spain^s 
lead deposits, which are still important, are the same deposits that 
were worked by the Romans in the third century b.c. 

It seems now that Africa will make a considerable contribution 
to the world's future supply of lead. Important ore fields have 
been found in Morocco, Rhodesia, and in the South-West Africa 
mandate. 

Ores. — In deposits of their ores, lead and zinc are generally asso- 
ciated. The mixtures, of course, vary greatly in proportions. In 
one locality it will be lead and in another zinc that predominates, 
but neither metal is likely to be found entirely free from the other. 
Not infrequently lead mines become zinc mines at lower levels. 
Zinc minerals weather more readily than those of lead and are 
often carried by water to lower levels more rapidly and completely 
than lead. 

Lead sulfide, PbS, called galena or galeniie, is the chief lead ore. 
Its distribution is very wide. There are practically no important 
deposits of lead in which galena is not present to some extent. 
Silver sulfide is scarcely ever absent from galena; the amount is 
small, however, generally being less than 0.3 per cent. 
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Second in importance as an ore of lead is cerussUef the carbonate, 
PbCOa, immense deposits of which are found in Colorado and 
Nevada. Prior to the discovery of these deposits, eerussite was 
considered to be of little value. During the 16 years that followed 
the gold strike in 1860 on the present site of the city of Leadville 
at the upper end of the Arkansas River valley in Colorado, the 
placer miners thoughtlessly moved aside the great boulders and 
heavy sands” that obstructed their work, unaware that they were 
part of a deposit of lead ore, extremely rich in silver, worth more by 
many hundreds of millions of dollars than all of the gold that would 
ever be removed from that district. Ceruisite is a secondary formar- 
tion; it has been formed by the weathering of galena. In some 
mines eerussite is found near the surface and galena at lower 
levels. 

Anglesite, PbS 04 , and 'pyromorphite, 3Pb8P208 PbCl 2 , are lead 
ores of minor importance. Other lead minerals also are found. 

Metallurgy of Lead. — If the metallurgy of lead involved no more 
than the extraction of lead from galena or from eerussite, the process 
would be extremely simple. In practice, however, the process is 
not simple because lead ores are very complex. In addition to the 
zinc and silver, of which mention has already been made, in lead 
ores, antimony, arsenic, bismuth, cadmium, manganese, iron, nickel, 
cobalt, copper, gold, and other metals may be present. The proc- 
ess must be adapted to the recovery of some of these elements 
because they are valuable; others must be removed from the lead 
because they affect its properties adversely. 

Flotation . — In accordance with modern practice in handling ores, 
the sulfide ores especially, if concentration of lead ores is required 
it is generally done by flotation (page 141). It has been found that 
the intimate mixtures of sulfides in lead ores may be not only parted 
from the gangue, but may themselves be separated by a process of 
selective flotation. If the flotation liquid is made faintly alkaline 
with soda ash, and a little sodium cyanide and zinc sulfate are 
added, zinc sulfide and iron pyrite may be floated without bringing 
up the sulfides of copper and lead. In a second treatment, by mak- 
ing the liquid more alkaline, the zinc sulfide is floated from the iron 
pyrites. The copper is removed from the lead later during refining. 

Blast-furnace Smelting. — Today practically all lead smelting ir 
this coimtry is carried out in the blast furnace. The principal ore 
of lead, galena, PbS, contains also sulfides of Zn, Fe, Cu, Sb, and As, 
and silicates and carbonates of Ca, Fe, Al, Mg, etc. Small amounts 
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of Au and Ag are likewise present. The ore is first subjected to a 
roasting process at temperatures between 460 and 700®C. with free 
access of air. A considerable amount of sulfur is removed and other 
important chemical changes occur. Some typical reactions are 

2PbS -f J^02 = PbO + PbS04 + SO 2 
FeSa (pyrite) = FeS + S 
FeS + 3^02 = FeO + SO 2 
CuaS + 3^02 - CU 2 O + SO 2 
2ZnS -f“ == ZnO 4- ZnS 04 + SO 2 

This roasted material is mixed with coke, fluxes, and some scrap iron 
and is introduced into a water-cooled blast furnace. This furnace is 
quite similar to that used in the recovery of copper, except that the 
temperature of operation is much lower. The essential reduction 
reactions are 

PbO + C = Pb + CO 
PbO + CO = Pb + CO 2 
PbS + Fe = Pb + FeS 

The molten lead collects in the crucible at the bottom of the furnace, 
from which it is tapped at intervals. Above the lead a matte of cop- 
per and iron sulfide, containing some lead, collects and above this 
a slag consisting principally of silicates of Fe and Ca. This likewise 
is tapped off and then the matte is separated from the slag. A 
retreatment of the matte in a blast furnace removes most of the 
lead and results in a final matte of sufficient copper content to be 
treated for the recovery of this metal. 

Reverberatory or Ore-hearth Smelting. — This is the oldest 
method of treating lead ores, but it has practically passed out of 
use in this country. It is applicable only to ores of high purity, 
containing at least 55 per cent of lead and less than 5 per cent of 
silica. The labor costs on the earlier hand-rabbled ore hearth were 
excessive, and even with the introduction of mechanically raked 
hearths this method cannot compete with the high-capacity blast- 
furnace process. Briefly, the furnace consists of a cast-iron well 
or hearth box set in brickwork and supplied with tuyeres for the 
admission of an air blast and with necessary hood and flues. The 
ore is mixed with small amounts of lime and covered with a little 
coke. A blast of air is admitted for three or four minutes, and the 
combustion of the coke raises the temperature of the mass suffi- 
ciently to fuse it partly. This is drawn out on the work stone in 
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front of the furnace where the slag is separated. The molten lead 
trickles down into a receptacle and the unreduced ore is returned to 
the furnace. Lead also collects in the furnace well and overflows 
through spouts. The important chemical changes involved in the 
reduction of the ore are illustrated by the following reactions: 

PbS + 7^02 - PbO + PbS04 + SO2 
PbS + 2PbO = 3Pb + SOt 
PbS + PbS04 = 2Pb + 28O2 

Leaching. — An increasing tonnage of lead is being extracted from 
ores by a method of brine leaching. Galento ore, roasted to sulfate, 
is leached with a chlorinated solution of sulfuric acid saturated with 
sodium chloride. In some cases, raw ores are leached. The lead is 
recovered from the leach liquor by electrolytic deposition with high 
current density. The sponge lead that collects on the cathode is 
removed and pressed into cakes for melting. 

Refining of Lead. — The lead obtained from practically all ores, 
except those found in the Mississippi valley and in parts of Germany 
and Spain, contains enough silver to pay for its extraction. This 
argentiferous lead, called base bullion, is likely to contain also other 
precious metals such as gold, platinum, and palladium. In refining 
the lead, not only must these metals be recovered, but the impurities, 
such as sulfur, arsenic, antimony, bismuth, tin, copper, iron, nickel, 
and cobalt, all of which are very detrimental in their effect on the 
lead, must be removed, and for the most part must be worked up 
into salable products. ’ 

Softening . — The base metal impurities make the lead hard and 
unfitted for most of its uses. The treatment employed for their 
removal, therefore, is spoken of as a softening process. Nearly all 
of these impurities fortunately combine with oxygen more readily 
than lead, and can be taken out by an oxidizing treatment. As 
their oxides are formed, they collect on the surface as a dross, which 
is removed by skimming. Copper and bismuth cannot be effectu- 
ally eliminated in this manner. Copper, however, forms an alloy 
with lead that is less fusible than the lead itself. By suitably 
regulating the temperature of the melt, use may be made of this 
fact to effect its removal. Bismuth is generally separated subse- 
quently in connection with the process of desilvering. 

Desilvering . — The softened lead still contains the silver and other 
precious metals. There are three principal methods employed for 
their removal: the Pattinson, the Parkes, and the Betts. 
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1. The Pattinson process: This method is based upon the fact 
that when argentiferous lead is cooled to its solidification range, the 
lead crystallizes selectively, rejecting the silver which remains in the 
melt. The crystals of lead are skimmed out, more silver-bearing 
lead is added, and the process is repeated. When the silver content 
of the liquid lead reaches about 500 oz. per ton, it is removed from 
the pot and cupeled. In cupellation the metal is subjected to an 
oxidizing process. The lead is converted into litharge, PbO, while 
the silver is practically unaffected by the oxidizing attack. Gold 
and other metals remain with the silver. 

2. The Parkes process: This method of desilvering lead is based 
on the fact that at temperatures near the melting point of zinc, 
liquid zinc and lead are practically immiscible, like oil and water. 
Two layers form with the less dense zinc floating on the lead. Very 
little lead is present in the zinc layer and relatively little zinc dis- 
solves in the lead. Furthermore silver (and gold) distribute them- 
selves between these layers so that the zinc layer contains most of 
the precious metal originally present in the lead. If the temperature 
is lowered somewhat, the zinc-silver (gold) alloy solidifies and can 
be skimmed off. The zinc is first brought into intimate contact 
with the lead by stirring, then is allowed to rise, and the crust that 
it forms is removed. Two or more treatments with zinc are 
required. The zinc is recovered from the crust by distillation and 
is employed again. The relatively small amount of lead remaining 
with the silver is removed by cupellation. 

Whether the Pattinson or the Parkes method is employed 
depends partly upon the bismuth in the softened lead. In the 
Pattinson process the bismuth stays in the silver-bearing lead and is 
removed by cupellation; in the Parkes process the bismuth remains 
in the desilvered lead that goes to market. High-bismuth lead, 
therefore, is more successfully handled by the Pattinson process. 
On the other hand, because the Parkes method is cheaper to operate, 
allows less silver to remain in the lead that is marketed, and recovers 
completely even traces of gold, it is the desilvering process most 
generally used in the United States. 

3. The Betts process: Some lead, especially that with a high- 
bismuth content, is refined by electrolysis. The scheme is very 
similar to that employed in the electrolytic refining of copper 
(page 145). The electrolyte is a solution of lead fluosilicate, 
PbSiFe. Gold, silver, and bismuth remain unattacked at the anode, 
and are recovered from the anode slime. Although ordinaxily the 
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lead deposit on the cathode is spongy, if a little gelatin or some 
similar colloidal substance be added to the fluosilicate electrolyte, 
a solid cathode deposit as dense as cast lead is secured. As little 
as 1 part of gelatine to 5,000 parts of solution is required to pro- 
duce this effect. 

Commercial Lead. — In commercial lead from different sources 
there may be a marked variation in the amount of impiirities 
carried. The refining that nonargentiferotts^ lead receives is some- 
times scanty. It may be no more than a alow melting down and 
stirring with a pole of green wood or with dry steam to allow 
entangled slag and other oxide inclusions to ilse. Some purification 
through oxidation, of course, will occur in this process. Lead con- 
taining over 0.05 per cent of bismuth cannot be used for corroding’' 
lead in the manufacture of white lead (page 550) because bismuth 
imparts to the white lead a gra 3 dsh color. A good quality of corrod- 
ing lead will contain from 99.95 to 99.99 per cent of lead. All the 
usual impurities, arsenic, antimony, bismuth, zinc, and copper, 
increase the hardness of lead. Zinc also lessens both its resistance 
to acid attack and its suitability for the manufacture of lead-tin 
solder. 

Properties. — ^Lead is a bluish-gray metal with a high metallic 
luster when freshly cut. It is the softest and heaviest of all the 
common metals. It can readily be scratched with the fingernail 
when pure, and is the least tenacious of the common metals. It is 
very malleable and may be readily formed into foil. When hot it 
may be extruded by hydraulic presses into tubes, rods, and wire. 
Under a pressure of 29,000 psi, filings and shearings can be pressed 
into a solid block. Under a pressure of 75,000 psi, it appears to 
liquefy at ordinary temperatures. The properties of lead are 
summarized in Table 26. 


Table 26. — Pbopebtibs of Lead 

Melting point 327.4‘*C. (621.3**F.) 

Boiling point m4"C. (3169®F.) 

Density 11.35 g. per cc. at 20®C. 

Electrical resistivity 20.66 microhms 

Thermal conductivity 0.083 c.g.s. 

Tensile strength 1,600 psi, very pure 

2,000 psi, ordinary 

Modulus of elasticity 2.66 X 10* psi 

Hardness 4.1 Brinell 


* Containing no silver. 
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Chemical Properties.— Lead is not affected by perfectly dry air 
or by water that is free from air. In the presence of both air and 
moisture, clean lead surfaces rapidly acquire a thin film of the basic 
carbonate. The film adheres closely and retards further action. 
Under severely corrosive conditions, as when buried in cinders, lead 
is rapidly attacked. In this location, a white incrustation of the 
carbonate, sulfite, and sulfate is produced. 

Lead is quickly tarnished by atmospheric hydrogen sulfide; a 
layer of black lead sulfide is formed. In normally dry air the sulfide 
layer is protective but, if exposed to the weather, the sulfide is 
oxidized to the sulfate which forms a whitish efflorescence. 

If melted in contact with air, a dark scum or coating of the sub- 
oxide, PbsO, appears. If the temperature is raised to a dull-red heat 
the suboxide is converted into the monoxide, PbO. This oxide finds 
wide application in the arts, especially in paints as a drier. It is 
manufactured by heating lead in air, and removing the film of oxide 
as it forms. If produced at a temperature below the melting point 
of the oxide, the product, which is an extremely fine powder, is called 
maaaicoL When formed at a temperature above its melting point, 
the oxide, which solidifies as a stonelike mass, is known as litharge. 
On standing, the massive litharge crumbles into orange-yellow scales 
called flake litharge, which must be ground to a powder for use. If 
the litharge is heated in air to a temperature between 400 and 
450®C., it is converted into red lead or minium, Pb804. 

Lead is resistant to the action of the alkalies, such as caustic 
soda and potash. It is not much affected by cold hydrochloric or 
sulfuric acid ; it is especially indifferent to the latter. The lead salts 
of these acids are insoluble in the cold, so that some protection is 
afforded the metal after the acid has attacked the surface slightly. 
Lead is quite soluble in nitric acid, and in the presence of air is 
noticeably attacked by acetic. Many of the relatively weak organic 
acids, such as are found in food products, dissolve lead slightly, so 
that lead should not be allowed to remain in contact with foods or 
beverages. All lead salts are poisonous. According to the manner 
in which they act, they belong to the accumulative class, i.e., small 
amounts taken daily seem to be stored within the system until a 
toxic quantity is present. Absorbed lead may remain in the body 
for years. Very pure water dissolves lead sufliciently to make it 
dangerous for continuous use. When the lead is in contact with 
hard water, an insoluble coating of lead carbonate and sulfate is 
formed on the metal; this coating prevents the water from being 
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contaminated. With pure water, such as rain water, lead hydrox- 
ide, which is noticeably soluble, is formed. Consequently, lead 
pipes are suitable for conve 3 dng drinking water only when the water 
is hard. At the present time, however, lead pipes are used chiefly 
for waste lines. Stains and splashes of paints containing lead pig- 
ments should not be allowed to remain upon the skin, because lead 
compounds from this source are absorbed tlurough the skin. 

Uses of Lead. — From the time of the Bomans, at least, lead has 
been used for the making of tubes or pipes; in fact, from the Latin 
word for lead, plumbum, has been derived the name “plumber.'' 
Lead is employed for chemical laboratory and plant drains, and for 
chemicalproof plumbing in general. It finds extensive application 
as sheaths for electric cables, both overhead and underground. In 
the form of sheet lead it serves excellently for roofs, gutters, and 
cornices. Large quantities of the metal are consumed in the manu- 
facture of the lead sulfuric acid-type of storage battery, and in the 
manufacture of white lead and other paint pigments. 

As given by “Minerals Yearbook, 1937," the percentages of the 
total lead consumed in the United States for major uses were as 


follows; 

Use Per Cent 

Storage batteries 28 

White lead, red lead, litharge 21 

Cable coverings 13.5 

Building ... 6.6 

Ammunition 5.8 

Solder 3.2 

Foil • 3,2 

Type metal 2.5 

Bearing metals 2.2 

Calking 2.2 


The uses indicated account for more than 88 per cent of the total 
consumption. 

In addition to the solder and bearing alloys, mentioned in the 
accompanying table and discussed on pages 248 to 252, lead enters 
into a great variety of other alloys, such as brasses and bronzes, 
pewter, low-melting-point alloys for sprinkler heads, safety plugs in 
boilers, fire-door releases, and fuses. 

Tin 

Occurrence. — There is only one tin ore of any importance, the 
stannic oxide, Sn02, called cassiierite or tin atone. In Cornwall and 
Devon, in the south of England, it has been found in comparatively 
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large quantities. As early as 1000 B.c. these deposits were worked 
by the Phoenicians, and for many centuries in more modern times 
they were the best-known source of tin, but now the mines are 
almost exhausted. At present the chief producers of tin, in order 
of importance, are the Federated Malay States, the Dutch East 
Indies, and Bolivia. Approximately two-thirds of the world’s total 
production of 210,000 tons of the metal comes from these three 
sources. Nearly the total output of the Dutch East Indies is sup- 
plied by the islands of Banca and Billiton, lying between Sumatra 
and Borneo. In the tin trade the terms “Straits tin,” for Malayan 
tin, and “Banca tin” have long been common. 

Other countries producing small amounts of tin are Thailand, 
Nigeria, China, and Australia. Tin is the one metal of major 
industrial importance that is not found in considerable quantity 
in the entire North American continent. We import into the 
United States about 80,000 tons per year, valued at better than 
$104,000,000. 

Mining and Metallurgy of Tin. General Considerations. — Cas- 
siterite, the tin ore, is found in two types of deposits: (1) in primary 
deposits in the form of veins or lodes; and (2) in transported alluvial 
(water-borne) or placer deposits. The transported deposits, of 
course, had their origin in the weathering of the primary deposits. 
The latter are practically always in, or closely connected with, 
granite or other acid eruptive rocks. According to the type of 
deposit, tin ore is designated either as “vein tin” or “stream tin.” 
Although the other minerals associated with tin oxide in the ore 
are decomposed by weathering, the cassiterite, being very stable, 
is practically unaffected. Owing to the removal of the decomposi- 
tion products by the dissolving and washing action of the transport- 
ing water, the tin ore in placer deposits is much more nearly pure 
than that in the original vein formations. Most of the Malayan 
and East Indian tin is obtained from alluvial deposits chiefly by 
ground sluicing, hydraulic mining, and dredging; practically all the 
ores from Bolivia, China, and Nigeria are taken out by vein mining. 
This fact has an important bearing on the quality of the tin coping 
to the market from these sources. Tin smelted from Asiatic ores is 
much purer than that from Bolivian and other ores. 

Because of a prohibitive export duty, all tin ores mined in Great 
Britain and her possessions are required to be smelted within the 
British Empire.^ As a result, most of the Malayan ores are smelted 

^ HxUi, Eng. Mining 109 (1913). 
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at Singapore and Penang. The latter town is located on a small 
island just off the west coast of the peninsula. Similar restrictions 
operate to prevent the exporting of tin ores from the Dutch East 
Indies, and these ores also are smelted locally. Owing to British 
control, even the Bolivian ores are smelted chiefly in England. 
Today there is not a single tin smelter operating in the United 
States.^ 

Preparation of Ore . — Because the methods of refining the metallic 
tin after smelting are not very satisfactory, it is more essential with 
tin ores than it is with those of some other metals to deliver to the 
smelting furnace as pure a concentrate as |>ossible. Inasmuch as 
the alluvial ores are originally relatively pure, mere concentration 
may be all that is required with such ores. This may be accom- 
plished by washing in various types of simple sluicing devices. In 
this manner the lighter clay, sand, and gravel may be washed away. 
The same treatment may be applied to a few lode ores after crushing. 
Sometimes handpicking methods are used. In the more modern 
plants, standard wet-concentrating machinery is employed. 

Some tin ores, particularly those from Bolivia, contain the 
sulfides and arsenical compounds of such metals as lead, antimony, 
bismuth, copper, and iron. Washing will not remove these min- 
erals, but they may be removed by oil flotation (page 141). 

In some cases, after washing, a further purification of the ore 
is effected by roasting. Much of the sulfur, arsenic, and antimony 
may be removed directly by volatilization in this way. After 
roasting, washing will remove undesirable metallic compounds that 
could not be removed by water from the unroasted ore. Oxides 
formed by roasting, such as those of copper, bismuth, and iron, may 
be extracted by leaching with dilute solutions of sulfuric or hydro- 
chloric acids. Roasting with sodium chloride or sodium carbonate, 
followed by leaching with water, is sufliciently effective in some 
cases. From the several methods available, the metallurgist in 
charge selects that one which will yield the purest product with 
the ore in question. 

Smetting . — Compared to the metallurgical difficulties encoun- 
tered in the smelting of the ores of some metals, the extraction of 
tin from its ores is not difficult. Tin is found in the ore as an oxide, 
and the oxide is readily reduced by carbon. Either the blast 

1 At present, a tin smelter to operate on Bolivian ore is being constructed in 
Texas. 
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furnace or the reverberatory furnace may be employed. Blast- 
furnace smelting is much the older of the two methods. 

The blast furnace employed in tin metallurgy has a rather low 
shaft and the blast pressure is comparatively light. The fuel may 
be either charcoal or coke, and the flux may be either silica or lime- 
stone as the gangue requires. The only difficulty encountered is 
that, if the slag is too acid, tin will be lost as a silicate of tin, and 
that if the slag is too basic, the tin oxide will act as an acid and will 
enter the slag as a calcium stannate. 

If the reverberatory furnace is employed, the charge will consist 
of ore, crushed anthracite coal, and the necessary fluxing material. 
The furnace may be fired with long-flame, bituminous coal or with 
oil. For the smelting of fine ores and concentrates, the reverbera- 
tory is preferred to the blast furnace because the dust losses are 
less. 

Refining of Tin. — Depending upon the amount of impurities in 
the concentrated ore, the reduced metal obtained by smelting will 
require more or less refining. For this purpose either fire refining 
or electrolytic deposition may be employed. The former is the 
older method and is the one that is the most generally used. Fire 
refining may involve two operations: liquating and poling. Liquat- 
ing is a type of sweating process. The impure tin is cautiously 
heated on a sloping hearth to a temperature a little above the 
melting point of pure tin. The relatively pure tin then melts and 
drains away, and a skeleton of impure metal remains on the hearth. 
The hearth residue ultimately finds its way back to the smelting 
furnace. If the metal obtained by liquating is not sufliciently 
pure, it is treated by the poling (frequently called ''boiling'') 
process. 

In the poling process the tin is heated to a temperature con- 
siderably above its melting point and is stirred with a pole of green 
wood. The steam and gases that escape produce a violent boil- 
ing^* action, which causes the metal in the bottom of the vessel to 
be brought to the surface. This stirring not only allows occluded 
nonmetallic bodies to rise but metallic impurities are oxidized as the 
metal comes into contact with the air. When a dross of oxides 
collects on the surface, it is removed by skimming. In some 
refineries the metal is agitated by the use of compressed air instead 
of the green wood. 

In the electrolytic refining of tin, the method employed is 
similar to that used for copper and lead. A product that is more 
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than 99,9 per cent pure may be secured by the electrolytic method ^ 
using a iiuosilicic acid bath, but even this high purity is not equal to 
that obtained from some of the purer concentrates derived from 
Banca ores. 

Reclaimed Tin. — Approximately a third of the tin consumed 
each year in the United States consists of that which has been 
recovered from waste material. Not all of tiie reclaimed tin appears 
on the market in the form of the metal, however; indeed, the 
largest part of it is in the form of oxide, salts, and alloys. Although 
this is true, the recoveries are important because they release a 
corresponding amount of new tin for other uses. 

The largest recoveries are derived from the scruff and drosses 
that are formed in making tin plate and terneplate (page 460). 
This is to be expected because the tin-plate industry is the largest 
single consumer of tin. 

Some of the reclaimed metal comes from clean-scrap tin plate, 
such as the clippings left, for example, when stamping out disks 
for can tops and bottoms. Nearly all tin-plate scrap is detinned 
by one of three methods: the electrolytic alkali, the chlorine, and 
the alkali-saltpeter processes. 

In the first process the tin coating is removed by an aqueous 
solution of an alkali and recovered by electrolytic deposition. The 
recovered metal is in the form of a spongy, granular precipitate 
which can be melted to pig tin. 

In the second process the scrap is placed in an autoclave and the 
tin is removed by dry chlorine gas. The chlorine attacks the tin 
readily, but has practically no action on the iron. The tin is 
recovered as stannic chloride which is used in weighting silk, and 
as a mordant in dyeing it. 

In the third method, by the use of a hot aqueous solution of an 
alkali and an oxidizing agent, ^ tin oxide is obtained which is used 
either for the preparation of enamels for cast iron in making sani- 
tary ware (page 461), or is smelted to pig tin in a reverberatory 
furnace. 

The tin coating and solder are also sweated from old tin-coated 
containers. The black steel sheet that remains is then melted to 
make sash weights. In some cases, tin from old tin-plated con- 
tainers is recovered by the chlorine process. Unless the recovery 
can be accomplished locally, so that freight chajrges can be avoided, 
the recovery of tin from old cans is not profitable. 

1 Met, Chem, Bng.y (1917), p. 187. 
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Commercial Tin. — ^Because most of the tin on the market has 
been refined by the heat-treatment method, and because refining 
by this method cannot be relied upon to eliminate completely the 
impurities, the purity of the ore from which the tin was obtained 
has an important bearing upon the quality of the refined metal. 
This is true of all metals, of course, but it is especially true of tin. 
New tin, called primary tin, is generally sold under the name of the 
mining or smelting companies producing it, and their brands have 
a special significance in guiding the purchaser as to the quality of the 
metal. Tin ores from the Asiatic deposits are purer than those from 
other parts of the world, and, as a result, the metal reduced from 
such ores is recognized as being of superior quality. Banca tin is 
the purest variety; it is frequently 99.96 per cent pure. Bolivian tin 
and reclaimed tin, called also secondary tin, may contain from 1 to 5 
per cent of impurities, chiefly lead, iron, copper, and antimony. 

In one of the methods employed in gauging the purity of tin, 
the smelter heats the metal to a temperature a little below its 
melting point and then drops it from a specified height upon a stone 
slab. If the tin is pure, it splits into strands of granules. Tin 
that has been tested in this way and has been found to be pure is 
sold as grain tin. That which is somewhat less pure is known as 
block tin. 

In this connection it should be remembered, as was indicated 
under the topic Reclaimed Tin, that the name ‘‘tin^' employed 
in speaking of ‘‘tin cans'^ refers to tin plate (page 453), a product 
made by coating sheet iron or steel with a very thin layer of tin. 
Pure rolled tin is designated as sheet tin or hlock4in sheet. 

Properties. — Tin occurs in two allotropic modifications, known 
as the alpha and beta forms. Alpha tin crystallizes in the cubic and 
beta in the tetragonal system. The familiar malleable form is the 
beta modification or “white tin,^^ which is stable from 18®C. to the 
melting point. 

When the beta form is cooled below 18^*0., it has a tendency to 
change to the alpha form, a gray granular powder known as “gray 
tin.*' The change is brought about very slowly, however, and the 
malleable form persists at ordinary low-atmospheric temperatures, 
although it is then in a metastable condition. The conversion into 
the granular form takes place most rapidly at —48^*0., but it may 
be noticed at 15^C, Consequently, articles made of pure tin will 
fall to a powder if kept at low temperatures for a long time. This 
phenomenon was first observed when some organ pipes in Bussiai 
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during prolonged cold weather, crumbled to dust. The transition 
has been found to occur in coldnstorage warehouses. It is hastened 
by '^inoculation that is to say, the presence of some of the trans- 
formed variety accelerates the change. Consequently, when 
started, it spreads rapidly. It is commonly designated as the 
"tin pest'' or "tin disease.’’ 

It was formerly thought that another allotropic form of tin, 
called gamma tin, existed above 161®C., because ordinary tin heated 
above this temperature became brittle. At 200°C. this "brittle 
tin'’ can be reduced to powder under the hammer. It has been 
proved recently that extremely pure tin does not exhibit this 
behavior, and that the brittleness was caused by small amounts of 
impurities. The presence of impurities in general has a noteworthy 
effect on the properties of tin. Fractional percentages of arsenic, 
antimony, and bismuth, as well as occluded stannous oxide, lower 
the tenacity of the metal appreciably. Small amounts of copper 
and lead increase its hardness and tensile strength but decrease its 
malleability. Iron increases the hardness and brittleness. 

We are chiefly concerned with the properties of beta or ordinary 
tin. It is a poor conductor of heat and dectiricity, as seen in 
Table 27. The electrical conductivity is about 12 per cent and the 
thermal conductivity 15 per cent that of silver. When a bar of the 
metal is bent, it emits a low crackling noise known as "tin cry,” 
which is due to friction of the crystal particles moving over one 
another. The properties of tin are summarized in Table 27. 

Table 27. — Propbktibb of Tin 


Melting point 231.8®C. (449.2°F.) 

Boiling point 2270*^0. (41 18°F.) 

Density 7.30 g. per cc. 

Electrical resistivity 1 1 .6 microhms 

Thermal conductivity 0.157 c.g.s. 

Tensile strength 2,000 psi 

Modulus of elasticity 6.9 X 10« to 7.8 X 10* psi 

Hardness 6.0 Brinell (10 mm. ball, 1,000 kg.) 


Chemical Properties. — Tin does not ordinarily corrode, or 
tarnish much when exposed to the atmosphere; in fact, it is about 
the most resistant of the common metals in this respect. On this 
account, it is much used to coat other metals. Above its melting 
point it oxidizes readily to stannic oxide, SnO). When heated to 
about 1550^0., it takes fire and bums with a white flame. 

Tin is attacked at a moderate rate by cold, dilute hydrochloric 
add; stannous chloride is formed. The action is much more rapid 
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if the acid is heated. Dilute sulfuric acid dissolves tin slowly with 
the evolution of hydrogen. Concentrated nitric acid forms stannic 
nitrate which is largely insoluble in the acid. If water is present, 
hydrolysis produces basic nitrates or orthostannic acid; however, 
if heat is applied, white, insoluble metastannic acid is produced. 

Uses of Tin. — ^Although the United States produces practically 
no tin, it consumes more than a third of the world’s total annual 
production. The consumption is distributed approximately as 
follows: 


Use 

Tin plate and terneplate* 

Solders 

Babbitt (p. 249) 

Brasses and bronzes 

* Terneplate is sheet steel coated with lead-tin alloy (p. 460) . 


Per Cent 
.. 40 
.. 22 
.. 8 
.. 8 


The remaining 22 per cent is used in making tin foil, collapsible 
container tubes for pastes, type-metal alloys, white-metal alloys 
(page 249), chemical reagents, etc. 

Owing to its comparative costliness, an effort is being made to 
find substitutes for tin. Food-packing companies are experi- 
menting with lacquered containers as a substitute for those made of 
tin plate. A phosphorized solder containing 983^ per cent of lead 
and very little tin has been found to be acceptable in place of the 
usual lead-tin solder (page 251) in making cans, and for automobile 
radiators. Cadmium is employed as a partial substitute for tin 
in Babbitt and bearing alloys. 


Zinc 

Occurrence. — Because zinc in the metallic form is chemically 
active, its occurrence in nature is not free but in the form of its 
compounds. Like lead, it is widely distributed. The sulfide, ZnS, 
called sphaleriiej zinc blende, and blackjack, is the chief ore. This 
ore generally contains also the sulfides of iron, lead, silver, and 
cadmium, and it may be accompanied by arsenides, antimonides, 
calcite, dolomite, and similar substances. Other zinc ores of less 
importance are smithsonite or zinc spar, ZnCOs; zincite, ZnO; 
franklinite, (Fe, Zn, Mn)0 (Fe, Mn)208; mllemite, Zn 2 Si 04 ; cala- 
mine, Zn 2 Si 04 *H 20 . The chief ore-producing countries are the 
United States, Poland, Mexico, Australia, Spain, Italy, and Canada. 
In this country the Joplin region deposits of sphalerite (in Kansas, 
Missouri, and Oklahoma) accoimt for nearly 40 per cent of the 
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domestic production, and the New Jersey deposits of franklinite 
and calamine for another 15 per cent. Other deposits are found in 
Tennessee, Virginia, Idaho, New York, Montana, Utah, Nevada, 
and New Mexico. 

Metallurgy of Zinc. — Sulfide ores of zinc are concentrated by 
flotation; carbonate, silicate, and other nonsulfide ores are concen- 
trated by magnetic separation, or in a washery by jigging and 
tabling. A great deal of zinc ore concentrates, like aluminum ore, 
is transported long distances for smelting. Concentrated zinc 
blende from Australia, for example, is smelted in quantity in 
Germany and Belgium. One of the reascms for this practice is 
that the sulfur dioxide resulting from roasting the blende is con- 
verted into sulfuric acid. A ton of rich concentrate, containing 
only 10 per cent of material other than zinc sulfide, will produce a 
ton of concentrated sulfuric acid. Unless the zinc is to be recovered 
from the roasted ore by a process of acid leaching accompanied by 
the electrolytic deposition of the metal, there is little use for the acid 
at the mine. It is more economical to transport the blende for 
smelting to some industrial center where the apid will be consumed 
in other processes, than it would be to transport the metal and acid 
to the industrial center. Some of the manufa(*turers of galvanized 
steel wire in America smelt the zinc ore at the wire plant. The 
acid produced is employed in ^^pickling’^ (cleaning) (page 429) the 
steel, and the zinc is used in coating the wire. Few manufacturing 
processes are more perfectly integrated than this. Even if the 
sulfur dioxide were of no economic importance, some provision 
would have to be made to take care of it. It is destructive to 
vegetation and an active accelerator in the corrosion of metals; 
consequently, it would become an unendurable nuisance if it were 
allowed to escape. 

General Principles . — There are three ways by which zinc is 
extracted from its ores: the hydrometallurgical or electrolytic 
process, the pyrometallurgical or retort process, and the electro- 
thermic or continuous electric furnace process. This last is the 
most recent development. In the electrolytic method ^ the roasted 
ore is leached wdth sulfuric acid, produced from the sulfur dioxide 
evolved in the roasting as previously noted, and the zinc is recovered 
from the solution of zinc sulfate by electrodeposition of the metal. 
Although this method has come into use comparatively recently, 
during the past few years it has grown rapidly, until in 1937 about 
21 per cent of the production in this country was by this method. 
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There are various ways by which the electrolyte may be pre- 
pared. In one of the recent methods, after roasting so that a 
magnetic decomposition product, zinc ferrite, is formed, the ore is 
separated into two parts by means of a magnetic separator. The 
magnetic portion, which contains some zinc oxide in addition to 
the zinc ferrite, is leached with sulfuric acid. The acid solution of 
zinc sulfate that results is then neutralized by the use of the non- 
magnetic portion which consists of pure zinc oxide. Owing to the 
neutralization, the iron is precipitated as a dense ferric hydroxide, 
which carries down with it all of the arsenic, antimony, and silica 
in the ore. The zinc is then deposited electrolytically from the 
purified solution. 

Electrodeposition has important advantages over distillation. 
The zinc produced is of high purity, and metals may be recovered 
from the ore that were lost by the older process. The chief plants 
of the world employing this method are located in Montana, British 
Columbia, Upper Silesia, and Tasmania. 

The general principle of the pyrometallurgical process of zinc 
reduction differs from that of most metals; there is no fluxing of 
the gangue to a melted slag. The zinc oxide, which in the ore may 
exist as such, or may be produced by roasting the sulfide, is reduced 
by carbon in the usual manner, but the metal is separated from the 
unfused gangue by distilling it from the reaction zone. Although 
the term smelting is employed in the metallurgy of zinc, unless other 
metals such as lead are also recovered, there is no smelting in the 
sense in which this term is usually understood. 

In order that zinc oxide may be reduced by carbon, it is neces- 
sary that the two be intimately mixed and heated to about 1100®C. 
Because zinc boils at 907®C., the zinc assumes the vapor state at 
the moment of reduction. Zinc vapor reacts speedily with the 
oxygen of the atmosphere, and also with carbon dioxide and water 
vapor, to form zinc oxide. The reduction, consequently, must be 
carried out in a closed, externally heated vessel, or retort, in the 
presence of an excess of carbon. It has been shown that, although 
the over-all reaction in the retort is represented by the equation 

ZnO + C = Zn{g) + CO, (1) 

the actual mechanism involves two equilibria: 


ZnO + CO^Zn(y) + CO, 
COi + C;?i2CO 


( 2 ) 

( 8 ) 
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At the temperature of the retort the equilibrium in reaction (3) is 
far to the right, maintaining a low concentration of CO 2 so that 
reaction (2) proceeds steadily with the production of zinc vapor. 
It should be noted that both steps involve interaction between a 
solid and a and not between two solids as in reaction (1). 
Direct reactions between solids are usually slow. 

The vapor must be condensed at some temperature above 
420®C., the melting point of zinc, or liquid rinc that can be cast will 
not be obtained. If condensed at a temperature below 420°C., the 
zinc vapor will solidify in a very finely divided state, called hlvs 
powder or zinc dust. The extremely minute particles of zinc that 
constitute the blue powder cannot readily be melted to a solid mass. 
They carry a superficial coating of zinc oxide that prevents them 
from coalescing. When properly heated, some coalescence may be 
secured by rubbing, which breaks the coating. 

In the operation of this process the retorts are made of earthen- 
ware. The charge placed in the retort consists of an intimate mix- 
ture of ore and crushed fuel. The percentage of fuel in the mixture 
will range from 40 to 75 per cent. The fuel in the retort may 
be noncoking bituminous coal, low in volatile matter, coke breeze, or 
anthracite coal. The last-named is preferred. The fuel employed 
under the retorts for heating them may be coal or gas. The retort 
is connected to an air-cooled earthenware condenser, to which iii a 
few plants is attached a cast-iron prolong, or secondary condenser, 
also air cooled. The zinc, which vaporizes at the moment of its 
reduction, emerges from the retort and is cooled in the condenser. 
In the initial stages of the operation the retorts are too cold; as a 
result, blue powder is formed. As the condenser becomes warmer, 
the zinc vapor condenses to liquid, which collects in the bottom of 
the condenser. Any vapor that escapes into the prolong, being 
suddenly cooled, also condenses to blue powder. The blue powder 
collected from the prolong is less oxidized than that from the con- 
denser, and for this reason, when marketed, is always preferred by 
the buyer. Most of the blue powder, however, is returned to the 
retort for redistillation. In good practice about 85 to 90 per cent 
of the zinc in the ore is ultimately obtained in marketable form. Of 
the zinc distilled, about 60 to 70 per cent is recovered directly in the 
liquid condition. When removed from the condenser and cast in 
ingots, it is known as speUer, 

Because of the prevalence of lead in zinc ores, the spelter is 
usually contaminated with lead. Since zinc boils at 907^0. and 
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lead at about 1744*^0., in principle, the separation of these two 
metals by fractional distillation is not diflSicult, but at the tem- 
perature of 1 100®C. to which the retort is heated, some lead vapor 
is carried along with the zinc. When work is being done on argentif- 
erous ores, even silver is volatilized and entrained with the vapor 
of the other metals. Most of the lead, however, remains in the 
retort, and lead may therefore be recovered from both the conden- 
sate and the retort residue. 

The electrothermic process was developed in Josephtown, Pa. It 
is essentially an electric furnace reduction in which the charge of 
zinc oxide and coke acts as the resistor. A direct reduction of the 
zinc oxide with the formation of zinc vapor and carbon monoxide 
takes place. The furnace is a vertical refractory-lined cylinder 
about 37 ft. in length and 6 ft. in diameter. Near the top of the 
furnace are three carbon electrodes at 120-deg. angles, and 24 ft. 
below are three other similarly spaced electrodes. The oxide-coke 
charge carries the current between these upper and lower electrodes, 
maintaining an average temperature of 1200°C. The charge is 
introduced automatically at the top of the furnace and the spent 
material is discharged by a rotating table at the bottom. The zinc 
vapor and carbon monoxide leave the furnace through a vapor ring 
near the top and the zinc is condensed in a special ceramic condenser 
containing a liquid zinc trap through which the vapors are sucked. 
The zinc vapor condenses and the carbon monoxide passes through. 
Liquid zinc is tapped off periodically from the trap and is poured 
into molds. 

In the operation of this process the roasted ores are first put 
through a sintering treatment. They are mixed with flux, fuel, and 
water, and heated with gas burners to about 1600°C., wdth a strong 
downdraft during the ignition. Incipient fusion occurs with the 
simultaneous removal of some impurities, principally cadmium and 
some lead. This sinter is crushed and carefully sized and screened. 
It is then mixed with coke that has also been carefully sized. This 
mix is preheated before entering the reduction furnace. 

Refining of Spelter. — Spelter may be refined, but a large amount 
of it is marketed in the condition in which it is received from the 
condensers. . Cadmium and lead, which are the chief impurities, 
are not objectionable in many instances for galvanizing and brass 
making, for which purposes much of the zinc is employed. If 
the spelter is refined, either liquation or redistillation may be 
used. 
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In the process of liquation, the zinc is melted at a low tempera- 
ture in a reverberatory furnace. The nonalloyed and oxidized 
inclusions rise to the surface and are skimmed off. The lead and 
the zinc-iron alloy sink to the bottom from whence they are removed 
by means of a specially devised drain and ladling door. Zinc con- 
taining not above 1.25 per cent of lead may be prepared in this way. 

Refining by redistillation may be carried out in retorts similar 
to those of the ordinary reduction furnace* The main difference 
between the processes is that, in refining, the retorts are heated to a 
temperature only a little above the boiling point of zinc. This 
method is very little employed, but a product 99.9 per cent pure 
can be obtained in this way. 

Preparation of Zinc Oxide; Zinc Burning.— During the reduction 
of zinc ores in the retort process, the zinc vapor, if allowed to escape 
into the air, will burn and produce dense clouds of zinc oxide, ZnO. 
The oxide may be collected by allowing it to settle in chambers or 
by filtering through bags. It is an extremely fine, white powder. 
In rubber mixtures, such as are used for automobile tires, it is 
employed extensively to increase the hardness, toughness, and 
mechanical strength. Under the name of zinc white, it is used as 
a paint pigment (page 552). The best quality of zinc oxide is 
obtained by burning the vapor produced in the retort distillation 
of metallic zinc, as described. 

By another method, however, known as the Wetherill process, 
the largest proportion of the commercial zinc oxide is produced. 
An oxidized zinc ore- is mixed with coal in a shallow layer on a 
furnace grate. The air for combustion is supplied under pressure. 
As the zinc is liberated by reduction of the ore, it vaporizes and 
burns in the combustion chamber of the furnace. The oxide is 
conducted away and is collected. If the ore is of the lead-bearing 
variety, a considerable amount of lead oxide and lead sulfate will 
be mixed with zinc oxide. As a paint pigment, this product is 
marketed under the name of “leaded zinc.'^ 

In the electrothermic furnaces, if zinc oxide is to be produced 
instead of the metal, the carbon monoxide and zinc vapor are 
removed at numerous ports where air is admitted. The zinc bums 
to ZnO and the CO to CO 2 . The zinc oxide is then removed by 
bag filters. 

Grades of Zinc. — ^According to the amount of impurities present, 
the A.S.T.M. divides the spelters into four grades, as shown by the 
following specifications: 
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Standard Specification fob Spelter 



Lead shall 
not exceed, 
% 

Iron shall 
not exceed, 
% 

Cadmium 
shall not 
exceed, % 

The sum of 
the Pb, Fe, 
and Cd shall 
not exceed, 
% 

A High-grade 

0.07 

0.03 

0.05 

0.10 

B Intermediate 

0.20 

i 0.03 

0.50 

0.60 

C Brass special 

0.75 

0.04 

0.75 

1.20 

D Prime western .... 

1.60 

0.08 




Grades A, and C shall be free from aluminum. 


Chemically pure zinc is obtained by distilling purified zinc oxide 
or precipitated zinc carbonate with pure carbon. It is prepared 
also by the electrolysis of purified zinc salts. The St. Joseph Lead 
Company produces in commercial amounts a special grade of lead- 
free zinc which has a purity of 99.96 per cent. 

Properties of Zinc. — The properties of zinc are summarized in 
Table 28: 


Table 28. — Properties of Zinc 

Melting point 419.5*^0. (787,1®F.) 

Boiling point 907*^0. (1665**F.) 

Density 7.14 g. per cc. (20®C.) 

Electrical resistivity 6.0 microhms 

Thermal conductivity 0.268 c.g.s. 

Tensile strength 4,000-12,000 psi, cast 

27,900-36,000 psi, rolled 
10,000 psi, hard drawn 

Modulus of elasticity 12.4 X 10* psi 


It should be noted that zinc has a fairly low boiling point, 907®C., 
and that consequently it distills readily so that considerable loss 
must be allowed for in making alloys containing this metal. Com- 
mercial zinc is rather brittle at room temperature, particularly if 
impure. If heated to between 100 and 150^C., it becomes malleable 
and ductile and may be rolled into sheets or drawn into wire. It 
then remains malleable and ductile when cooled to room tempera- 
ture. If zinc is heated to above 200^C., it becomes brittle again 
and can be pulverized readily. 

The ten^e strength of cast zinc is about 6,400 psi; this is found 
to be increased to about 30,000 psi if rolled and tested in the direc- 
tion of rolling. Although the strength is even ^greater transverse 
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to the direction of rolling, it is more brittle in this direction. When 
rolled sheet zinc is used to line vats or packing cases, the increased 
brittleness sometimes becomes apparent; cracks develop in the 
angles running parallel to the direction of rolling. 

Because of its great fluidity when molten, zinc casts well. It 
shrinks but little on solidifying. Like aluminum, the tensile strength 
of cast zinc is improved by pouring at ae low a temperature as 
possible, because the crystal structure is finer under such conditions. 

Chemical Properties. — ^When exposed to moist air, the bright 
luster of zinc is rather rapidly dulled by the formation of a thin film 
of the basic carbonate, Zn(0H)j*ZnC08. Ordinary commercial 
zinc does not have a high corrosion resistance where conditions are 
at all severe. In the air, it burns readily with a bluish-white flame; 
dense clouds of zinc oxide are formed. 

Commercial zinc is soluble in practically all the acids. The 
dissolving action is hastened by the presence of lead, iron, etc., which 
have a lower electrode potential (page 414) and are cathodic relative 
to zinc as explained on page 414. The rate of solution becomes leas 
as the degree of purity increases. Absolutely pure zinc will not 
dissolve at a measurable rate in any of the acids except nitric. 

In hot caustic alkalies, zinc is soluble as sodium zincate: 

Zn + 2NaOH = NajZnO* + H 2 (compare to aluminum) 

Uses of Zinc. — ^As shown by ‘^Minerals Yearbook, 1938,^^ the 
three chief uses for spelter in the United States are in the production 
of galvanized ware (page 460), such as sheets, tubes, wire, wire 
cloth, and shapes; in brass making (page 227); and in the manu- 
facture of sheet zinc. At present the percentages of the total 
consumption employed for these purposes are about as follows: 


Use Per Cent 

Galvanising 42 

Brass 28 

Die castings (p. 257) 9 

Rolled zinc 15 

Other uses 5 


t 

A great deal of the rolled sheet zinc finds application in the manu- 
facture of covers for glass jars, and in the making of primary electric 
cells, such as the dry cell, where it serves both as container and 
anode. High purity is essential to good performance in the latter 
case. Sheet zinc is used also for roofs and gutters, washing-machine 
parts, vat and tank linings, table covers, and pipes. 
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Minor quantities of zinc are consumed in the manufacture of the 
paint pigments, French-process zinc oxide (page 169) and lithopone 
(page 552), and in the production of slush castings. The latter 
are hollow ornamental castings made by pouring back into the ladle 
the melted metal from the interior of the casting as soon as that part 
in contact with the walls of the mold has solidified. By this method, 
with subsequent plating, the so-called ‘‘French bronzes^’ are made. 
Etchings for line drawings and similar illustrations are also made of 
zinc. 

In the United States about 8,000 tons of zinc dust (blue powder) 
are used annually. This is employed chiefly as a pigment in paints, 
especially in marine paints and in sherardizing (page 450). 

Cadmium 

Occurrence. — Cadmium is probably the first metal that was not 
discovered in an ore. It was found in 1817 by Strohmeyer who 
investigated a sample of zinc carbonate, which, although it con- 
tained no iron oxide, was colored yellow. No cadmium ores are 
known. One cadmium-bearing mineral, greenockitey the sulfide 
(CdS), has been recognized, but no workable deposit of greenockite 
has ever been discovered. 

Cadmium is obtained commercially as a by-product in the 
metallurgy of zinc and to some extent of lead. It is recovered from 
the fume produced in roasting zinc blende, from the blue powder 
formed during zinc distillation, especially in the earlier stages of the 
process, from intermediate products in lithopone manufacture 
(page 552), from the tank solutions in the electrolytic method of 
zinc-ore extraction, from the electrolyte employed in the electro- 
lytic refining of lead, and from lead-furnace fumes. It is more 
volatile than zinc or lead and may be separated from their metal- 
lurgical by-products by redistillation. It may also be recovered by 
electrolytic methods, or by precipitation with metallic zinc. 

About 2,000 metric tons of metallic cadmium are produced annu- 
ally in the United States, and a considerable amount is imported. 
The commercial metal, as a rule, is approximately 99.5 per cent 
pure. 

Properties of Cadmium. — Cadmium is a white metal with a 
bluish tinge, capable of taking a high polish. It is slightly harder 
than tin but is softer than zinc. It is malleable and ductile, and 
can be readily rolled and hammered into foil and drawn into wire. 
If pure, it emits a creaking noise, like tin, when bent. At 80*^0. it 
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becomes so brittle that il can be pulverized under the hammer. The 
properties of the metal are summarized in Table 29. 

Table 29. — Properties op Cadmium 

Melting point 32rC. (610®F.) 

Boiling point 795®C. (1409®F.') 

Density . ... 8.66 g. per cc. (20"C.) 

Electrical resistivity . . . . 7.69 microhms 

Thermal conductivity. . . 0-217 c.g.s. 

Tensile strength . 18)600 psi 

Chemical Properties. — Cadmium is not affected by dry air. but 
in moist air it becomes coated with a grayish-white film of the 
hydrated oxide. It burns readily at a red heat forming the yeliow- 
ish-brown oxide CdO. It is readily soluble in nitric, hydrochloric, 
and sulfuric acids. Although it is noticeably affected by the 
relatively weak acids, such as acetic and tartaric, it is more resistant 
than zinc. From solutions of its salts, cadmium is precipitated by 
zinc. 

Uses. — Cadmium is used chiefly in alloys. It is employed espe- 
cially in low-melting-point alloys (page 257) as a complete or partial 
substitute for bismuth. Although they are both effective in bring- 
ing down the melting point, bismuth has a tendency to make the 
alloy brittle; cadmium, on the other hand, increases the malleability 
and ductility. Cadmium is also much cheaper than bismuth. 
Nearly all the fusible alloys employed for sprinkler heads in auto- 
matic fire extinguishers, fire alarms, electric fuses, and safety plugs 
in boilers contain cadmium. The other metals in such preparations 
are generally lead, tin, and bismuth. Several of these alloys, 
although they are strong and can be bent and machined, melt at 
temperatures much below the boiling point of water. A superior 
alloy under the name of cliche metal for stereotype plates also has 
been prepared by substituting cadmium for bismuth. In the 
jewelry trade cadmium is employed for producing green gold. 

Cadmium is now being used as a substitute for tin in solder and 
in antifriction alloys for bearings. In connection with its use in 
solders, it must be remembered that even small quantities of 
cadmium compounds are highly toxic to human beings, and that 
solders containing this metal, therefore, should not be employed for 
food containers. 

Cadmium is finding some application (page 469) as a rust- 
proofing coating for iron and steel. If heat-treated, the coating 
forms an alloy with the base metal and exhibits extraordinary 
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adhesiveness, so that it does not crack or peel off like zinc or nickel 
when bruised under the jaws of a wrench or pliers. This new use 
is acquiring importance in the automobile industry. Bolts, nuts, 
and other small parts employed in automobile manufacture are 
plated with it, as are also refrigerator trimmings, locks, and wire 
products. The cadmium coating may be applied by the Schoop 
metal-spray method (page 447) or by electrodeposition. 

Like zinc, cadmium stands above iron in the electromotive force 
series of metals (page 414) and is therefore able to protect iron in a 
manner similar to zinc. Cadmium presents a more attractive 
appearance and retains its luster better than zinc. 

Magnesium 

Occurrence. — Compounds of magnesium are very abundant and 
widely distributed. The metal constitutes about 2.1 per cent of the 
earth’s crust; six solid elements, silicon, aluminum, iron, calcium, 
sodium, and potassium, in the order named, exceed it in quantity.^ 
Unlike the ore of aluminum, which element magnesium resembles in 
physical properties, the compounds of magnesium occur in deposits 
that are not only extensive, but yield an output eminently suitable 
for the production of the metal. Of the magnesium minerals, 
dolomite^ CaCOj-MgCOs, a common rock, is the most abundant. In 
the United States it is mined* in California, Colorado, Illinois, Ohio, 
Pennsylvania, and West Virginia; it is found also in great quantity 
in many foreign countries. Magnesite^ MgCOs, is mined in Austria, 
Australia, Czechoslovakia, British India, Greece, Italy, Russia, the 
United States (California and Washington), and other countries. 
The double chloride, carnallite, KCl MgCl2-6H20, is found in the 
Stassfurt deposits of Germany. Some of the other magnesium 
minerals are kieserite, MgS0i H 20 ; kainite, MgS 04 KCl'3H20; and 
brucite, Mg0-H20. The bittern obtained as a by-product in the 
purification of common salt in many localities, as at Midland, Mich., 
is also used as a source of magnesium. The magnesium-salt content 
of the waters of many inland lakes, notably Great Salt Lake in 
Utah, is high. 

Productioii of Magnesium. — Metallic magnesium is prepared 
commercially chiefly by two methods: the chloride and the oxide 
processes. 

1 Gann, Ind, Eng* Ckem,, 22, 604 (1930). 

* A better quality of this rock is obtained by mining than by quanying from 
surface strata. 
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Until 1927, metallic magnesium was produced from magnesia 
obtained by calcining magnesite. The process used was similar 
to the Hall-Heroult method employed in the metallurgy of alumi- 
num. After dissolving the oxide in a bath consisting of the fused 
fluorides of magnesium, barium, and sodium, the metal was sepa- 
rated by electrolysis. Now, however, the oxide process is no longer 
used. In both this country and abroad, primary magnesium is 
obtained by the electrolysis of natural salta* In the United States, 
magnesium chloride, either recovered in the purification of sodium 
chloride derived from salt wells or extracted from sea water, ^ is 
used. 

In the chloride process a melted mixture of the chlorides of 
sodium, potassium, and magnesium is electrolyzed. The presence 
of the alkali chlorides is necessary to prevent the decomposition of 
the magnesium chloride during heating. The elec^trolysis is carried 
out in an airtight iron vessel, the walls of which act as the cathode, 
with a centrally located graphite anode, which is protected by a 
porcelain hood from which the chlorine escapes. As the magnesium 
is liberated, it rises to the surface and is ladled out. 

The metal is refined by remelting it in iron pots and fluxing it 
with sodium magnesium chloride to remove oxide inclusions. If 
especially pure magnesium is desired, it is prepared by distillation. 

Magnesium is marketed as ingots, sticks, bars, rods, wire, 
tubes, sheets, ribbon, powder, and in other forms. In 1883, the 
price of this metal in Europe was about $32 a pound, but in 1902 it 
had dropped to about $3 a pound. In 1917, the ingot sold in the 
United States for about $2, but at the present time the price of the 
99 per cent pure metal in ingot form is about 30 cts. a pound. 

Physical Properties. — Magnesium is the lightest metal used as 
an engineering material. The tensile strength of the cast metal is 
13,000 psi, which is the same as that of ordinary cast aluminum, 
but when reduction of weight is important, magnesium is preferable 
because of its low density of 1.74, which is a little less than seven- 
tenths of that of aluminum. The tensile strength of rolled and 
annealed magnesium is 25,000 psi, about the same as that of a good 
quality of gray cast iron. Magnesium is harder than aluminum. 
It has a somewhat greater need for protection than that metal, 
and on a strength-weight basis its best ^loys are only slightly better 
than duralumin, one of the best of the aluminum alloys. 

^ The Dow Chemical Company is now constructing a large plant along the 
Gulf of Mexico to extract magnesium, as well as bromine, from sea water. 
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In casting magnesium and its alloys, special care is necessary 
because of its tendency to oxidize readily. Also, because of its 
lightness, it tends to trap gases during casting and form gas flaws. 
Because of the readiness with which the hot metal reacts with water, 
when casting in sand, the molds must be dried. Magnesium is 
readily machined and under the buffing wheel it takes a high polish. 
It hardens very rapidly with cold working, but it is suitably plastic 
and workable at 350®C. Magnesium can be welded, but because 
it combines with oxygen more readily than any other common 
metal, a special technique is required. Magnesium may be sol- 
dered, but the joints must afterward be protected to prevent them 
from corroding. 

The physical properties of magnesium are summarized in Table 
30. 

Tabi^k 30. — Properties of Macsnesium 

Melting point 650‘'C. (1193®F.) 

Boiling point 1107°C. (202rF.) 

Density 1-74 g. per ec. (20®C.) 

Electrical resistivity . . . 4.46 microhms 

Thermal conductivity 0.37 c.g.8. 

Tensile strength 13,000 psi, cast 

25,000 psi, rolled and annealed 
Modulus of elasticity 6.25 X 10* psi 

Hardness 33 Brinell (500 kg. load, 10 mm. ball) 

Chemical Properties. — Magnesium, when pure, does not corrode 
in ordinary dry air. In moist air, however, it becomes coated with 
a film of oxide, which is probably partly hydrated and carbonated. 
The film adheres well and tends to protect the metal beneath. 
Although magnesium and its alloys are less resistant to corrosion 
than aluminum and its alloys, the poor reputation of magnesium 
in this rejspect has been due largely to the fact that the metal pro- 
duced in earlier years was very impure; it not infrequently contained 
as much as 4 to 6 per cent of occluded salts derived from the fused 
electrolyte. The trapped chlorides were very harmful, so much 
so that the metal sometimes disintegrated in storage. Substantially 
pure magnesium has an acceptable corrosion resistance. It may 
be readily plated with more resistant metals. Lacquers, varnishes, 
and paints also furnish adequate protection. 

In the form of powder or ribbon, magnesium bums readily in 
air. The light produced by burning magnesium is especially rich 
in ultraviolet rays, hence its use for flashlight in photographic work. 
Unless heated to temperatures far above its melting point, mag- 
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nesium in massive form does not burn readily in air. Magnesium 
when hot exerts a strong reducing action and serves as a deoxidizing 
agent for other metals. It is used for this purpose in the metallurgy 
of both nickel and Monel metal, and to some extent for brass, 
bronze, and nickel silver. It is able to abstract oxygen from 
carbon dioxide and under suitable conditions will burn in this gas. 

Magnesium decomposes boiling water with the evolution of 
hydrogen. It dissolves freely in dilute hydrochloric, sulfuric, and 
nitric acids, but it resists hydrofluoric unless the acid is concen- 
trated. It is not affected by alkalies of any concentration, even 
when hot, but salt solutions attack it, especially if heated, with the 
evolution of hydrogen. In all cases its ability to resist the attack 
of reagents increases markedly as its purity increases. 

Uses. — Magnesium readily forms alloys with most metals (not 
with iron and chromium), and much of it is consumed in this 
manner. Its employment in the form of sheets, wire, rods, tubes, 
etc., is noteworthy, however, and its use for these purposes is very 
rapidly increasing. The ribbon is now used chiefly for the degasifi- 
cation of radio tubes. Its suitability for tliis purpose depends upon 
the fact that the heated metal combines not only with oxygen but 
with nitrogen. The metals with which it is mostly alloyed are 
aluminum, zinc, manganese, cadmium, and copper, either as binary 
alloys or with two or more of them together. The tensile strength 
of these alloys ranges from 20,000 to 50,000 psi, depending partly 
upon whether they are worked or cast. Since the specific gravity in 
most cases is well below 1.90, they are eminently suitable for airplane 
construction. Manganese, which raises the hydrogen overvoltage 
of the alloy (page 419), increases the corrosion resistance. Approxi- 
mately 2 per cent of this metal can be alloyed successfully with 
pure magnesium.^ 

In the powdered form, mixed with an oxidizing agent, such as 
barium nitrate or potassium chlorate, magnesium is employed in the 
manufacture of flashlight powder, as has been noted, and in military 
pyrotechnics for the production of rockets, signals, and flares. 

Nickel 

Occuxrence and Ores. — In the outer crust of the earth, nickel 
is comparatively rare, but in the core of the earth it is believed to 
be plentiful. This belief is based partly on the fact that analyses 
of meteorites show them to contain nickel second in abundance only 

i Gann, op, cii,, p. 098. 
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to iron. Because meteorites and the earth, as well as the other 
planets, have a common origin, and because there is some evidence 
that the core of the earth contains much iron, it seems reasonable 
to assume that in the earth’s central portion nickel also abounds. 
In the rocky outer layer, nickel is widely distributed, being found on 
every continent, but deposits of nickel-bearing minerals that are 
rich enough and plentiful enough to be mined occur in only a few 
places. 

By far the most important known nickel deposits of the world 
are those of the Sudbury district of Ontario, Canada, where nickel- 
bearing iron sulfides containing not over 3 per cent of nickel are 
found. About 90 per cent of the world’s annual production 
of approximately 115,000 metric tons comes from this source. 
Although imported ores are smelted in the United States, the only 
nickel now produced in this country from domestic materials is a 
relatively small quantity in the form of nickel salts recovered during 
the electrolytic refining of blister copper. 

Metallurgy of Nickel. — The details of the smelting process vary, 
of course, with the nature of the ores, but the general principles 
involved in the earlier stages are practically identical. The prac- 
tice is very similar to that described for sulfur-bearing copper ores 
(page 140), f.c,, the ores are roasted to reduce the sulfur content, are 
then smelted to separate the gangue, and the resulting sulfide matte 
is bessemerized. The treatment given the New Caledonia ores is 
interesting. These ores contain no sulfur, and although as a rule 
the presence of much sulfur complicates a metallurgical process, 
in this case sulfur, usually in the form of gypsum or iron pyrites, 
is added to the concentrate prior to smelting. The mixture is then 
furnaced in much the same way as the Sudbury concentrates. 

In the Sudbury district the coarser concentrates are smelted in 
blast furnaces, and the finer ones at a reverberatory plant. The 
matte delivered by the smelting furnace is then bessemerized tc 
oxidize the iron. The iron oxide combines with a siliceous flux 
added for this purpose and enters the slag. The bessemer matte 
consists chiefly of copper and nickel sulfides. 

Extraction of Nickel from Matte. — There are two principal 
methods for extracting nickel from the copper-nickel matte. One is 
the method employed by the International Nickel Company at 
Port Colbome, Ontario, which is sometimes called the Orford 
process, and the other is the Mond process used at Clydach, Wales. 
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In the International Nickel Company’s method, the matte is 
charged into a blast furnace with coke and sodium sulfate, which, 
by the reducing action of the carbon, is converted into sodium 
sulfide» The output of the blast furnace is poured into pots and 
allowed to cool. During solidification the mass separates into two 
well-defined layers. The upper layer carries the bulk of the sodium 
and copper sulfides; the bottom layer contains the bulk of the nickel 
sulfide. The two layers are separated mechanically. The top layer 
is ‘‘blown” in a bessemer converter to blister copper. The bottom 
layer, after suitable treatment, is roasted to black nickel oxide, 
which is then reduced to metallic nickel in an open-hearth furnace. 
From the melted nickel, pigs, shot, and anoctes are produced. The 
anodes are employed by electroplaters. 

In the Mond process employed by the British nickel industry, 
“nickel bottoms” of the Orford process, shipped from Ontario to 
Wales, are ground to a fineness sufficient to pass a 60-mesh screen 
and then are calcined to convert the sulfides to oxides, which in turn 
are leached with sulfuric acid. The copper oxide is thus converted 
into copper sulfate, which is recovered and sold as such; the nickel 
oxide remains undissolved. The nickel is recovered from the 
nickel-oxide residue by an ingenious and interesting method. The 
oxide, heated to 300®C., is reduced to metallic nickel by hydrogen 
obtained from water gas (page 59). The reduced metal, after 
cooling to ordinary room temperature, is by treatment with carbon 
monoxide converted into nickel carbonyl, Ni(CO) 4 , a liquid. When 
a stream of nickel carbonyl vapor is later passed through a tower 
filled with nickel pellets heated to 180°C., the carbonyl breaks down 
into nickel and carbon monoxide gas. The nickel deposits on the 
pellets and the carbon monoxide is returned to the reaction chamber 
where the nickel carbonyl is formed. The nickel pellets are with- 
drawn continuously from the bottom of the tower and are recharged 
at the top. The constant friction of the pellets against each other 
detaches small particles, which, acting as nuclei, grow into new 
pellets by accretions of nickel from the carbonyl. Before recharg- 
ing, the pellets are screened, and only the smaller ones are returned 
to the tower. Those that are oversize are marketed. The nickel 
produced by this process is about 99.8 per cent pure. 

Monel MetaL — If the matte from the converters is of the proper 
composition, it is dead-roasted to eliminate the sulfur, leaving a 
mixture of oxides of nickel and copper and a small amount of iron. 
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This mixture is fused directly in a reverberatory furnace with coke 
as a reducing agent. A nickel (67 per cent), copper (28 per cent) 
alloy, called Monel metal, is produced, which has important indus- 
triail applications (page 246). 

Malleable Nickel. — The form of the metal marketed as malleable 
nickel is prepared by deoxidizing and recarburizing in a manner 
very similar to that employed for steel (page 302). The deoxidation 
is effected by adding manganese, in the form of ferromanganese, 
followed by magnesium. Only a small quantity of magnesium is 
employed, and it must not be used in excess. By the use of char- 
coal, the carbon content is brought to an amount between 0.1 and 
0.3 per cent. These additions are made to the metal while in the 
crucible or ladle just prior to casting. Only that which is sold as 
malleable nickel is treated in this manner. 

Properties and Uses. — Nickel is a silvery white metal capable 
of taking a high polish. It is almost as hard as soft steel. When it 
contains a small amount of carbon, as discussed above, it is quite 
malleable. In fact, it may be satisfactorily rolled with as little as 
0.005 per cent of carbon. It is somewhat less ductile than soft steel, 
but small amounts of magnesium improve the ductility considerably. 

Nickel is resistant to the attack of most acids, but it dissolves 
readily in nitric acid. It is very permanent upon exposure to the 
atmosphere, and is extensively used to plate iron and brass as a 
protective coating. 

Nickel is ferromagnetic below 360®C. Its properties are sum- 
marized in Table 31. 

Table 31. — Propebties op Nickel 

Melting point 1462"C, (2656'’F.) 

Boiling point 2732*^0. (4960'’F.) 

Density 8.85 g. per cc. 

Electrical resistivity 10.9 microhms 

Thermal conductivity 0.140 c.g.s. 

Tensile strength 70,000 psi, rolled and annealed 

Up to 140,000 psi, hard rolled 
Modulus of elasticity 30 X 10* psi 

Practically all of the nickel produced is used in a variety of extremely 
important ferrous and noniferrous alloys. These will be described 
in Chaps. V and VII. An analysis of the consumption of nickeP 
in this country is given in the following table in which the figures 
are in per cent. 

> Minerals Yearbook, 1938,*^ U.S. Bureau of Mines, p. 558. 
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Per Cent 

Steels (construction, stainless, and other corrosion- and heat-resisting 

steels and steel castings, pp. 361, 364) 55 

Monel, malleable nickel, nickel clad, and Iconel. . . . 12 

Nickel-copper alloys and nickel silvers (p. 246) ... 10 

Electroplating (p. 446) .... 10 

Nickel cast iron (p. 382) ... 5 

Heat-resistant and electrical-resistant alloys (p. 247) 3 

Nickel-brass, bronze, and aluminum alloys 2 

Nickel-iron alloys 1 

Nonmetallic materials (salts, storage batteries, catalysts) 1 

Miscellaneous 1 


Cobalt 

Although cobalt has some uses for which it would be difficult to 
find an equally acceptable substitute, industrially it ranks among 
the metals of only minor importance. The total yearly world pro- 
duction is not over 3,000 tons. The chief producers are Northern 
Rhodesia, Belgian Congo, French Morocco, Burma, Ontario, and 
Australia. The Congo supply comes from veins of cobalt, copper, 
and iron sulfides; the Ontario ores are ansenides and arsenosulfides; 
the Australian ores are arsenosulfides. The chief minerals are 
cohali blooTtif 3Co0*As206-8H20; cohaltitey CoAsS; and smaUite, 
CoAs 2 . Some of the cobalt on the market is obtained as a by-prod- 
uct from nickel ores. 

Properties and Uses. — Cobalt resembles nickel in many of its 
properties. Its silvery white color is similar, but it can be dis- 
tinguished from nickel by its slight bluish cast. It is somewhat 
harder than nickel and, for this reason, would be superior for plating. 
Another apparent advantage is that the plate can be deposited 10 to 
15 times as rapidly. Cobalt is magnetic but, unlike nickel and iron, 
it retains its magnetism even at a white heat; the transition from 
magnetic to nonmagnetic form is at 1150°C. In the atmosphere, 
cobalt resists corrosion very well. It dissolves only slowly in all 
acids except nitric, by which it is rapidly attacked. 

The properties of cobalt are summarized in Table 32, 

Table 32. — Properties of Cobalt 

Melting point 1490°a (2714‘'F.) 

Boiling point 2890®C. (5250T.) 

Density 8.9 g. per cc. 

Electrical resistivity 9.7 microhms 

Thermal conductivity 0.165 c.g.8. 

Tensile strength - 33,000 psi, cast 

63,000 psi, hard drawn 
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The chief use of cobalt is in the making of Stellite (Co-Cr-W), 
a group of alloys consisting essentially of cobalt and chromium. 
In a high-speed, cutting-tool alloy of phenomenal hardness that has 
been recently developed, cobalt serves as a cementing material for 
tungsten carbide (page 377), Stellite and cemented tungsten car- 
bide are not steels, but some of the high-speed steels, as well as some 
corrosion-resistant steels, contain cobalt. It is employed also in 
making steel for permanent magnets. The magnetic coercive force 
of the cobalt steel is from two to five times that of the commonly 
used tungsten or chromium steels but, because of the relatively 
high price of cobalt, such steels, compared to others, cost from four 
to ten times as much.^ 

Cobalt oxide is employed to a considerable extent in the ceramic 
industry. Glazes and enamels contain it. In enameling ironware, 
cobalt oxide renders exceptional service in causiijg the enamel to 
adhere to the metal (page 461). Blue glass is made by the addition 
of cobalt oxide. 

Cobalt linoleate and tungate (page 569) are very serviceable 
as driers for paint and varnish oils, especially oil from the soybean. 

The cobalt imported annually for consumption in the United 
States, as ore, metal, and oxide, does not exceed about 1,200 tons. 

Manganese 

Importance of Manganese. — The steel produced by the bessemer 
process at the time of its invention, which was announced to the 
British Association in 1856, was devoid of malleability. The 
foundation for the iijq»ortance of manganese as an industrial metal 
was established when Bessemer was convinced by Mushet that the 
toughness of the new steel would be greatly improved by the addi- 
tion of manganese. At the present time, there is practically no 
steel made by any process that does not receive the manganese 
treatment (page 285). The world's total annual production of 
high-grade manganese ore is now between 4 and 6 million tons, 
over half of which is produced by Russia. Most of this manganese 
is consumed by the steel-making industry. 

Producers and Consumers. — Manganese ores are widely dis- 
tributed, but about 80 per cent of the world's total output comes 
from Russia, India, Brazil, the Gold Coast of Africa, and Cuba. It 
is found as the dioxide, MnOi, pyrolusite. Comparatively small 

^ Santobd, “Some Principles Governing the Choice and Utilisation of 
Permanent Magnet Steds,” Nat. Bur. StandardSy Sci. Paper 667, p. 557. 
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amounts are produced in the United States, Italy, China, Chile, 
and the Dutch East Indies. Although the United States produces 
less than 1 per cent of the world's output, it consumes about 20 per 
cent, or close to a million tons annually. Other large importers are 
France, Germany, Great Britain, Belgium, and Japan, 

Production of Metallic Manganese. — As has been stated before, 
the largest part of all the manganese produced is consumed in the 
manufacture of steel. For use in this industry (page 304), the 
manganese is first prepared in the form of two intermediate alloys, 
ferromanganese and spiegeleisen. Ferromanganese contains from 
75 to 81 per cent of manganese, from 5 to 6 per cent of carbon, and 
the remainder chiefly iron. Similarly, spiegeleisen is an iron alloy 
containing from 15 to 20 per cent of manganese and about 5 per cent 
of carbon. Both alloys are manufactured by smelting the ore in a 
blast furnace of the same type as that employed in the production 
of pig iron (page 264). 

For spiegeleisen the furnace practice is almost the same as in the 
iron industry, but for ferromanganese the furnace is burdened in a 
somewhat different manner. Because the manganese oxide has a 
tendency to enter the slag, a higher proportion of limestone is 
employed in the charge than is used in the smelting of iron ore. The 
slag is thus made more ^4imey " or basic, and manganous silicate is 
less likely to form. Because the manganese ore is more refractory 
than iron ore, a higher coke ratio also is maintained than in the 
production of pig iron. At the high temperature required for smelt- 
ing the ore, manganese shows a marked volatility. A loss of as 
much as 15 per cent of the metal may result from this cause. 

By the Thermit process (page 138) metallic manganese may be 
obtained almost entirely pure. The absence of carbon in manganese 
so obtained is a point worthy of comment. By using this purer 
variety, high-manganese steel may be manufactured that is much 
softer and far more workable than that made from the alloy reduced 
by carbon. ^ 

By a patented process, ferromanganese produced in a blast 
furnace may also be decarbonized by treatment with manganese 
dioxide in an electric furnace. In this method the carbon content 
may be reduced from 5 or 6 to less than 1 per cent. 

Properties and Uses. — Manganese is hard, steel gray, and 
brittle. It lacks malleability and toughness and is not employed 
in constructional work except in alloys. The properties of the 
metal are summarized in Table 33. 
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Table 33. — Properties op Manganese 

Melting point 1220®C. (2228‘*F.) 

Boiling point 2152‘’C. (3905°F.) 

Density 7.2 g. per cc. 

Electrical resistivity 5 microhms 

Upon exposure to the atmosphere, manganese oxidizes in a 
manner similar to iron, but more readily. It dissolves freely in the 
common mineral acids, even when dilute, with the formation of 
manganous salts. It is soluble in acetic acid. It reacts with boiling 
water to produce the hydrated manganous oxide and hydrogen. If 
the metal contains the carbide MnsC, when moistened with water 
methane and hydrogen are produced. 

The extensive use of manganese in the manufacture of iron and 
steel is due to the readiness with which it can transpose the ferrous 
oxide and sulfide into the corresponding manganous compounds. 
The resulting manganous compounds are only slightly soluble in the 
melted metal and are, therefore, carried away by the slag. 

Among the common nonferrous alloys of manganese are man- 
ganese bronze, manganin, nickel silver, and manganese brass. 
Manganese bronze contains on an average 16 to 17 per cent of 
manganese in copper. Manganin, which contains 12 to 15 per cent 
of manganese, about 4 per cent of nickel, and the remainder copper, 
is used for electrical resistances. With a small per cent of man- 
ganese, nickel silver is harder and tougher than the usual variety 
(page 239). Manganese brass is described on page 233. 

In the form of the oxide, manganese is employed as a coloring 
agent in the ceramic industry and for the purpose of discharging the 
color produced by iron in the manufacture of glass. The dioxide 
is used as a depolarizing agent in the manufacture of Leclanch6 and 
dry cells. 


Chromium 

Occurrence. — The only commercial ore of chroipum is chromite, 
or chrome iron ore, which has the formula FeO-CraOs. It is a heavy 
black mineral with a Cr 208 content varying from 33 to 53 per cent. 
The principal impurities are Si02, AI 2 O 8 , and MnO. It is usually 
concentrated by gravity methods. Over a million tons are used in 
this country annually, of which only 2,000 tons are produced here 
(in California). The remainder is imported chiefly from Africa, 
with smaller amounts from Cuba, Greece, New Caledonia, and 
Turkey. 



THE NONFERHOUS METALS 


185 


Treatment of Chromite. — The uses for chromium ore may be 
classified under four general headings: (1) as a refractory (page 113), 
(2) for the manufacture of chromium compounds such as chromates, 
bichromates, and chrome alum, (3) for the production of fcrro- 
chrome (page 186), (4) for the production of metallic chromium. 

For use as a refractory material, particularly in the steel indus- 
try, the ore, after suitable concentration, is mixed with a little lime 
and made into bricks. For furnace linings in the steel industry no 
equally satisfactory substitute for chromite is known. Its prop- 
erties as a refractory material are described on page 117. 

Among the chromium compounds, the chromates of sodium and 
potassium, and chromic oxide are important. In the production 
of the chromates, the ore is roasted with sodium or potassium 
carbonate in the presence of air. The reaction may be represented 
as follows: 

4Fe0*Cr203 + SNajCOa + 702 = 2Fe208 + 8Na2Cr04 + 8 CO 2 

If the bichromate is desired, it is prepared by treating the chromate 
with sulfuric acid, thus, 

2Na2Cr04 + H2SO4 - NajCrgOr + H2O + Na2S04 

Because the sulfate has the lower solubility, it crystallizes first from 
the solution. The bichromate is recovered from the remaining 
liquid. 

Chromic oxide is obtained by heating sodium bichromate with 
sulfur in an iron vessel. The following reaction occurs: 

NaaCraOr + S - Na2S04 + (>203 

Chromic oxide formed in this way is green and, having been ignited, 
is insoluble in water. It may be employed in the production of 
metallic chromium by the Thermit process. Chromium trioxide, 
CrO*, in the form of red crystals that dissolve readily in water, may 
be formed by treating dry sodium chromate with concentrated 
sulfuric acid. The following reaction takes place: 

Na2Cr04 + H 2 SO 4 = Na2S04 + H2Cr04 

The concentrated sulfuric acid immediately dehydrates the chromic 
acid with the formation of chromium trioxide which precipitates. 
When this oxide is dissolved in water, it rehydrates and again forms 
chromic acid. A large amount of chromic acid is consumed by the 
chromium electroplating industry (page 187). 
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In the production of ferrochrome, an alloy of iron and chromium, 
containing 60 per cent of chromium or more, the ore is reduced with 
carbon in an electric furnace. The theoretical reaction may be 
represented as follows; 

FeO CrjOs + 4C * Fe + 2Cr + 4CO 

Because metallic chromium combines readily with carbon, however, 
a considerable amount of it does not appear in the metallic form as 
called for by the equation, but in the form of chromium carbide, 
CrtC. In the steel industry, ferrochrome with a high-carbon 
content is not desired. The quality and price of the alloy, therefore, 
are inversely proportional to the carbon content. By treatment 
with chromite under a basic slag of lime and a little feldspar, ferro- 
chrome may be largely decarbonized (c/., ferromanganese, page 183). 
Another method sometimes employed for the production of low- 
carbon ferrochrome is the Thermit reaction (page 138). Metallic 
chromium also is produced from chromic oxide by the Thermit 
process, as follows: 


CrjOs *4" 2A1 2Cr H** AlsOs 

Chromium that is 99.5 per cent pure is obtained by this method,* it 
contains some aluminum. 

Properties of Chromium. — Chromium is a bluish-white metal, 
harder than glass. When polished it shows a brilliant platinumlike 
luster which it retains indefinitely. The ordinary form of the metal 
is brittle, but electrolytically deposited chromium is hard and 
malleable. The properties of the metal are summarized in Table 34. 

Table 34, — Properties of Chromiitm 

Melting point 1560"C. (2822T.) 

Boiling point 2477*’C. (4490®F.) 

Density 7.138 g. per cc. 

Electrical reedstivity 13.1 microhms 

Thermal conductivity 0.65 c.g.s. 

Chromium is not attacked by atmospheric oxygen at ordinary 
temperatures, but at high temperatures it bums to the green 
trioxide, CriO». It dissolves slowly in cold hydrochloric acid, but 
rapidly in the hot acid. In cold, dilute sulfuric acid it dissolves 
only slowly also, but in the hot, concentrated acid it dissolves rapidly 
with the evolution of sulftu* dioxide. It is slowly attacked by cold, 
dilute nitric acid, but hot concentrated nitric acid does not affect it. 
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Concentrated nitric acid renders it passive (page 431). When in 
the passive state it does not dissolve in the ordinary reagents, 
hydrochloric acid. Chromium is made passive also by chromic acid 
and by exposure to air. The fact that air makes it passive accounts 
largely for its outstanding success as a coating for other metals 
and as a constituent of stainless'^ alloys (page 364). 

Uses of Chromium. — ^Almost half of chromium output is 
produced in the form of ferrochrome, which is employed chiefly in 
the manufacture of alloy steels (page 358)- Chromium is used in 
steel because it imparts not only hardness but toughness, a combined 
effect that is unusual. Of no less importiince is the fact that 
chromium has a marked effect in increasing the resistance of steel 
to corrosion. Much of the rustless iron and rustless steel now on 
the market contains chromium (page 370). In the use of this metal 
lies perhaps the solution of the age-old problem of the production 
of a workable, low-carbon steel that will satisfactorily withstand 
corrosion. 

Nichrome is an alloy of chromium and nickel ; sometimes it con- 
tains iron. The composition of the following alloys is representa- 
tive: (1) chromium 20 per cent, nickel 80 per cent; (2) chromium 
15 per cent, nickel 60 per cent, iron 25 per cent. These alloys, 
known also by the trade name of ^‘Chromel,'^ have a high electrical 
resistance and do not oxidize materially when hot. They are. 
employed in the winding of electric resistances and heating units. 
Chromium is also a component of Stellite (page 182). 

Electroplating with Chromium. — The brilliant, platinumlike 
finish that may be imparted to chromium, and the passivity of the 
metal in air, render it suitable as a decorative and protective coating 
for other metals. Its employment for this purpose, particularly in 
the automobile industry, has attracted a great deal of attention. 

In electroplating with chromium, the electrolyte consists of 
a solution of chromic acid, HjCrOi, to which chromic sulfate, 
Cr*(S 04 ) 8 , or other salts, such as the borate and phosphate, have 
been added. Chromium sulfate especially has a very beneficial 
effect. The percentage of chromic acid employed in the electrolyte 
varies considerably, but 25 per cent may be considered to be a repre- 
sentative concentration. The amount of the sulfate present will 
probably not greatly exceed Koo of the amount of the chromic 
acid, but according to Keeney,^ it is apparently necessary to have 

^Liddbll, Handbook of Non-ferroua Metallurgy,'' Vol. II, p. 1261, foot- 
note, McGraw-HiU Book Company, Inc,, New York (1926). 
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chromium present in two valences in the electrolyte in order to 
secure good results. 

In producing the deposit, a very high current density is 
employed; it generally ranges from 100 to 125 amp. per sq. ft. If 
a very low current density is used, no chromium whatever is 
deposited; the electron stream merely changes the hexavalent 
chromium to trivalent chromium. With the high current density 
that is employed, in addition to the deposition of chromium, hydro- 
gen is evolved freely at the cathode. Lead anodes are used but 
only a little lead dissolves. 

Owing to the conditions under which it is deposited, chromium 
plate is porous. When used alone it is not a good protection against 
corrosion. According to Schneidewind,^ this is not surprising when 
it is considered that the best plate for decorative purposes is put on 
in about 3 min. and is only 2/100,000 in. thick. He states further 
that the average plate in many job shops is applied in 30 to 40 sec. 
and is only 2/1,000,000 in. thick. The reason given by Schneide- 
wind for not applying a heavier coating is that a heavier plate not 
only greatly increases the cost but also defeats its own purpose 
because a system of fine cracks and other imperfections develops 
through which corrosion sets in. 

Chromium can be deposited directly upon copper, brass, nickel, 
cobalt, steel, and most other metals, but owing to the fact that the 
usual decorative chromium plate is not a sufficient protection for 
iron and steel and because of their tendency to corrode, these metals 
are first plated with copper and then with nickel or with the latter 
alone, prior to the application of the chromium. In order to secure 
the brilliance desired in the finished plate, the base metal is polished 
to a high luster before it is placed in the chromium plating bath. 

In commenting upon the abrasion resistance of chromium plate, 
Schneidewind states^ that, although chromium itself, if applied in a 
heavy layer on a hard backing, is so hard that only the diamond or 
carborundum will affect it, decorative chromium plate is not hard. 
This lack of hardness results from the fact that the layer is very thin 
and is usually applied over comparatively soft metals. Usually, 
decorative chromium plate can be easily punctured or scratched. 

One of the chief virtues of chromium plate lies in the fact that 
it does not tarnish or show spots, even in rainy weather. In view 

^ ** Commercial Chromium Plating,’’ Dept. Engineering Research, Unvo. 
Mieh», Cite, Set, 3, p. 9, January, 1930. 

*Z»oc. eU,f p. 10. 
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of its superior qualities in this respect, the slightly higher cost as 
compared to nickel plate is of little consequence. 

Tungsten 

About half of the tungsten supply of the world is produced by 
China. Most of the ore apparently comes from Kiangsi and neigh- 
boring southeastern provinces. Little is known definitely about the 
character and extent of these deposits; very few white men have 
even seen the larger part of them, and no authoritative reports are 
known to have been issued. All that can be said with certainty is 
that China produced in 1937 about 18,000 tons of tungsten ore 
carrying 65 to 70 per cent of tungstic oxide, WOa.^ 

As a producer of tungsten, Burma rankj^ next in importance to 
China, and the United States is third. About 3,000 tons of 60 per 
cent concentrates were produced in this country in 1937; more than 
twice this amount was imported. Small quantities of tungsten ores 
are produced also by the Malay States, Portugal, and Bolivia. 

Ores. — The most important tungsten ore is a ferrous manganese 
tungstate called wolframite, (Fe, Mn)W 04 . The ratio of iron to 
manganese varies; depending upon this fact, the ore is called by 
various names. The high-iron and low-manganese ore, for example, 
is known os ferberite. Calcium tungstate, called scheelite, CaW 04 , 
is also an important source of the metal. Other minerals are the 
lead and copper tungstates, and the trioxide called wolfram ocher, 
WOs. 

Ferrotungsten. — From a tonnage standpoint the main use of 
tungsten is in the manufacture of steel, especially steel for tools 
employed at high cutting rates. For the manufacture of this steel 
either ferrotungsten or tungsten powder may be used. 

In the production of ferrotungsten, the process is similar to that 
described for ferromolybdenum (page 192). If the ore is ferberite, 
no preliminary treatment other than concentration is necessary. 
The ore is reduced by carbon in crucibles placed in oil-fired furnaces, 
or is reduced in an arc-type electric furnace. If the ore does not 
contain sufficient iron, it is added in the form of scrap. The mate- 
rial produced in this country contains about 70 to 80 per cent of 
tungsten and less than 0.76 per cent of carbon. 

Metallic Tungaten. — To produce tungsten metal suitable for 
drawing into wire or rolling into sheets, very pure tungstic oxide 
must first be prepared from the ore. The pulverized ore is mixed 
i '^Minermls Yearbook, 1938.” 
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with excess NaaCO#, ground to 100 mesh and heated in a reverbera- 
tory furnace at 800°C. The soluble sodium tungstate^ NasWO^, 
formed is then extracted with hot water. From this solution the 
insoluble calcium tungstate, CaWOi, is precipitated by the addition 
of CaCla. This, in turn, is converted to insoluble tungstic acid, 
H2WO4, by treatment with HCl. After filtering and washing, this 
material has a purity of about 99.5 per cent. The final step in the 
purification consists in dissolving the tungstic acid in concentrated 
ammonia and evaporating to crystallization of ammonium para- 
tungstate, (NH 4 )ioWi 204 x- 5 H 20 . From this salt the tungstic acid 
is reprecipitated by HNOs. This final treatment may be repeated 
for additional purification, and the tungstic acid is then ignited to 
the oxide WO2, which will analyze 99.94 to 99.96 per cent pure, with 
an iron content less than 0.02 per cent. 

The pure oxide is placed in nickel boats in a tube furnace and 
reduced to metallic tungsten in a stream of hydrogen at 1200®C. 
Since the melting point of the metal is very high (3390®C.), the 
product of the reduction is a gray unfused powder. The earlier 
workers found it a very diflBlcult problem to produce a workable mass 
of the metal. After long experimentation it was found that the 
most feasible method for compacting the granules was to work them 
mechanically while very hot. For this purpose, the finely divided 
metal is placed in steel dies and pressed hydraulically to 300 tons. 
The granules of the resulting bar are then caused to coalesce by 
placing the bar in an atmosphere of hydrogen and heating it by 
means of its resistance to the flow of an electric current. Toward 
the close of the process the temperature is raised to a point not far 
below the melting point of tungsten. As a result, the particles are 
joined and a definite crystalline structure is developed. By means 
of repeated heating and swaging or hammering, the sintered bar 
is worked into a slender rod. Although at first the bar is very brittle 
and weak, with repeated working the strength and toughness 
increase so much that it may be drawn through dies to form wire. 
For very fine wire, such as reqmred for lamp filaments, a series of as 
many as 100 dies formed of diamonds, each with an aperture 
slightly smaller than the one preceding, are employed. If sheet or 
plate is desired, the bar is rough-forged under the hammer, and then 
is reduced to the specified gauge by means of high-speed rolls. 

If metallic tungsten is to be used merely for the production of 
alloys or carbides (described below), extreme purity is not neces- 
sary. A metal of better than 98 per cent purity is made by direct 
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precipitation of tungstic acid from the Na 2 W 04 solution, already 
described, by the addition of hydrochloric acid. This is ignited to 
WOs and reduced with powdered charcoal in crucibles heated to 
ISOO^’C. 

Properties of Tungsten. — Tungsten is silvery white in color. It 
oxidizes in air at a red heat, forming the yellow oxide WOs. Dilute 
acids are practically without action on the metal, but hot concen- 
trated sulfuric and hot hydrochloric acids attack it slowly. 

In the form of fine-drawn wire, tungsten possesses the highest 
tensile strength of all known materials. In addition it has the high- 
est melting point of all elements except carbon. Even at a white 
heat it retains its rigidity and because of its extremely low vapor 
pressure sublimes only slowly even in a high vacuum. The prop- 
erties of the metal are summarized in Table 35. 

Table 35. — Properties of Tungsten 

Melting point 3390^0. (OISO^F.) 

Boiling point . . 5930*^0. (10700®F.) 

Density . 19.3 g. per cc. 

Electrical resistivity . 5.48 microhms 

Thermal conductivity . 0.476 c.g.s. 

Tensile strength 590,000 psi 

Modulus of elasticity . . 60X10* psi 

Economic Value of Tungsten. — No other metal produced in 
such small quantity has so great an industrial importance as 
tungsten. Because of the convenience, comforts, and luxuries it 
provides to the present type of civilization, its importance is 
comparable to that of lead and zinc, and is exceeded only by that of 
iron and copper. 

As has been indicated before, the two main uses for tungsten are 
in the manufacture of high-speed tools (pages 377 and 379) and fila- 
ments for lamps. It is estimated that the substitution of tungsten- 
bearing tools for carbon-steel tools and of tungsten-filament lamps 
for carbon-filament lamps saves the people of the United States 
not less than 23^ to 3 billion dollars each year. The enormous 
saving that is brought about by the use of tungsten-alloy tools is 
made possible by the fact that one man is able to perform the work 
of several men in the turning, planing, and boring operations 
required in the fabrication of articles produced by the metal-working 
industries. Not only are less time and labor involved, but the 
mechanical equipment and the space needed to house it are less. 

The economy in the use of tungsten-filament lamps rests upon 
the fact that they require only 1.25 watts per candlepower, instead 
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of the 3.26 watts consumed by the older type of lamp in furnishing 
the same illumination. It has been calculated that if the artificial 
light used in the United States were produced by carbon-filament 
lamps, an additional expenditure of 2 billion dollars would be 
required. That tungsten is able to replace carbon in this eflScient 
manner depends not only upon its high melting point, but upon its 
rigidity at high temperatures, its low vapor pressure, and its 
relatively high electrical resistance. 

In addition to their admirable performance in the lighting field, 
tungsten filaments demonstrate their usefulness in radio tubes and 
X-ray tubes. When employed in the latter, such filaments make 
possible the generation of rays so penetrating that almost instan- 
taneous X-ray photographs of the body can be taken. Moreover, 
by the use of these rays, a new science has been developed, that of 
the study of atomic and crystal structure, as well as the inspection 
of the interior of metals. In steel, for example, segregation, gas 
flaws, shrinkage flaws, slag and oxide inclusions, and other faults 
may be detected without physical alteration of the specimen. 

The one other purpose for which tungsten in the pure state finds 
extensive application is the making of the electrical contact points 
used in the ignition systems of internal-combustion engines. For 
this purpose it has almost completely replaced platinum at a tre- 
mendous saving in cost. 

Important alloys of tungsten are discussed on pages 248, 377. 

Molybdenum 

Occurrence. — The chief molybdenum ore is the sulfide, molyb- 
demte, M 0 S 2 . It is a soft, opaque, dark-gray, graphitelike or mica- 
like mineral. It occurs in flakes that cleave readily. Molyhdiie^ 
Fe203*3Mo08*7)^H20, is a decomposition product produced by the 
weathering of molybdenite. Wulfenite^ PbMo 04 , is also an impor- 
tant source of molybdenum. 

Over 90 per cent of the world production of 16,000 tons of 
molybdenum was supplied by the United States in 1937. Nearly 
80 per cent of this domestic production came from the Climax mine 
in Colorado. Small amounts were produced in AriiEona, Idaho, 
Nevada, and New Mexico. 

Ferromolybdenum. — The chief use of molybdenum is in the 
manufacture of ordnance and high-tensile steels (page 361). For 
this purpose the metal is supplied in the form of ferromolybdenum, 
an iron-molybdenum alloy containing 50 to 60 per cent of molyb- 
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denum. The ore, molybdenite, is concentrated by flotation and is 
then roasted to the oxide, MoO*. This is then reduced by carbon 
in the electric furnace with the addition of scrap iron. The product 
usually contains less than 2 per cent of carbon. 

Metallic Molybdenum. — Metal of high purity is used in radio 
and X-ray tubes and for support wires in electric-light bulbs. It is 
made by a method similar to that used for tungsten. The oxide 
from the roasting of the ore is converted to ammonium molybdate 
and this is purified by crystallization. Ignition of this salt gives 
an oxide of high purity. This is reduced to a metallic powder by 
hydrogen and is pressed, swaged, and drawn into wire as with 
tungsten. 

Properties of Molybdenum. — Molybdenum is quite similar to 
tungsten in appearance and in properties. The melting point is 
lower, however, and the tensile strength much smaller. The 
properties of the metal are summarized in Table 36. 

Table 36. — Properties of Molybdenum 

Melting point 2622"C. (475rF.) 

Boiling point 4804®C. (8679®F.) 

Density 10.2 g. per cc. 

Electrical resistivity . . 4.77 microhms 

Thermal conductivity . 0.350 e.g.s. 

Tensile strength . . 260,000 psi 

Modulus of elasticity . . 50.2 X 10® psi 

Vanadium 

Occurrence and Ores. — The largest and richest vanadium 
deposit known occurs at Minasragra, Peru. The ore found there, 
called patroniie, has a composition that may be represented approxi- 
mately by V2S9. It occurs in conjunction with iron pyrite, free 
sulfur, and carbonaceous matter. The presence of the carbonaceous 
matter is interesting. It may be associated with the fact that the 
ashes of some Peruvian coals contain nearly 50 per cent of vanadium 
pentoxide, and that about 1 per cent of the vanadium output of 
Peru is derived from the ash of a native asphaltite. 

The countries next in order in the production of vanadium 
are South-West Africa mandate, United States, and northern 
Rhodesia. Together their output is roughly equal to that of Peru. 
The chief African ores are desdoizite, (Pb, Zn)(VOi) 2 , a lead-zinc 
vanadate; and vanadiniief Pb 5 (V 04 ) 3 Cl, a lead chlor-vanadate. In 
the United States roscoeliUj a vanadium mica of complex and some- 
what indefinite composition, approximately represented by the 
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formula H8K*(Mg, Pe)(Al, V) 4 (SiOs)i*, and vanoxUe, a hydrous 
vanadium oxide are found in Colorado; camotiUj a potassium uranyl 
vanadate, Ka0*2U08 V206-3Hf0, is mined in both Colorado and 
Utah. Commercially, roscoelite is second in importance to patron- 
ite as a source of vanadium. 

The United States produces about half of the vanadium con- 
sumed here; the remainder is imported mainly from Peru. 

Ferrovanadium. — The chief use of vanadium is in the manu- 
facture of vanadium steel. For this purpose an alloy, ferro- 
vanadium, containing 30 to 40 per cent of vanadium, less than 
0.5 per cent of carbon, and small quantities of other elements, in 
addition to the iron, is used. Formerly, the ferrovanadium was 
almost entirely prepared by reducing the oxide in the presence of 
iron turnings by the use of aluminum or silicon, a modification of the 
Thermit process, but recently a method has been developed for 
electric-furnace reduction with carbon. In the new process, the 
mixture of ore and flux is fed through a zone of extremely high 
temperature between closely spaced, graphite electrodes. The 
pentoxide is reduced directly to the metal and the use of the costly 
reducing agents, aluminum and silicon, is avoided. 

Metallic Vanadium. — The preparation of pure vanadium is 
difiicult, and very little is produced commercially. For obtaining 
the metal, acceptable methods are the reduction of the dichloride 
with hydrogen, and the electrolysis of vanadium trioxide in fused 
calcium vanadate. 

Vanadium is silvery white in color, is harder than quartz, but is 
sufficiently malleable and tough so that, when heated to a suitable 
temperature, it may be rolled and hammered into rods and drawn 
into wire. The metal is susceptible to a high polish and does not 
tarnish in air. When heated rapidly in a stream of oxygen, vana- 
dium burns brilliantly. When burning in air, it combines not only 
with oxygen but with nitrogen ; a mononitride is formed. Vanadium 
is insoluble in hydrochloric acid or in solutions of the alkalies. It 
is slowly attacked by concentrated sulfuric acid, but is readily 
soluble in nitric acid, both dilute and concentrated. The properties 
of vanadium are summarized in Table 37. 

Table 37. — Pbopbbties of Vanadium 

Melting point 1710*C. (3110®P.) 

Boiling point 3000^0. (5482*T.) 

Density 5.68 g. per cc. 

Eaiectrioal resistivity 26 microhms 
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Uses of Vanadium. — As has been indicated before, the chief use 
of vanadium is in the manufacture of alloy steels (page 361). Non- 
ferrous alloys of vanadium are those of copper and aluminum, from 
which excellent castings may be made. One of the new applications 
of vanadium is its use in the form of the pentoxide, instead of 
platinum, as a catalyst in the manufacture of sulfuric acid. Unlike 
platinum, vanadium pentoxide is not poisoned by arsenic and hydro- 
chloric acid. The pentoxide serves to catalyze reactions other than 
the conversion of sulfur dioxide to the trioxide, and compounds of 
vanadium other than the pentoxide may be employed. Vanadium 
resinate has proved to be a superior drier for paint and varnish oils. 

Bismuth 

The principal producers of bismuth, in order of importance, are 
the United States, Peru, Mexico, Spain, Canada, Germany, and 
Japan, accounting for the total yearly production of only 2,000 
tons. It occurs in nature mainly in the metallic state, but the oxide, 
bismvih ocher, Bi 208 , and the sulfide, bismuth glance or bismuthite, 
Bi 2 S 3 , are also of commercial importance. Bismuth ores are 
seldom found pure, but generally are associated with the ores of 
other metals. A considerable part of the bismuth on the market, 
in fact, is obtained as a by-product in the refining of other metals, 
such as lead, copper, and tin. 

Production of Bismuth. — Native bismuth is separated from the 
gangue by heating the ore in cast-iron pipes set in the fire in an 
inclined position. The melted metal is collected as it drains from 
the lower end of the pipe. 

Oxide ores are reduced with carbon in crucibles, or in small 
reverberatory furnaces, in the presence of a flux that will convert 
the gangue into a readily fusible slag. Metallic iron is employed in 
the charge to transpose the relatively small amount of bismuth 
sulfide that may be present into metallic bismuth and sulfide of 
iron. Sulfide ores are first roasted to the oxide and are then 
reduced in the same manner as the native oxides. 

The crude bismuth is sometimes refined by heating at a care- 
fully controlled temperature on a sloping iron hearth. The bis- 
muth, having a low melting point, drains away. Melting in the 
presence of fluxes gives better resiilts. A purer product is prepared 
by dissolving the crude bismuth in nitric acid, and then precipitating 
the basic nitrate with water, thus: 

Bi(NO,)s + 2 H 2 O « Bi(OH),NO« + 2HNOs 
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The insoluble basic nitrate is collected, dried, calcined to the oxide, 
and then is reduced with carbon. 

Physical Properties. — Bismuth, like antimony, is hard, highly 
crystalline, and brittle. It may be distinguished from antimony by 
the fact that the crystals of bismuth have a reddish sheen. The 
density of solid bismuth is 9.82 and that of the liquid at the melting 
point is 10.05, so that on solidification there is an expansion of over 
2 per cent. The properties of the metal are summarized in Table 38. 

Table 38. — Propebties of Bismuth 

Melting point 271®C. (519.8®F.) 

Boiling point 1420®C. (2556®F.) 

Density 9.82 g. per cc. 

Electrical resistivity .. . 115 microhms 

Thermal conductivity 0.0200 c.g.s. 

Modulus of elasticity 4.6 X 10* psi 

Chemical Properties. — By dry air at ordinary temperatures 
bismuth is practically unaffected; in moist air, it oxidizes slightly 
and becomes iridescent. When heated in air, it bums to the 
trioxide BiaOs. At a red heat it decomposes steam with the libera- 
tion of hydrogen. It unites directly with the halogens. It dissolves 
tardily in hot hydrochloric acid, but hot sulfuric acid converts it 
readily into the sulfate Bi 2 (S 04)8 with the evolution of sulfur dioxide. 
In nitric acid and in aqua regia it dissolves readily; the former 
produces the nitrate Bi(N08)8, and the latter the trichloride Bids. 

Uses. — About 70 per cent of the bismuth produced goes into the 
preparation of low-melting-point alloys (page 257), of which there 
are in the main two varieties: those that contain bismuth, lead, and 
tin, and those that contain cadmium in addition to the preceding. 
The lowest melting alloy has the following composition: bismuth, 
50 per cent, lead, 25 per cent, and tin and cadmium each 12.5 per 
cent. It melts at 55. 5® C. By varying the composition, almost 
any desired melting point may be obtained. Fusible alloys of this 
sort are employed in making electric fuses, safety plugs in boilers, 
sprinkler heads in automatic sprinkling devices, connecting links to 
hold in place automatic fire doors, etc. Bismuth is used also in 
low-melting casting alloys that contain bismuth, lead, tin, and 
cadmium (page 257). A recent application is in Matrix Alloy for 
holding different parts of complex dies. These contain bismuth, 
lead, tin, and antimony. 

Because of its expansion when solidifying, bismuth is useful 
in cast alloys that are required to take sharply the impressions 



THE NONFERROUS METALS 


197 


of the mold. It is less employed than antimony for this purpose, 
however, because bismuth is more costly. 

Antimony 

Ores and Occurrence. — Occasionally, in small quantities, anti- 
mony is found free in nature, but the chief ore is dihniiey the black 
trisulfide, Sb 2 S 3 , of which a plentiful supply is found in China and 
notable quantities in Bolivia, Mexico, Algeria, and Czechoslovakia. 
China formerly contributed approximately 90 per cent of the world's 
total output of antimony, and about 95 per cent of the production 
came from the province of Hunan, where the largest known deposits 
in the world occur. Because of low labor charges and its large 
deposits of ore, China dominated the world's antimony market. 
Today, Mexico is an important source, supplying this country with 
57 per cent of our total imports. The world's production of anti- 
mony is about 38,000 tons annually, about half of which is consumed 
in the United States. 

Metallurgy. — There are several methods for extracting antimony 
from its ores. In China the usual process consists of roasting the 
stibnite to the oxide, and then reducing the oxide with carbon. 
In other countries the trisulfide is heated with scrap iron which 
separates metallic antimony, as follows: 

SbaSa + 3Fe = 2Sb + 3FeS 

To a small extent, antimony is obtained as a by-product in the 
refining of other metals, such as lead, copper, zinc, and silver. 

Properties. — Antimony is silvery white, hard, highly crystalline, 
and so brittle that it may be readily powdered under the hammer. 
At ordinary temperatures antimony is chemically stable and does 
not tarnish in air, but when heated it burns with a bluish flame, 
forming the white, powdery antimony trioxide, Sb 208 . 

In cold, dilute sulfuric acid, antimony is unaffected, but it dis- 
solves in the hot concentrated acid. If finely divided, it is attacked 

Table 39. — Properties of Antimony 

Melting point 530°C. (1166®F.) 

Boiling point 1140*C. (2624 ®F.) 

Density g. per cc. 

Electrical resistivity 39 microhms 

Thermal conductivity 0.044 c.g.8. 

Modulus of elasticity 11.3 X 10* pd 
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by hydrochloric acid. Concentrated nitric acid converts it into the 
trioxide. In aqua regia it dissolves readily with the formation of 
the pentachloride. 

The properties of antimony are summarized in Table 39. 

Uses. — Antimony readily forms alloys with most of the heavy 
metals; in its metallic form it has few other uses. Hardness is its 
chief contribution to such alloys in most cases, but because it con- 
siderably increases the fluidity, advantage is taken of this property 
in preparing alloys to be cast with sharp detail, especially in type 
alloys. The metals with which antimony is most commonly alloyed 
are lead, tin, and copper. 

About 90 per cent of the antimony consumed in the United States 
is employed for the following uses, which are named in the order of 
decreasing magnitude of consumption: Babbitt alloy (page 249), 
storage-battery plates, soft metal alloys and solder, hard lead (for 
pipes, traps, etc.), type alloys, for vulcanizing rubber (in the form 
of the pentasulfide), bearing alloys, as oxide and sulfide in enamels 
for metalware, and in cable coverings. The antimony employed in 
storage-battery plates serves to make them more rigid and less 
likely to buckle. About 90 per cent of the antimony employed for 
this purpose is recovered. 

Antimony is an important war metal. It is employed for harden- 
ing shrapnel bullets, in primers, and to produce white smoke for 
range finding. Antimony is a component of many low-melting- 
point alloys (page 257), such as fuse blocks for indicating heated 
bearings. 

Mercttrt 

Occurrence. — The largest mercury mine in the world is in Spain, 
the government-owned Almaden mine in the province of Ciudad 
Real. In Italy are several important mines, government owned in 
one district, the combined output of which in some years exceeds 
that of the Almaden. Regardless of which surpasses the other, 
these two countries together supply approximately 90 per cent 
of the world's total annual production of 3,500 to 4,000 metric tons 
of the metal. ^ In mercury output, the United States ranks third 
and Mexico fourth. California and Oregon are the chief producers 
in the United States, but in this coimtry the imports of mercury are 
about twice as great as the domestic production. 

* It is the custom to market mercury in iron flasks of 75 lb. capacity tightly 
closed with a threaded cover. 
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Occasionally mercury is found free and in amalgams of gold and 
silver, but most of the world's supply is obtained from cinnabar, 
the red sulfide, HgS. 

Production. — Mercury is extracted from cinnabar by roasting 
the ore in the presence of air, usually in some type of shaft furnace. 
The fuel, charcoal or coke, is charged with the ore. The sulfur 5s 
oxidized and the mercury is set free in accordance with the following 
equation: 

HgS + O 2 = Hg + SO, 

At the temperature of the reaction zone, any mercuric oxide pro- 
duced would instantly be decomposed. The free mercury, vaporiz- 
ing, passes from the furnace with the products of combustion and 
is recovered in a condensing system made up of brick chambers and 
long strings of tile pipe. Periodically the condensers are cleaned 
and the mercury is separated from the dust and soot by pressing 
it through linen or chamois skin. The metal may be purified by 
washing with nitric acid or by redistillation in the presence of air, 
which causes the vapors of volatile base metals, such as zinc and 
cadmium, to be converted into their oxides. 

Properties. — Mercury is the only common metal that is liquid 
at ordinary temperatures, its freezing point being at — 38.9°C. 
The boiling point of the metal is also low (357°C.), so that it has a 
noticeable vapor pressure even at ordinary temperatures. When 
gold leaf is suspended above the metal, its surface becomes coated 
with mercury in time. In the liquid and solid forms, mercury is an 
excellent conductor of electricity. The vapor is not conductive 
in the cold, but once an arc is struck, the current flows readily, 
producing the characteristic mercury spectrum, rich in green and 
ultraviolet rays. Mercury-vapor arc lights, among other uses, are 
employed in photographic work, in sterilizing water, and in connec- 
tion with neon lights in the construction of illuminated signs. 

Except in the presence of hydrogen sulfide, mercury is not 
affected by exposure to air at ordinary temperatures. When heated 
in air to about 300®C., it combines slowly with oxygen to form the 
red oxide HgO; when heated to a still higher temperature, the oxide 
that has been formed decomposes. 

In hydrochloric and cold sulfuric acids, mercury is practically 
unaffected, but it dissolves in hot concentrated sulfuric and cold 
nitric acids. The alkaline hydroxides are without action upon it. 
The alloys of mercury are known as atncUgams. All metals except 
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iron and platinum form amalgams, and even platinum will amalgam- 
ate under certain conditions. 

The properties of mercury are summarized in Table 40. 

Table 40. — Properties of Mercury 

Meltinfi; point —SS.O^C. (~-28°F.) 

Boiling point 357"C. (674.6"F.) 

Density (20"C.) ... 13.546 g. per cc. 

Electrical resistivity 95.8 microhms 

Thermal conductivity . . 0.0200 c.g.s. 

Uses. — Most of the mercury consumed in this country finds 
outlet in the form of mercury compounds. One of the largest uses 
is for the manufacture of mercuric fulminate, Hg(OCN) 2 , employed 
for blasting caps and other detonators because under percussion 
it explodes. In the form of the artificial sulfide, mercury is used 
in coloring red rubber products. Antifouling paints for ship bot- 
toms are made with the aid of the red oxide of mercury, which 
the salt of the sea slowly converts into mercuric chloride, an active 
poison. Only a comparatively small amount of the metal is needed 
for thermometers, barometers, air pumps, and other laboratory 
apparatus and scientific instruments. 

Recently in the electric-light plant of Hartford, Conn., mercury 
vapor, generated in a mercury boiler, has been employed effectively 
to operate the turbine of a prime mover for developing electric 
power. The original installation, generating 5,000 hp., required 
2,800 lb, of mercury, but after about four years of operation an 
order was placed for additional equipment including a 10,000-kw., 
mercury-vapor turbine requiring about 13 lb. of mercury per kilo- 
watt of capacity. ‘ The mercury, of course, is employed in a closed 
system. Steam for an auxiliary unit is generated by the heat still 
resident in the mercury vapor after it passes the turbines. ^ 

Titanium 

Occurrence. — Titanium occurs in the earth more commonly than 
may be supposed. Among the elements it ranks tenth in order of 
abundance. The black, iron-bearing ilmenite, FeTiOs, is the chief 
commercial source of titanium, but riUiky the dioxide TiOa, also is 
frequently found. Other mineral forms of the dioxide are known 

1 Furness, Mineral Resources of the United States,” Part I, p. 62, U.S. 
Geological Survey, 1927. 

• For advantages of the mercury-vapor turbine over the steam turbine, see 
Ckem. Age. (N.Y.), Feb. 19, 1927, p. 183. 
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as brookite and anatase. Workable deposits of both ilmenite and 
rutile, especially the former, occur in many parts of the world. 
The annual production of ilmenite in all countries combined is 
now probably in excess of 225,000 metric tons, with an estimated 
content of titanium dioxide ranging from 36 to 55 per cent. The 
chief contributors are the United States, Senegal, India, Norway, 
Brazil, Russia, and Canada. The domestic production is supplied 
chiefly by Virginia and Florida. 

Metallic Titanium. — Because of the readiness with which 
titanium forms carbides, nitrides, and silicides at high tempera- 
ture, it is difficult to prepare the metal in a free state. It is possi- 
ble to reduce the oxide by means of aluminum, a little of which 
enters into an alloy with the titanium. Like many other metals, 
titanium is steel gray in color. It is comparatively hard, but is 
sufliciently malleable to be worked at a red heat. It has a density 
of 4.5 and melts in vacuo at ISOO^C. (3272°F.). 

When titanium is heated in the air, it burns with a very brilliant 
incandescence; the dioxide is formed. It is one of the few metals 
that combine directly with nitrogen w^hen heated in it. It decom- 
poses boiling water with the evolution of hydrogen, and it dissolves 
in hydrochloric and sulfuric acids in the usual manner. 

Industrial Application. — When industrial applications of tita- 
nium were first made, it was used in the form of ferrotitanium as a 
deoxidizing agent in the manufacture of steel; now attention is 
directed chiefly to its employment in the hum of the dioxide as a 
white pigment (page 551). Because the pigment is chemically very 
inert, in addition to its use in paints, lacquers, and enamels, it is 
employed in printing ink, rubber, oil cloth, linoleum, wall pai>er, 
window shades, etc. 

Gold 

Occurrence and Metallurgy. — Gold is one of the few metals that 
occur principally in the native state. It is found in veins in quartz 
rock, and in river sand and gravel, usually alloyed with copper and 
silver. It occurs also in small amounts in ores in combination with 
tellurium or with tellurium and silver. A considerable amount of 
gold is obtained as a by-product from the refining of copper, lead, 
and nickel. 

The oldest method of recovering gold depends on its high density. 
The lighter sandj^ and gravel can be washed away by panning, 
sluicing, or by more elaborate hydraulic methods. The impure 
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gold thus obtained is separated from copper and silver by treatment 
with sulfuric or nitric acid in which gold is insoluble. For extraction 
from low-grade ores two processes are in use. The amaiganuUion 
process treats the finely ground ore with mercury, in which gold is 
readily soluble. The mercury is then distilled off and recovered, 
leaving the gold as a residue. The cyanide process dep)ends on the 
fact that metallic gold is soluble in potassium cyanide in the pres- 
ence of oxygen, according to the reaction: 

2Au + 4KCN + + H 2 O = 2KAu(CN)2 + 2KOH 


The soluble potassium aurous cyanide, KAu(CN)j, is treated with 
metallic zinc or aluminum which reduces the gold to the metallic 
state. Another method of recovery is by electrolysis of this 
solution. 

The world production of gold in 1937 amounted to 34,635,000 oz., 
of which about 4,000,000 oz. were produced in the United States. 

Physical Properties. — Gold is an extremely soft metal. It is 
extraordinarily malleable and ductile, and, next to silver and copper, 
is the best conductor of electricity. It offers remarkable resistance 
to atmospheric corrosion and tarnish. The properties of gold are 
summarized in Table 41. 


Tablb 41. — Pbopekties of Gold 

Melting point 1063°C. (IQIS^F.) 

Boiling point 2966°C. (6339°F.) 

Density 19.3 g. per cc. 

Electrical resistivity 2.42 microhms 

Thermal conductivity 0.7072 c.g.s. 

Tensile strength 20,000 psi, cast 

37,000 psi, hard-drawn wire 
Modulus of elasticity 11.3 X 10* psi 


Uses. — Since it occurs in the native state, gold was one of the 
earliest metals discovered and used by man. Because of its scarcity, 
its unusual and beautiful color, and its resistance to corrosion and 
even fibre, it was prized for decorative purposes and even became an 
object of worship in some early civilizations. In fact a residue of 
this glorifiication of gold persists today in its adoption as an almost 
universal monetary standard. However, outside of this somewhat 
artificial fimction, it is one of the most useless of the well-known 
metals. It is much too soft for use as coinage or jewelry, so that 
all gold used for these purposes contains silver o#copp>er, or both. 
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as alloying elements to increase the hardness* The various propor- 
tions of these alloying elements give a series of colors ranging from 
red through yellow to green. The gold content of coinage or jewelry 
may be expressed in terms of “fineness/' which is the number of 
parts of gold per thousand parts by weight of the alloy. Jewelers 
express the gold content of their alloys in “carats," on which scale 
24 carat (abbreviated 24 kt.) is pure gold, and the number of parts 
of gold, by weight, in 24 parts of alloy gives the carat directly. 
Thus 14 kt. gold contains 10 parts of base metal (copper, silver, 
nickel, etc.) to 14 parts of gold and is 58.33 per cent gold. 

Beside the use in coinage and jewelry, an appreciable quantity 
of the metal is used in dentistry. It is the princif)al constituent 
of bridge alloys, which may contain in addition platinum, palladium, 
silver, and other metals. It is also used as sponge or foil in filling 
tooth cavities. 

The use of gold as a protective coating on base metals is another 
important application. Electroplating is the most common method 
of applying this coating. The terms “ gold filled " and “ roll(‘d gold 
are used to designate articles made of base metal on w'hi(;h a layer 
of carat gold has been fixed })y brazing or welding and then drawn 
or rolled to the desired dimension. 

Sti^veh 

Occurrence and Metallurgy. — Silver, like gold, occurs in the 
native state, usually associated with native copper. It occurs 
also as the chloride, AgCl, in th(‘ mineral ccrargyrite, or horn silver. 
Numerous more or less complex sulfide ores are also found. A 
considerable portion of silver is produced in the smelting and 
refining of lead and copper ores. The recovery of silver from its 
ores is carried out by the cyanide process which is identical with 
that used for the extraction of gold. If the ore is of the sulfide 
type, it is first converted to the chloride by roasting and heating 
with sodium chloride before extraction with cyanide. 

In 1937 the world production of silver amounted to 278,927,000 
oz., of which the United States produced 71,735,000 oz. 

Properties.— Silver is the whitest of the metals. It is harder 
than copper, is malleable and ductile, and is the best conductor of 
heat and electricity. Its luster is retained indefinitely unless 
hydrogen sulfide is present in the air, when a superficial blackening 
occurs due to the |prmation of silver sulfide, AgiS. Silver does not 
dissolve in dilute hydrochloric or sulfuric acids, but dissolves 



204 CHEMISTRY OF ENGINEERING MATERIALS 

readily in nitric acid and in concentrated sulfuric acid. The 
properties of the metal are summarized in Table 42. 

Table 42. — Properties op Silver 

Melting point 96rC. (1730T.) 

Boiling point 2212°C. (3982®F.) 

Density 10.5 g. per cc. 

Electrical resistivity 1.62 microhms 

Thermal conductivity 0.974 c.g.s. 

Tensile strength 40,000 psi, cast 

51,000 psi, hard drawn 

Modulus of elasticity 10.3 X 10« psi 

Uses. — Silver, like gold, is extensively used for coinage, in which 
case various percentages of copper are added to increase the hard- 
ness. The silver content of coinage is stated in terms of fineness, 
as with gold, ranging in different countries from 600 to 900. The use 
of the metal in silverware and jewelry dates from earliest times, and 
the fineness varies from 750 to 950. Sterling silver, 925 fine, 
is the standard in this country. 

Electroplating of silver as a protective coating on base metal, 
usually German silver (nickel, zinc, copper) (page 239), accounts for 
a large proportion of the total silver used. Another method of 
appl 3 dng the coating is the bimetal-plate method similar to that 
used in preparing gold-filled^' (page 203) articles. The famous 
Sheffield plate was made by this method. 

Considerable quantities of silver are used in special alloys in the 
electrical industries, in silver solders, dental alloys, in mirrors, and 
in the form of the halogen derivatives in photography. Small 
quantities of silver are used also in medicine, silver derivatives hav- 
ing powerful antiseptic properties. 
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CHAPTER V 


NONFERROUS ALLOYS 

By Harry Seltz, Pb.D 

In the preceding chapter the industrially important metals were 
discussed. Were we limited to the use of those 30 or more metals 
in the pure state, the vast range of properties required by modern 
technology could not be met. It is possible, of course, to modify 
somewhat the mechanical properties of pure metals by cold work 
and by controlled annealing, but these effects are relatively minor. 
Fortunately, most diverse properties can be produced by the com- 
bination of two or more metals to form alloys. An alloy may be 
defined as a coherent metallic mass produced by the intimate association 
of two or more metals. In some cases also the introduction of non- 
metals such as carbon, silicon, phosphorus, boron, sulfur, and even 
nitrogen or oxygen may produce marked effects. It is apparent 
that thousands of combinations resulting in useful alloys are 
possible. 

Alloys are generally made by mixing the constituent metals in 
the liquid state and allowing the mass to cool. These systems are 
usually homogeneous solutioas while molten, but on solidification 
they often form heterogeneous solids with two or more distinct and 
discrete “ phases appearing. To understand the relation between 
composition and properties and to understand the changes that 
occur during heat-treatment and hardening of alloys, it is necessary 
to study the nature of the phases that appear on solidification and to 
determine whether any fundamental laws govern their formation. 
A most important principle restricting the number of phases that 
can exist in equilibrium in a given system was deduced by the famous 
scientist, Willard Gibbs, and this principle has had a great influence 
on the development of modern metallurgy. It is embodied in a 
statement called the phase rule,^^ which Gibbs arrived at by 
rigorous thermodynamic reasoning, but which here can be considered 
only from an elementary standpoint. Use will be made of the phase 
rule in thla chapter in discussing the equilibrium relations in several 
alloy systems. ' 
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The Phase Rule, — Before the phase rule is stated, three terms 
must be defined: 

1. The number of phases in a system is the number of distinct 
and different homogeneous portions that go to make up the system. 
If liquid water is in equilibrium with water vapor, this system is 
made up of two phases. If ice, liquid water, and water vapor are 
in equilibrium, there are three phases. It should be stated that the 
degree of subdivision of a phase does not influence a condition of 
equilibrium unless the particles approach colloidal dimensions. In 
alloys it is often necessary to use high magnifications to detect the 
presence of the different solid phases. 

2. The number of components of a system is the smallest number 
of substances required to define the composition of every phase of a 
system at equilibrium. In alloys this will be merely the number of 
elements of which the alloy is composed. In the copper-magnesium 
alloys, for example, at certain compositions the compounds CuMga 
and Cu 2 Mg appear as solid phases. These can be related to the pure 
metals by the equilibria: 

Cu + 2Mg CuMg 2 
2Cu + Mg :;:± Cu 2 Mg 

and hence are not considered as additional components since their 
concentrations can be fixed in terms of the concentrations of Cu 
and Mg and the equilibrium reejuirements for these reactions. 

3. The number of degrees of freedom is the number of variables 
of the system which must be fixed to define the system completely. 
The variables that influence equilibrium are primarily pressure, 
temperature, and concentrations of the components in the several 
phases. The number of degrees of freedom can be defined also as 
the number of these variables that can be changed independently 
without causing the disappearance of one of the phases in 
equilibrium. 

The phase rule relates the three quantities defined above by the 
simple equation: 

P + /r’ = C + 2 

where P = number of phases. 

C « number of components. 

F number of degrees of freedom. 

This relationship is rigorously true for any system at equilibrium^ 
and limits the number of phases that can exist in equilibrium under 
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any conditions. The maximum number of phases in a system of a 
given number of components will be the number given by the above 
equation when the number of degrees of freedom, F, is equal to 
zero. When a system is made up of a single pure substance and 
hence C = 1, then, whenF = 0, it follows tbatP == 3. This means 
that for a pure substance the maximum number of phases that can 
exist in equilibrium is three, and this three-phase equilibrium can 
be established at one definite pressure and temperature, and the 
concentrations (densities) of the phases are completely fixed. A 
system showing zero degrees of freedom is siiid to be “invariant.'^ 
The most common case of invariant equilibrium in a one-component 
system is that between solid, liquid, and vapor. Ice, liquid water, 
and water vapor can exist in equilibrium only at +0.0076®C., at a 
pressure of 4.6 mm.; the specific volume of the ice phase is 1.0914 
cc. per g., of the liquid phase is 1.000132 cc. per g., and of the vapor 
phase is 210 liters per g. If then these phases are in equilibrium and 
an attempt is made to increase the temperature by supplying heat, 
or an attempt is made to increase the pressure by decreasing the 
volume, these attempts will fail until one or another phase has 
disappeared. As heat is added, for instance, ice will melt, taking 
up 80 cal. of heat for each gram melted, so that constant tempera- 
ture is maintained until all of the ice has disappeared. The system 
then becomes two phase, liquid plus vapor, and according to the 
phase rule has one degree of freedom. The system is then said to be 
“ univariant and the two phases can be kept in equilibrium with 
any arbitrary change of temperature, within certain limits. How- 
ever, as soon as the temperature is fixed at some definite value, there 
can be but one value of the pressure, the equilibrium vapor pressure. 
At 100°C., for example, liquid water and water vapor can exist in 
equilibrium only at a pressure of I atm. 

Although these relations seem obvious for a one-component 
system, without the phase rule it would not be obvious that the 
maximum number of phases that can exist in equilibrium in a two- 
component system is four, in a three-component system is five, 
and so on. 

In the phase rule as stated, the factor really enters the 
equation as representing the two variables, temperature and pres- 
sure. In most metallurgical applications the pressure is fixed at 
atmospheric, a pressure too high for the existence of a vapor phase. 
In other words, one degree of freedom, the pressure, is already 
utilized, and furthermore, since any ordinary changes of pressure 
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have negligible effects on equilibria in condensed (no vapor phase) 
systems, the phase rule is simplified to the form: 

p +F = C + 1 

'fhis would seem to be contradictory to the more general form of the 
phase rule, since it leads to the conclusion that two is the maximum 
number of phases (F == 0) in a one-component system, whereas 
actually three phases can exist in equilibrium. The point is, of 
course, that with fixed pressure the chance that this pressure would 
be precisely that required for a three-phase equilibrium is negligible. 
Similarly for a two-component condensed system, with fixed pres- 
sure, the maximum number of phases is three, for a three-component 
system is four, and so on. A two-component system in which a 
liquid and two solids are in equilibrium can be considered invariant 
(‘ven though a change of pressure would actually produce a slight 
but negligible change in the equilibrium temperature and composi- 
tion, just as the freezing point of a pure liquid is insensibly affected 
by ordinary pressure changes. This simplified form of the phase 
rule will be used here in the discussion of alloy systems. 

Types of Phase Equilibria in Alloy Systems 

It is customary to refer to an alloy containing two components as 
a binary alloy, with three components as a ternary alloy, and so on. 
In binary metal systems, according to the phase rule, w^hen two 
phases, such as a liquid and a solid, are in equilibrium, there is one 
degree of freedom: 


2+F-2+1 

F = 1 

These two phases thus can exist in equilibrium over a definite tem- 
perature range. As soon as the temperature is fixed, however, the 
compositions of the liquid and solid phases in equilibrium are like- 
wise fixed. It is, in general, difficult to calculate precisely these 
conditions of equilibrium, and experimental determination must be 
resorted to. Again, if three phases, such as a liquid and two solids, 
are in equilibrium, the system is invariant. These three phases 
can be in equilibrium at one temperature only, and the compositions 
of the phases are fixed. Any attempt to change the temperature 
or composition must result finally in the disappearance of at least 
one phase. The types of two- and three-phase equilibria that occur 
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in binary metal systems are limited and can be rather simply 
classified. Equilibria between liquid and solid phases can be 
divided into three classes: (1) the solid phases are the pure metals; 
(2) the solid phases are intermetallic compounds formed b}^ a com- 
bination of integral numbers of atoms of the two metals, such as 
CuMg 2 and Cu 2 Mg previously mentioned; (3) the solid phases 
are solid solutions. When a pure metal solidifies, the atoms are 
arranged on a space-lattice structure in a definite orderly manner, 
giving rise to a geometrical crystalline external form. When a 
solid solution of two metals appears, the scK^ond element usually 
replaces the atoms of the first element at random in its lattice 
structure. Such solid solutions are calked mbstitution solid solu- 
tions, and certain distortion of the original lattice will occur. In 
some few instances the atoms of the second element, if they are 
small enough, may enter into the lattice to form interstitial solid 
solutions, occupying the empty spaces in the somewhat open 
structure of the lattice. 

There are subdivisions to classifications (2) and (3), which will 
be considered in the following discussion of the three types. 

Pure Metals as Solid Phases — Equilibrium Diagrams. — At the 
freezing point of a pure substance the solid and liquid phases are in 
equilibrium (page 124). If a second com[)on(int is added to the 
liquid phase and if this component does not form a solid solution 
with the first, then the equilibrium or freezing point is alwaj'^s 
lowered. This is a familiar principle^ and is well illustrated by the 
lowering of the freezing point of water by the addition of salts. 

Exactly the same type of behavior is observed in some binary 
metal systems. Bismuth, melting at 271°C,, and (*admium, melting 
at 321®C., arc completely miscible in the liquid state. If a small 
amount of cadmium is added to liquid bismuth, the freezing point 
falls below 27VC. and, as additional cadmium is introduced, the 
equilibrium temperature is depressed still farther. Similarly, 
the addition of bismuth to liquid cadmium progressively lowers the 
freezing point to temperatures below 321 °C. These ^‘freezing 
point curves are shown in Fig. 17 where it is seen that they finally 
intersect at 144®C., at a composition corresponding to 40 per cent 
of cadmium. At this point, called the eutectic^ the liquid phase is 
in equilibrium simultaneously with solid bismuth and solid cad- 
mium. This is a three-phase, invariant condition and, if heat is 

^ See McCutchbon, Sbltz, and Wabneb, General Chemistry,^' 3d ed., 
p. 181, D. Van Nostrand Company, Inc., New York (1939). 
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removed, the temperature remains constant while the phase 
change : 

Liquid (40 per cent Cd) Cd(5) + Bi(s) 

takes place until all the liquid has disappeared. The entire liquid 
solidifies as a mixture of minute bismuth and cadmium crystals in 
a characteristic, laminated, eutectic structure. The individual 
crystals of the two metals in the eutectic solid can be observed only 
under the microscope. It is apparent that, for any composition, 
complete solidification wdll occur only when the eutectic tempera- 
ture, 144*^0., is reached. If a liquid containing 20 per cent of 
cadmium is slowly cooled, solid bismuth begins to separate at about 



Per cent of coidmium 


Fia. 17. — E<iuilibriuni diagram for the biainuth-cadiniuin system. 


210®C,, as shown by the intersection of the 20 per cent composition 
line with the freezing-point curve. Below this point the s.ystem is 
univariant with the two phases, liquid and solid, in equilibrium. 
The solidification is accompanied by heat evolution and the cooling 
rate thus decreases. At the same time the liquid phase becomes 
richer in cadmium until the eutectic temperature and composition 
are reached. Here solid cadmium and bismuth separate simul- 
taneously and the temperature remains constant until the mass 
has solidified completely. 

On the other hand, if a liquid of the eutectic composition (40 per 
cent of cadmium) is cooled, no separation of solid occurs until the 
temperature reaches 144®C., when complete solidification occurs at 
constant temperature as in the freezing of a pure substance, and the 
solid alloy will show eutectic structure throughout. 
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On the cadmium side of the eutectic, pure solid cadmium sepa- 
rates down to the eutectic temperature, W'hen again complete 
solidification follows. Cooling curves for pure bismuth and cad- 
mium and for 20 per cent, 40 per cent, and 60 per cent of cadmium 
are shown in Fig. 18. In establishing these cooling curves^ the tem- 
perature of the system is followed wdth a thermocouple at definite 
time intervals. The first breaks in the ounces for 20 and 60 per 
cent of cadmium indicate the location of the freezing-point curve 
for these compositions. It will be noted that there is some super- 
cooling before the first sej)aration of the reer>eciive solids occurs. 
Then the cooling continues at a slower rate (owing to the heat 
evolution) dowm to the eutectic, when there is a complete tcmipera- 



ture arrest during the final solidification. For the eutectic com- 
position the cooling curve is similar to those of the pure substances. 
By taking a sufficient number of cooling curves at various composi- 
tions, the complete equilibrium diagram, shown in Fig. 17, can be 
constructed. A diagram, such as this, which shows the equilibrium 
relations at various compositions and temperatures, is called a phase 
equilibrium diagram. 

Formation of Intermetallic Compounds. — The formation of inter- 
metallic compounds gives rise to two types of equilibrium diagrams. 
In one the compound is stable up to its melting point where it can 
exist in equilibrium with a liquid of the same composition as the 
solid. This behavior is illustrated by the calcium-magnesium sys- 
tem (Fig. 19), in which the intermetallic compound Ca 3 Mg 4 appears, 
melting at 720®C. As shown in the diagram, there are three two- 
phase regions, giving rise to two eutectics. Any composition from 
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Fig. 19. — Rquilibrium diagram for the calnium-magneHium system. 



Fio. 20. — Eqiulibrittm diagram for the gold*lead syetem. 
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0 to 44 per cent Mg solidifies completely at 445®C. where the eutectic 
liquid (2L5 per cent of Mg) separates solid calcium and solid 
Ca8Mg4: 

Liquid (21.5 per cent Mg) Cd(s) + Ca 8 Mg 4 ( 5 ) 

Any composition from 44 to 100 per cent Mg solidifies completely at 
516®C. in the eutectic reaction: 

Liquid (82 per cent Mg) ;;=± Mg(tf) + Ca 8 Mg 4 (s) 

In other cases intermetallic compounds are not stable up to 
their melting points but decompose at lower temperatures to give a 



liquid, of composition different from that of the compound, and 
another solid, which may be one of the pure components. This is a 
three-phase invariant system and the compound disappears at con- 
stant temperature. On cooling, the opposite phase change takes 
place. This type of invariant behavior is called a transition or 
peritectic and can be generalized by the equilibrium 

heating 

A xBy (s) \... B (.v) + L 

cooling 

where A^By is the intermetallic compound, B is a solid component 
(or another compound), and L is the peritectic liquid of fixed com- 
position. The gold-lead system (Fig. 20) is an example of this 
behavior, except that two compounds both showing transitions are 
found. At 418®C. the invariant transition: 
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Au 2 Pb(«) ^ Au(s) + L(45 per cent Pb) 

occurs. At 254®C. a second transition, involving the two com- 
pounds, is found: 

AuPb 2 («) ^ Au 2 Pb(s) + i(73 per cent Pb) 

Cooling curves for 20, 40, and 70 per cent Pb alloys are shown in 
Fig. 21. It is apparent that for both types of systems a sufficient 
number of cooling curves would make it possible to construct the 
complete equilibrium diagrams. 

Alloys containing a large proportion of intermetallic compounds 
as separate phases are not often of technical importance, since such 
compounds are usually hard and brittle with low strength and little 
ductility. 

Solid Solution Formation. — ^There are three fundamental types 
of equilibrium diagrams resulting from the formation of solid solu- 
tions. A solid solution has been 
defined as a homogeneous crys- 
talline mixture of two or more 
metals. If the space-lattices of 
the two pure metals are of the 
same kind, both face-centered 
cubic, for example, and the 
dimensions of the two are not 
very different, then it is possible 
for these elements to form a 
continuous series of solid solu- 
tions over the entire range of 
composition from 100 per cent 
of one to 100 per cent of the 
other, just as alcohol and water 
are miscible in all proportions 
in the liquid state. In the other two types the metals show limited 
solid solubility. 

Equilibrium Diagrams for Complete Solid Miscibility. — Copper 
and nickel both crystallize in the cubic system with face-centered 
lattice^ and the unit cube for copper is 3.608 A.^ and for nickel is 
3.517 A. It thus is possible to substitute nickel atoms at random 
in the copper lattice without discontinuity until the crystal is 100 per 
cent nickel. The properties of these solid solutions, such as 

^ One angstrom imit (A) 10~* cm. 



Fig. 22. — Electrical resietivity, den- 
sity, and hardness of copper-nickel solid 
solutions. 
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density, tensile strength, and electrical resistivity, change con- 
tinuously from those of pure copper to those of pure nickel (Fig. 22). 

The equilibrium diagram for such a system is very simple. The 
maximum number of phases in equilibrium cannot exceed two, one 
liquid and one solid solution, and no invariant condition appears. 
If nickel is added to molten copper and the temperature is slowly 
decreased, a solid phase will appear at a temperature above the 
freezing point of pure copper. The freezing point, instead of being 
lowered, is raised, because the solid solution that separates contains 
a higher percentage of nickel than the liquid from which it is formed. 
As more and more nickel is added, the fteezing point increases 



Fig. 23. — Equilibrium diagram for the coppor-nickel system. 


toward that of pure nickel. The equilibrium diagram is shown in 
Fig. 23, where the upper curve called the liquidus gives the freezing 
point for each composition, and the lower curve called the solidus 
shows the composition of the solid in equilibrium with the liquid at 
any temperature. The behavior of a liquid of the composition 
represented by the dotted line on cooling from a temperature above 
the liquidus is as follows: As the temperature reaches the point 
a a solid of composition b first begins to separate; and the rate of 
cooling decreases due to the heat evolved in the solidification. The 
isothermal line ab, called a tie linSy joins the two phases in equilib- 
rium. The system is now two phase and hence uni variant; the 
temperature can be lowered but at each new temperature the com- 
position of liquid and solid solutions in equilibrium must correspond 
to those given by the tie line. At the temperature d the liquid has 
the composition, c, and the solid, e. At this point the amount of 
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liquid remaining is the fraction dejce of the original, and the frac- 
tion cd/ce has solidified. At the temperature / the last trace of 
liquid of composition g disappears giving a homogeneous solid 
solution of the same composition as the original liquid, if equilibrium 
has been maintained over the solidification interval. In the process 



Fxo. 25.---Rapidly cooled 88 per cent copper, 10 per cent tin, and 2 per cent *inc 
alloy, showing coring. 140 diameters. {Courtesy of MeUds Research Laboratory ^ 
Carnegie Institute of Technology.) 


of solidification the crystals tend to form in the same manner as they 
do in pure metals. A central trunk develops, and parallel branches 
grow out from its sides, as illustrated in Fig. 24 for pure antimony. 
However, in the formation of a solid solution, a continuous change 
in composition of the solid takes place as it increases in amount. 
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This involves a process of diffusion in the solid that is relatively 
slow. If the alloy is cooled too rapidly, the liquidus^solidus range 
equilibrium will not be maintained. When the main trunk and 
branches of the dendrite first form, they will be richer in the higher 
melting component and a cored’’ crystal will be produced by 
adding layers increasingly rich in the lower melting component as 
shown in Fig. 25. The alloy may be homogenized by heating for 
an extended period below the solidus temperature, where diffusion 
in the solid may eventually produce the uniform equilibrium com- 
position with complete disappearance of the original dendrites, as 
shown in Fig. 26 for a copper-nickel alloy. 



Fig. 26 . — -Copper-nickeJ alloy, con- 
taining 30 per cent of nickel, annealed, 
etched with acid ferric chloride. Uni- 
form solid solution. 60 diameters. 
{Kurnahow and Zemezuzny,) 



Time 

Flu. 27 ~ Ideal {A) and 
experimental (B) cooling 
curves for solid-solution 
formation. 


The experimental determination of the liquidus line in Fig. 23 
can be made from cooling curves, but the solidus is not readily fixed 
by this method as shown by typical cooling curves (Fig. 27) in a 
system of this kind, A represents an ideal curve, where the region 
from a to 5 is that of the two-phase liquid-solid equilibrium, the 
pK)int a fixing the liquidus line and 6 the solidus line. B is an actual 
cooling curve, where the liquidus temperature is still apparent at a 
but, due to the difficulty in maintaining equilibrium, the solidus 
temperature in the neighborhood of b is not sharply defined. 

In the copper-nickel system it should be noted that the freezing 
point of copper is raised and that the freezing point of nickel is 
lowered by the addition of the other component. In some systems 
showing complete solid solubility both components show a decrease 
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of freezing point on the addition of the other metal. Since the 
liquidus and solidus curves must be continuous, a minimum occurs 
at which the two curves coincide, as shown in Fig. 28 for the gold- 
copper system. 

Another possibility is that both freezing points might be raised, 
giving rise to a diagram illustrated by Fig. 29. No metal systems 
have beejn found showing such behavior. 



Fkj. 28. — Equilibrium diagram for the gold-copper system. 


Partial Miscibility in the Solid State. — In many metal systems 
the amount of a second metal that can be substituted in the lattice 
of another metal is limited. At a given temperature a certain 
maximum solid solubility exists. An attempt to introduce a 

greater amount of the second element 
results in the appearance of another 
solid phase, wdiich may have the 
lattice structure of this second ele- 
ment with a saturation amount of the 
first in a substitutional type of solid 
solution. Since the appearance of 
this second phase makes the system 
uni variant, at a given temperature the 
composition of the two equilibrium 
solids must be fixed. In most cases 
the equilibrium solid solubilities 
increase with higher temperatures. 
The occurrence of such equilibrium solid solutions, usually desig- 
nated by the Greek letters a and gives rise to two types of equilib- 
rium diagrams. If the freezing point of each metal is lowered by 
the addition of the other, the phase diagram will have the appear- 
ance shown by the lead-antimony system (Fig. 30). At 247®C. the 



Fig. 29. — Equilibrium dia- 
gram for a continuous series of 
solid solutions with a maximum. 
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liquidus curves for the a and solid solutions intersect at a com- 
position of 13 per cent of antimony. This liquid then is in equilib- 
rium with an a solid solution of lead containing 2.94 per cent of 
antimony and also with a ^ solid solution of antimony containing 
about 5 per cent of lead. This is an invariant eutectic equilibrium 
similar to that in the cadmium-bismuth system, except that here 
the solid phases are not the pure components. Below the eutectic 
temperature the two-phase a + P equilibrium shows decreasing solid 
solubility with decreasing temperature until at room temperature 
only a very slight solid solubility persists. 

If, with partial solid solubility, one component shows a rise in 
freezing point and the other shows a lowering, an invariant three- 
phase equilibrium occurs of a peritectic type instead of a eutectic. 
This is illustrated by the silver-platinum diagram (Fig. 31). Here 
the liquidus curves for the ol and solid solutions intersect at 
1185®C. at 31 per cent of platinum, which is a composition richer 
in silver than both equilibrium solids. The invariant phase change 
thus becomes: 

cooling 

L + ^=± a 

heating 

and the final solid phases at various compositions are apparent from 
the diagram. It is instructive to analyze the changes that occur on 
cooling a mixture of the composition indicated by the dotted line. 
Above d the system is completely liquid. At d a ^ solid solution of 
composition h separates and when the temperature reaches 1185®C. 
the liquid has the peritectic composition at a, and the equilibrium 
solid solution has the composition c. At this temperature a solid 
solution of composition b appears and, as heat is removed, the peri- 
tectic phase change occurs until all of the initially separated /3 
disappears. This leaves liquid and a in equilibrium until at the 
point / the system is completely solidified as homogeneous a solid 
solution. Further cooling to the point g brings the system into the 
two-phase, a + region and fi solid solutions should separate. 
However this phase reaction involves only solids and may be very 
slow. Such solid phase reactions are important in explaining the 
effect of heat-treatment and the hardening of alloys, and will be 
considered later. 

Solid Phase Equilibria. — The fundamental types of liquid-solid 
equilibria have been discussed and a number of binary metal systems 
belong to one or another of these types. However, many systems 
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are made much more involved by shovdng combinations of two or 
more of these. In addition) further complications are introduced 
by the fact that more than one region of two-phase solid solution 
equilibria may exist in the same system. In the lead-antimony and 
silver-platinum diagrams only two solid solutions appear with the 
lattice structures of the pure metals. In addition to such terminal 
solid solutions some systems show intermediate solid solutions with 
structures different from those of the components. One, two, or 
more such intermediate solid phases may appear giving rise to two, 
three, or more two-phase solid regions, as hidicated by Fig. 32. 
Here the terminal solid solutions are designated as a and y and the 



A Percents B 

Fig. 32. — Intermediate solid solution 


with two two-phase regions. 



Fio. 33. — Intermediate solid solution 
with eutectoid. 


intermediate by jS, and the two-phase regions show the p and 
P :;±. y equilibria. This may even result in an invariant equilibrium 
between three solids if the regions of immiscibility widen at lower 
temperatures as shown in Fig. 33. At e the P solid solution is in 
equUibrium with a of composition / and y of composition and 
removal of heat should result in the isothermal phase change: 


= a + r 

with complete disappearance of p. Because of the similarity of this 
reaction to that of a eutectic, it is called a eutectoid phase change 
and the mixture of a and y formed by the decomposition of P may 
have a lamellar structure resembling that produced at a eutectic. 
However, we are dealing here with a complicated diffusion process 
in the solid state and in some cases it is possible to retain P solid 
solutions in a metastable state at temperatures below the eutectoid, 
by rapid cooling or quenching from higher temperatures. This 
metastable /3, on the other hand, if reheated to temperatures just 
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below the eutectoid may undergo the normal phase change, resulting 
in increased hardness or some other change in mechanical properties. 
It can be seen that such solid phase reactions may permit of various 
heat-treatments to produce desired results. 

In the remainder of this chapter and in the chapters on ferrous 
alloys the ideas developed here will be applied to several binary 
systems of great technical importance. Many alloys used today 
contain more than two components, but frequently the third or 
fourth components are present in relatively small amounts. It is 
beyond the scope of this book to enter into a discussion of ternary 
systems, and the student is referred to more specialized texts for 
further treatment of the phase rule.' 

Crystallization, Deformation, and Annealing op Alloys 

Before discu.ssing particular alloys there are some general con- 
cepts of a physical nature that should be considered. These have 
to do with the size of grains (page 127) in metals and with the effect 
of mechanical distortion on these grains. 

Crystal Size in Pure Metals and Alloys. — The rate of solidifi- 
cation and cooling of metals is the chief factor in determining the 
size of crystals in castings. The more slowly the crystals are 
formed, the larger they become, as shown in Figs. 34 and 35. Slow 
cooling allows a larger crystal growth (Figs. 34a and 35a), when the 
cooling has been sufficiently prolonged to allow the crystals that 
were first formed to float in that which was still melted. Large 
crystals are not usually desirable because they produce a weak alloy. 
Rapid cooling produces fine crj'stals, and makes a harder, stronger, 
and more uniform alloy, although one that Is much more brittle 
and less ductile. The center of a mass of alloy, cooling more 
slowly, will consist of coarser crystals than the outside. It should 
be noted also that crystal growth does not cease with the solidifi- 
cation of the alloy. While still hot, the atoms have considerable 
freedom and can redistribute themselves. Then the larger crystals 
grow by absorbing the smaller ones. 

The temperature at which the metal is poured has an effect on 
crystal size. With higher pouring temperatures, the mold becomes 
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more thoroughly heated. As a result, the cooling of the casting 
to the point below which crystal growth ceases is deferred. 

Cold Working of Metals. — When metals are worked cold, they 
gain in hardness and strength but lose in ductility and shock 
resistance. In cold rolling and cold drawing, the crystals of the 
metal assume more or less the form of elongated platelets. If a 
suitably prepared specimen of metal that been distorted in this 
manner is examined under bhe microscope, it will be found that the 
crystals show parallel lines running through them, changing direc- 
tion from grain to grain. These lines are caused by a mass move- 
ment of crystal parts such as might appear When a stack of cards is 
pushed sidewise. The planes where the movement occurs are called 



(a) (ft) 

Fig. 34. — Aluminum-copper alloy (8 per cent copper), (a) slowly cooled, (ft) rapidly 
cooled. 100 diameters. 


slip planes. Wire drawing is possible, then, because of the extension 
of crystals along slip planes. The slipping occurs through the 
crystals, not between them. If distortion of the metal is carried 
beyond that which can be accommodated by the slip planes, rupture 
occurs. 

Cause of Hardening by Cold Work. — In his discussion of this 
topic, Campbell calls attention to the well-known fact that a piece 
of soft wire, such as annealed copper or low-carbon steel, may easily 
be bent with the fingers into the form of a hairpin, but that it is 
comparatively hard work to straighten it out again. Evidently 
the bending has produced some structural change in the metal that 
has increased its rigidity, an effect that is typical of all cold-working 
processes. Under the previous topic it was explained that the 
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permanent deformation produced by cold work is due to a block 
movement or shearing of crystals at planes of easy slip, called slip 



Fxa. 3Sa. — Alloy containing 79.7 per cent of lead, 14.6 per cent of antimony, 
and 6.8 per cent of tin slowly cooled, etched with nitric acid. The white crystals 
of antimony-tin solution have floated to the top of the ingot. 100 diameters. 
{Gulliver.) 



Fig. 366. — Same alloy as that of Fig. 12. Quickly cooled, etched with nitric 
acid. The crystals are much smaller and are distributed with fair uniformity. 
100 diameters. {OuUiver.) 

planes. Any factor that interferes with this slip will harden and 
strengthen the metal. It is unquestionably true that part of this is 
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due to end resistance brought about by the obstruction of neighbor- 
ing grains in which slip occurs in other directions. However, it 
has been found that, even with single crystals, increase of hardness 
occurs with deformation. Metallurgists today are inclined to 
attribute this to an actual distortion of the metal lattice itself, a 
conclusion that is supported by X-ray studies. 

Annealing. — ^After cold working, as long as the temperature 
remains below a given point, which is different with different 
metals, the grains or crystals remain deformed; when heated to a 



Fig. 36. — Rolled aluminum bronze containing 7.5 per cent of aluminum. 10 diam«* 

eters. (Law.) 

suitable temperature, known as the annealing temperature, they 
regain their symmetry and become equiaxed, as it is called. (See 
Figs. 36 and 37.) The readjustment is possible at the higher tem- 
perature because of the greater atomic activity. Upon annealing, 
the hardness and strength of the strained metal are decreased, but 
its plasticity and workability are regained. 

In annealing, the temperature should not be held too long at the 
point at which grain growth occurs, because abnormally large grains 
may be formed by some crystals extending their boundaries and 
absorbing neighboring crystals. The temperature at which this 
occurs varies with different metals, and other factors being equal, 
it will occur at lower temperatures if the metal is pure. An exces- 
sive enlargement of crystals may also be produced by holding the 
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metal for an extended period at the proper annealing temperature. 
The coarsening of structure that results from this cause is illustrated 
by Figs. 36 and 37. 

Hot Working. — In effect, hot working is a combination of cold 
work and annealing. The grain size is decreased by hot working, 
but if the process is not continued until a temperature that is too 
low is reached, the crystals regain their symmetry, and the strained 
condition that would have been produced by the distortion is not 
apparent. The effect, then, is to harden and in some degree to 
strengthen the metal without seriously affecting the ductility. 



Fig. 37. — Same alloy as shown in Fig. 12, after repeated annealing. 10 diameters. 

{Law.) 

“Season’^ Cracking. — The brasses, bronzes, and some other 
alloys are subject to a type of failure known as ‘^season'' cracking. 
It is particularly likely to occur in brasses containing from 20 to 
40 per cent of zinc, and it is practically always confined to alloys 
that have been forged or worked, especially cold-worked, in some 
form such as rivets, rods, tubes, and sheets. The cracks are found 
in articles that appear to be made of sound material and according 
to approved design. They develop some time after the piece has 
passed inspection, either in service under load or even before being 
put into actual service. They may vary in size from those of 
microscopic dimensions to those causing complete rupture. 
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The primary cause of season cracking is initial internal stresses 
introduced during manufacturing by processes designed to yield a 
'‘work hardness'^ to meet specifications for high tenacity, etc. 
Corrosion is a contributory cause due to the fact that localized 
stresses are brought into play at the bottom of the little corrosion 
pits and corrugations formed on the surface of the metal. Because 
the cracking develops so frequently in conjunction with corrosion, 
this type of failure is often spoken of as " corrosion cracking. The 
cracking is augmented also by temperature changes. 

In combating season cracking, the first step is to relieve the initial 
internal stresses by suitable heat-treatment. Stress-free material 
may be obtained by annealing for one hour at 400 to 550°C., but in 
some cases this leaves the metal too weak. The method of “spring- 
ing,'' which consists of bending the bar backward and forward 
radially until all the outer fibers have been permanently lengthened, 
has been used with success. If the surface of the metal is kept 
highly polished, the failures are inhibited because localized stresses 
are eliminated to some extent. 

Alloys of Coppicr 

In this section the more important alloys containing a pre- 
ponderance of copper will be discussed. They can be divided into 
two principal classes: the brasses and the bronzes. The brasses 
are primarily alloys of copper and zinc and the bronzes of copper 
and tin, but there arc numerous modifications of them produced by 
the addition of smcJler amounts of other elements. Many appear 
on the market under special trade names but no separate classifica- 
tion of these will be made here. 

In addition there are the cupronickels, containing principally 
copper and nickel, and the nickel silvers (German silvers) in which 
the zinc of brass is partly replaced by nickel. 

The Brasses. — Since these are primarily binary copper-zinc 
alloys, it is advantageous to consider first a somewhat simplified^ 
equilibrium diagram for this system (Fig. 38). The solid liquid 
equilibria in this system are made up of a combination of five 
peritectic phase changes at successively lower temperatures with 
increasing percentages of zinc. This is possible because, in addition 
to the terminal a and ij solid solutions, four intermediate solid 
solutions appear, designate as y, and c. This gives rise to 
five two-phase solid equilibrium regions: P^yj y ^ 

* The transformation in the solid state is omitted. 
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6 ;=± f, and Owing to the eutectoid reaction, j 7 + c, this 

reduces to four two-phase regions below 656®C., the S phase dis- 
appearing at this temperature. Up to 39 per cent of zinc at room 
temperature the alloys will consist of a homogeneous a solid solution. 
From 39 to 46 per cent of zinc, the alloys will be two phase, a mix- 
ture of a and p solid solutions. From 46 to 50 per cent of zinc a 
single P phase appears, with higher zinc content y appears and the 
alloys become too brittle to be of commercial use. 



Classificatioxi and Properties of Brasses. — With a range of 
composition from 5 to 45 per cent of zinc, the brasses are among the 
most useful of alloys. They possess excellent mechanical properties, 
are corrosion resistant, and are readily machinable. A very satis- 
factory classification of these alloys is given in Table 43, abstracted 
from an article by D. K. Crampton in ‘‘The Metals Handbook,'’ 
1939 ed. 

It will be observed that all the commercial brasses except Muntz 
metal consist of a solid solutions at room temperature. Examina- 
tion of the equilibrium diagram will show, however, that in the 
cooling of a “high brass (66 per cent of copper) some P may be 
retained metastably at room temperature in the cast metal, but 
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Tabijb 43. — Composition, Uses, and Pbopbbtieb or Bbassbs 


Name 

Composi- 
tion, % 

Color 

Typical uses 

Temper 

Tensile 

strength, 

psi 

Elon- 

gation 

in 

2 in., 

% 

Cu 

Zn 

Munts metal . . 

59 

41 

Reddish 

Architectural workt 

Hot rolled 

54.000 

46 





welding rod, eondeoW 

Cold rolled 

80,000 

5 





tubes, valve stems 




Extruded rivet 

63 

37 

\ 

Rivets, screws 

r Rivet 

60,000 

30 

metal . . 



\ 








1 


1 ,- 








r ■ ■ 



High braBS 

66 

34 

Typical 

Stamping, blanking. 

Xight anneal 

53,000 

54 




brass 

drawing, spinning. 

Soft anneal j 

46,000 

64 




color 

forming, radiator cores, 

Hard 

76,000 

7 




1 

springs, screws, rivets, 

Rivet 

60,000 

30 




V 

grill work, chains 

Spring 

126.000 


Cartridge or 

70 

30 

/ 

Cartridges, eyelets. 

Light anneal 

53.000 

54 

spinning brass 



1 

tubes, spinning, draw- 

Soft anneal 

46,000 

64 




1 

ing 

Hard 

76.000 

7 




1 


Spiiiig 

92,000 

3 

Braxing brass 

75 

25 

1 

Drawing, spinning, 

Light anneal 

52,000 

50 




1 

springs; particularly 

Soft anneal 

45,000 

62 




\ 

suited for brazing 

Hard 

76,000 

7 






Spring ! 

126.000 ' 


Low brass. ... 

80 

20 

Red 

Drawing, forming, 6exi- 

Light anneal 

47,000 

47 




gold 

ble hose 

Soft anneal 

43,000 

55 




} 


Hard 

75,000 

7 






Spring 

120,000 


Rich low brafls . 

83 

17 

-- 

) 

Fourdrinier wire 

Soft 

42.000 


Red brass . . 

85 

15 

Red 

Hardware, radiator 

Light anneal 

45,000 

48 





cores, plumbing pipe. 

Soft anneal 

40,000 

43 





condenser tubes, flex- 

Hard 

71,000 

5 





ible hose 

Spring 

83,000 

3 

Commewial. . 

90 

10 

! Bronze 

Screen wire, hardware. 

Ught anneal 

41,000 

42 





trim, forgings, screws, 

Soft anneal 

38,000 

45 





! rivets, costume jewelry 

Hard 

64,000 

4 






Spring 

73.000 

3 

Gilding metal 

95 

5 

Copper 

Drawing, spinning. 

Light anneal 

35,000 

42 





forming 

Soft anneal 

36,000 

44 






Hard 

55.000 

4 






Spiing 

65,000 

3 
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iiunealing below th(‘ two-phase region will redissolve it. All these 
a brasses show a high degree of plasticity in cold-working operations 
and are very mat^^^ 

while hot by rolling, extrusion, 

Fig. 39. - -l^rass conttiininK 35 per tllC USUal tendency of SOlid 

oput of ziiir as oast. 60 diaiiK‘tor.s. solutions to form dendritcs or 
(Bnsmtt.) cored crystals (page 217). The 

ap{)(?arance of grains of this kind is shown in Fig. 39. The struc- 



Fio. 40. Fig. 41. 

Fio. 40. — Deformed grains in brass reduced 50.9 per cent in tliickness by cold 
rolling. Zinc content 32 per cent. 75 diameters. {Bassett and Davis.) 

Fig. 41. — Equiaxed grains in brass of same composition as in Fig. 20. Reduc- 
tion in thickness by cold rolling 50.9 per cent followed by heating at 660®C. 75 

diameters. {Bassett and Davis.) 

ture of the alloy when cold-rolled is shown in Fig. 40. Here the 
elongated form of the grains, typical of cold-worked brass, is clearly 
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marked. Figure 41 illustrates the equiaxed, polyhedral grains 
typical of cold-worked brass after annealing. 

If a brass were wanted for tensile strength only, it should contain 
about 45 per cent of zinc. As shown by the curves in Fig. 42a, the 
tensile strength reaches a maximum with about this amount and 



Charpy (annealed braee). 


then falls off sharply. It should be noted, too, that the strength 
varies greatly with the mechanical and heat-treatment that the 
alloy receives. Brass so proiK)rtioned, however, that the tensile 
strength is at the maximum, is very brittle as is shown by the low 
ductility with this composition in Fig. 425. Ductility reaches a 
maximum with about 30 per cent of zinc, but when the beta con* 
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stituent appears, it rapidly decreases. Since a brittle alloy has 
very little value as a constructional material, some of the tensile 
strength must be sacrified in order to gain ductility and toughness. 
Consequently, the most generally serviceable brasses are those that 
contain not above about 40 per cent of zinc, as shown in Table 43. 

Modified Brasses. — ^The mechanical properties or corrosion 
resistance of the brasses is in some cases greatly improved by the 
introduction of relatively small quantities of one or more other 
metals. Some of the more common of these additions will be noted. 


Fig. 



426. — Ductility of copper-ainc ailoyH. {After Sexton.) Th. — Thurston. 
Ch. — Charpy. 


Aluminum Brass. — The amount of aluminum added to brass does 
not usually exceed 3 per cent. It raises the tensile strength but 
decreases the ductility. The product has a deep golden color and 
resists corrosion better than ordinary brass. It casts well and may 
be forged or rolled. 

Tin Brass. — Tin is one of the most usual metals added to brass. 
It increases the hardness and tensile strength but the amount 
employed should not exceed about 2 per cent, because with higher 
amounts the ductility begins to decrease. Tin renders brass less 
liable to corrosion in sea water and, since on this account it is used 
in naval construction, the alloy is sometimes called naml brass. 
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An alloy of similar composition, consisting of approximately 38 per 
cent of zinc, 2 per cent of tin, a little iron, and the remainder copper, 
is known as Tobin bronze. This also is a very useful alloy of high 
tenacity, good working qualities, and excellent corrosion resistance. 

Manganese Brass. — The alloy referred to under this head is 
generally spoken of as manganese bronze^ but it is in reality a brass 
since the main constituents are copper and zinc. The composition 
varies considerably, but the following percentages may be regarded 
as typical: copper, 60 to 62 per cent; zinc, 88 to 42 per cent; tin, 
0.5 to 1.5 per cent; iron, 0.5 to 1.5 per cent; manganese, 0 to 0.5 per 
cent ; and sometimes a little aluminum. The manganese is generally 
added in the form of ferromanganese; this accounts for the presence 
of iron, which in itself has important effect$. Manganese is very 
active in reducing the oxides of other metals, an a(‘tion that is highly 
beneficial. In some instances, no manganese is shown on analysis 
because it has all been eliminated by the reactions of deoxidation. 
In addition to its action as a deoxidizer, manganese hardens and 
strengthens the alloy. 

In cast form, the tensile strength of the manganese brass lies in 
the neighborhood of 70,000 psi and this is somewhat improved by 
working, as by rolling and forging. It is exc(*edingly tough and has 
a high resistance to corrosion even in sea water. It is used for 
pump rods, valves and cylinders, hydraulic rams, tubes, propellers, 
nuts, bolts, etc. 

Iron Brass. — ^When iron is added to oi dinary brass, it produces a 
hard, strong, and tough alloy which is easily cast. One of the most 
widely used alloys of this type is known as ddta metal, which was 
brought out as a proprietary alloy. Under the original specifica- 
tions, an iron-zinc alloy was first made containing about 8 to 10 per 
cent of iron, which in turn was combined in the proj)er ratio with 
copper; the combined metals were then deoxidized with phosphorus. 
The alloy as usually prepared contains 55 to 60 per cent of copper, 
40 to 43 per cent of zinc, 1 to 3 per cent of iron, and fractional per- 
centages of manganese and tin. Its tensile strength is about 
two-Mths greater than brass of similar composition with the iron 
omitted. 

Lead Brass. — In brass that is intended for filing or turning, 1 to 
2 per cent of lead is employed to prevent fouling of the tools and to 
cause the turnings to break more readily; this prevents clogging of 
automatic machines. Lead increases the softness of brass. It is 
sometimes added to brass that is to be worked, but care should be 
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taken to add but a small amount, because it reduces the ductility 
and strength. Only about 3 per cent will alloy with the brass; if 
more than this is added, it has a strong tendency to liquate. On this 
account ** leaded brasses should be chilled quickly when cast. 
Usually, lead in small amount is introduced accidentally from the 
spelter. 

Arsenic, antimony, and bismuth may occur in brass, but when 
found, their presence is accidental. They are all objectionable 
because they are very active in producing brittleness. 





Cu Per cent tin by weight Sn 

Fig. 43. — Equilibrium diagram for the copper-tin system. 

Preparation of Brass. — According to the general principles for 
making alloys, the copper, having the higher melting point and 
being in excess, is melted first, preferably under granular charcoal. 
Then the sine, previously w^armed, is added to the melt in pieces 
small enough so that they do not chill the copper and cause it to 
solidify. If this should happen, zinc will be lost while awaiting the 
remelting of the copper. On the other hand, the temperature 
of the melted copper should not be too great, or the volatilization of 
fdne will be excessive. In some cases the crucible containing the 
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melted copper is removed from the furnace and the zinc in the melted 
state is slowly poured in with stirring. When all of the zinc has 
been added, the melt should be stirred thoroughly. 

Since the melting point of copper is above the boiling point of 
zinc, a considerable amount of the latter will be lost through 
vaporization and oxidation in any case; the amount varies from 
about 5 to 10 per cent of that added, depending upon the care 
exercised. This loss must be taken into account in making brass 
to conform with given specifications. In remelting brass, zinc is 
also lost. As a result, remelted brass is always richer in copper 
than before remelting. ^ 

The Bronzes. — Bronze is essentially an ajUoy of copper and tin. 
The phase diagram for this system is quite cotnplex and there is still 
disagreement over some of the regions. A somewhat simplified 
diagram is given in Fig. 43 covering the range up to about 50 per 
cent of tin. In this range, there are four solid solutions, a, /3, 7 , 
and € involved in solid-liquid equilibria and the following peritectic 
phase changes appear: 

798°C. : L (25 per cent Sn) + a 
750°C.: L (31 per cent Sn) + /3 y 
635®C, : L (58 per cent Sn) -f 7 ^ € 

The P phase disappears at 580®C. in the eutectoid reaction 

P 7^ a + y 

and the 7 in turn undergoes a eutectoid reaction at 520*^0. ; 

7 ^ + 6 

Another unusual behavior is the appearance of the compound CusSn 
which separates from the 7 solid solution as shown in the diagram. 
Although these phases are of interest from the theoretical side, only 
the a solid solution range is of practical importance, since the useful 
bronzes do not usually exceed 16 i>er cent of tin, which is the limit 
of the a region at room temperature. However, it is only in the 
well-annealed alloy that a homogeneous a solid solution will be 
found at this percentage of tin. Even a 9 per cent alloy, as cast, 
will not consist entirely of the a phase. During solidification, 
bronze, like brass, produces dendrites (Fig. 44) that are richer in 
copper than the equilibrium liquid. Thus the tin percentage is 
increased in the melt between the a dendrites until, with rapid 
cooling, this liquid may reach the peritectic composition and sepa- 
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rate 0 solid solution. This jS phase, as shown above, undergoes a 
eutectoid reaction at about 580®C., forming a and y, and this y in 
turn gives a and d in the eutectoid change at 520®C. Thus at room 
temperature this cast alloy contains a solid solution and 5 solid 
solution, a hard brittle constituent, which increases the strength 
of the alloy but decreases its malleability and ductility. If the 
alloy is reheated to 700®C. for some time, diffusion takes place until 

homogeneous a bronze is form- 
ed. When cooled to room tem- 
perature after heat treating, it 
is found that the alloy is stronger 
and that its toughness is greatly 
increased. 

Effect of Composition on 
Physical Properties. — The ten- 
sile strength of bronze increases 
gradually with the amount of 
tin, reaching a maximum with 
about 20 per cent of tin, but as 
the tin increases beyond this 
amount the tensile strength very 
rapidly diminishes. Bronze is 
most ductile when it contains 
about 5 per cent of tin. With 
this amount it may b(5 rolled satisfactorily at a red heat. 
Bronze is used chiefly for casting, however. As the amount 
of tin is increased above 5 per cent, the ductility gradually 
lessens and practically disapjjears with about 20 per cent of tin; 
since ductility is coordinate with toughness, these alloys are very 
brittle. They are also very hard. The most useful of the bronzes 
are those that contain from 8 to 11 per cent of tin, since the maxi- 
mum combined strength and toughness are secured with about these 
amounts. Bronze containing tin within these limits was formerly 
known as gun metal, since because of its strength it was used for 
making guns, but now steel has entirely replaced it for this purpose. 
At the present time, the term gun metal is very loosely used and 
cannot be said to have any definite significance. As cast, the alloy 
containing 9 per cent of tin has a tensile strength of about 30,000 psi. 
The bronzes containing from 4 to 8 per cent of tin are used for 
coihage and medals. The copper-tin series of alloys containing 
between 15 and 25 per cent of tin is known as hell metal. Such 
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alloys are very hard and brittle, but are sonorous and are employed, 
therefore, in making bells and gongs. By alloying 2 parts of copper 
with 1 of tin, a very hard, brittle, white alloy is produced called 
speculum metal When highly polished, it serves excellently for 
mirrors and reflectors. 

Modified Bronzes. — ^The zinc bronzes usually contain 88 per 
cent of copper, 8 to 10 per cent of tin, and 4 to 2 per cent of zinc. 
The presence of the zinc in the bronze increases the fluidity of the 
melted metal and in this way tends to prevent gas flaws in the 
casting. It also increases the strength ai^ ductility. As reported 
by Karr and Rawdon, the tensile streng^ of the 88-10-2 alloy 
when cast in sand was found to be about 38^000 psi; when annealed 
by heating to 700°C. for 30 min. and cooling in the furnace for 24 
hr., the strength was not lessened and the ductility was greatly 
increased. The specific gravity when cast in sand is about 8.58; 
the melting point is about 980®C. 

Phosphor Bronze. — It is a well-known fact that the desirable 
properties of metals and alloys are greatly benefited by thorough 
deoxidation. In the report of zinc bronze just mentioned, Karr 
and Rawdon point out that a microscopic examination of the 
fractured test specimens showed that the most common source 
of weakncvss was entrained or occluded oxides in the metal. Such 
oxides frequently occur as thin films in otherwise sound castings. 
The films produce brittleness and low ductility. By the reduction 
of these oxides with a suitable agent, the desirable properties of 
the alloy are much increased. Because of the great readiness with 
which it combines with oxygen, phosphonis has been found to 
produce excellent results when used for this purpose. 

Since phosphorus may be added to a bronze of any composition, 
the significance of the term phosphor bronze is quite indefinite. 
It is certain, however, that whatever good qualities the bronze 
might have, they are greatly increased by the addition of phos- 
phorus. The tensile strength, the elasticity, and the resistance to 
fatigue are enormously increased; so much so that it may almost 
be considered as an entirely new alloy. 

Phosphorus is best added to the bronze in the form of phosphor 
copper, a hard, brittle substance of white fracture, containing about 
16 per cent of phosphorus; or as phosphor tin, a white, brittle, 
crystalline material containing about 6 per cent of phosphorus. 
Upon being added to molten bronze nearly all of the phosphorus 
oxidizes and escapes, so that most phosphor bronzes contain no 
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more than a few tenths of 1 per cent. The crystalline structure 
of two bronzes, one with and the other without phosphorus, as 
shown by the microscope, seems to be the same in both cases. 
Phosphor bronze is then essentially a deoxidized bronze. 

Although phosphorus produces very beneficial results through 
its activity as a deoxidizing agent, if there is much of it left in the 
alloy, it may be a decided detriment. This residual phosphorus 
increases the hardness and brittleness of the bronze; the amount 
left, therefore, must be kept within low limits. When special 
hardness is desired there may be 1 per cent, but as much as 4 per 
cent makes the alloy useless. 

Phosphor bronze of proper composition can be forged, drawn 
cold, rolled, and cast. It seems to resist corrosion better than 
ordinary bronze, especially by sea water, so that it is much used for 
propeller blades. On account of its toughness, elasticity, and 
strength, it may serve as a substitute for steel, as in the manufacture 
of corrosion-resistant mine cables, ship sheathing, valve parts, 
springs, etc. 

Bearing Bronzes. — ^These are phosphor bronzes to which lead 
has been added. For ordinary bearings the amount of lead does 
not exceed 2 per cent. The lead is distributed through the alloy 
in small drops, acts as a lubricant, and at the same time improves 
the machinability. Where heavy loads are to be carried, high- 
lead plastic bronzes are used. These contain 70 to 85 per cent of 
copper, 5 to 10 per cent of tin, and 10 to 20 per cent of lead. If 
these alloys are rapidly cooled, the lead is uniformly distributed 
as spherical segregations. 

Aluminum Bronze. — ^This contains 88 per cent of copper, 8 per 
cent of aluminum, 3 per cent of iron. 0.5 per cent of tin. Thus it is 
primarily a copper-aluminum alloy. The equilibrium diagram 
for this binary system is similar to the copper-tin diagram on the 
high-copper end, forming a solid solutions up to about 10 per cent 
of aluminum. These alloys have high strength, around 65,000 psi, 
and hardness, and in addition have marked resistance to corrosion. 
They are somewhat difficult to cast due to oxidation. 

Silicon Bronzes. — ^These are a recent development. They are 
copper alloys containing up to 4 per cent of silicon and up to 1 
per cent of manganese, with small amounts of tin, zinc, iron, and 
aluminum. They are obviously not true bronzes, since the tin 
content is very small. They are on the market under various 
trade names. These alloys are remarkable in that they have 
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the strength of soft steel and at the same time are corrosion resist- 
ant. They are employed in screws, bolts, pumps, tubing, and the 
like when corrosion conditions are severe. 

Beryllium Copper, — This is another recently developed alloy, 
sometimes called beryllium bronze. It is copper containing 2 to 3 
per cent of beryllium. It shows an anneided tensile strength when 
cold rolled of 100,000 psi. These alloys also can be heat-treated. 
By mechanical working at 800®C. a tensile strength of nearly 
200,000 psi can be reached, with a Brinell hardness of 340. 

Copper-nickel Alloys. — As previously discussed (page 214), 
copper and nickel form a continuous series of solid solutions over 
the entire range of composition. The high-copper alloys of tech- 
nical importance are listed in Table 44, along with their uses. 

Table 44. — Uses for (V>ppkr-nickel Alloys 


Percentage 

Uses of Nickel 

Driving bands on projectiles ... .6 

Bullet jackets .15 

(binage . 25 

CJJondenser tubing for corrosive conditions 30 

Resistance wire — ‘^constantan” 40 


Several ternary and quaternary alloys containing copper and nickel 
are of importance. Manganin^ a resistance wire with a very low 
temperature coefficient of resistance, consists of 80 per cent of 
copper, 5 per cent of nickel, and 15 j>er cent of manganese. Nickel 
silvers or German silvers are ternary alloys of copper containing 
from 5 to 45 per cent of zinc and from 5 to 30 per cent of nickel. 
They have fair strength, good plasticity, and low thermal con- 
ductivity. They are used extensively as the base metal on which 
silver is plated for tableware and for high-grade plumbing and 
hardware. 


Aluminum Alloys 

In recent years there has been a tremendous development of 
so-called light alloys; these are principally alloys of aluminum. 
Light alloys high in magnesium are becoming increasingly impor- 
tant. In the engineering field, great quantities of aluminum alloys 
are now employed. Some of the stronger ones, in the worked and 
heat-treated condition, may reach a tensile strength of as much as 
63,000 psi or more. This is comparable with the strength of 
mild steel (page 365). When it is remembered that the tensile 
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strength of cast commercial aluminum is approximately 12,000 
to 14,000 psi, the preparation of such alloys is in itself a noteworthy 
accomplishment, but when their lightness is taken into account, 
the achievement becomes even more important. The specific 
gravities of the aluminum alloys range from 2.55 to 2.85, which 
is approximately a third that of steel. ^ The growing importance 
of aeronautics has given increased impetus to the development of 
light and strong aluminum alloys, but they are employed exten- 
sively in many other industries as well, e.g., in the manufacture 
of automobiles and railroad cars. Briefly summarized, the prop- 
erties that recommend these alloys for a wide variety of uses are 
their low specific gravities, high thermal and electrical conductivi- 
ties, pleasing appearance, and acceptable corrosion resistance. 
With regard to corrosion resistance, it should be noted that in the 
preparation of alumipum alloys, the elements commonly added to 
commercial aluminum usually lower its corrosion resistance. 
Manganese is an exception. An alloy containing 1.25 per cent 
of manganese has about the same corrosion resistance as commercial 
aluminum. 

The aluminum alloys of technical importance can be divided 
into two classes: the casting alloys and the wrought alloys. When 
metals are cast in either sand or permanent molds (page 388), the 
solidification should occur over a sufficient temperature range to 
permit additional metal to enter the mold after the surface has 
solidified, thus preventing the formation of cavities and unsound 
castings. Except for the casting of large ingots or blocks, this is 
impossible with a pure metal that solidifies at constant temperature. 
For this reason, along with contributing special desirable properties, 
aluminum must be alloyed with other elements for satisfactory 
casting. 

Castiiig Alloys.^ — There are two important binary casting alloys: 
one contains copper and the other silicon as the alloying element. 
The equilibrium diagram for the high-aluminum side of the alu- 
minum-copper system is shown in Fig. 45. An « solid solution of 
copper in aluminum first forms, and at higher copper concentrations 
a eutectic between this solid solution and an intermediate $ solid 

^ Owing to the fact that the yield point (incipient deformation) is lower in 
the strong aluminum alloys than in steel, slightly larger sections of the alumi- 
num alloys are employed in construction. The saving in weight, then, as 
compared to steel, is a^ut three-fifths. 

* << Metals Handbook,'' 1939 ed. 
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solution occurs at 548'’C. The eutectic liquid contains 33 per cent 
of copper and the co solid solution formed in the eutectic solidification 
contains 5.7 per cent of copper. An 8 per cent copper alloy, which 
is one commonly used, would solidify over a temperature range 
of about 100°C., as can be seen from the diagram. The solid 
alloy would contain primary w, separated above 548®C. and the 
eutectic of w and $ solid solutions. According to H. J. Rowe^ 
about 50 per cent of the aluminum foundry output of castings is 
of this alloy. Small amounts of iron, sUiOon, and zinc are some- 
times added. These alloys have fairly satisfactory mechanical 



Fig. 45. — Equilibrium diagram for the aluminum -copper system. 


properties, with a tensile strength around 20,000 psi and elongation 
of about 2 per cent in 2 in. They are readily maclunable but do 
not have exceptional corrosion-resistant properties. These alloys 
are used extensively in the automobile industry for crankcases, 
transmission housings, and various fittings, and for household 
appliances such as vacuum cleaners, washing machines, and the 
like. 

Four per cent copper casting alloys are also often used. From 
the phase diagram this alloy should solidify as a single-phase w 
solid solution. At lower temperatures, however, due to a rapid 
decrease in solid solubility, 6 solid solution should begin to precipi- 
tate. This precipitation would result in a hardening of the 
alloy; and from the temperature range at which these changes occur 

1 “Metals Handbook/' 1»39 ed.. n. 1260. 
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these alloys lend themselves to heat-treatments that control the 
amount of precipitation and hence hardness. The tensile strength 
can be varied between 29,000 and 40,000 psi, and the hardness 
Ixjtween 55 and 100 Brinell (10 mm. ball, 100 kg. load). These 
alloys frequently contain small amounts of iron and silicon. 

The equilibrium diagram for the aluminum-silicon system is 
shown in Fig. 46. From this an alloy containing 12 per cent of 
silicon shows a primary separation of solid solution which is 
pratically pure silicon, followed by solidification at 577®C., with 



Al Per cent silicon Si 

Fig. 46. — Equilibrium diagram for the aluminum-silicon system. 

the formation of the eutectic mixture of a solid solution, containing 
1.65 per cent of silicon, and p solid solution. A 5 per cent alloy 
solidifies with primary a followed by eutectic. Both these com- 
positions are used technically. If a 12 per cent alloy is cast in 
the normal way, the silicon is found by microscopic examination 
to be present in rather large needles or plates. On the other hand, 
if the molten alloy is treated with an alkali fluoride or with a small 
amount of metallic sodium or potassium, the silicon particles 
(Fig, 47) are extremely fine. These are called modified silicon 
alloys and have a tensile strength around 26,000 psi. The silicon 
alloys have somewhat better casting characteristics than the 
copper alloys and in addition are much more corrosion resistant. 
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Magneaum also has been alloyed with aluminum to produce 
satisfactory casting alloys. With up to 15 per cent of magnesium, 
solidification occurs with the formation of a solid solution of mag- 
nesium in aluminum. The solid solubility, as with copper, decreases 
rapidly at lower temperatures with the separation of a second solid 
solution which is designated as a (Al-Mg). With 10 per cent of 
magnesium the alloy produced thus is heat treatable, since the 
amount of the precipitated a (Al-Mg) (diase affects the mechanical 
properties. Along with having the lowest density of all aluminum 
alloys, a tensile strength of 43,000 psi ean be achieved which is 
higher than that of any other aluminum casting alloy. These 



(o) ... 

Pia. 47. — Castings of 12 per cent silicon in aluminum; (a) untreated, (6) modified. 
{Homcrhtrg and Williams.) 


alloys are used in railroad oar construc^tion, truck frames, and other 
applications where light weight, high strength, and good corrosion- 
resistant properties are desired. 

A 4 per cent magnesium casting alloy is also employed tech- 
nically. This has low density, fair mechanical strength (about 
25,000 psi), good machinability and cOrrosion resistance. 

There are several aluminum casting alloys containing three or 
even four alloying elements, which are used in special applications. 
Of the two that are used for automobile and airplane pistons one 
contains 10 per cent of copper, 1.25 per cent of iron, and 0.25 per 
cent of magnesium; the other 12 per cent of silicon, 1 per cent of 
copper, 1 per cent of magnesium, and 2.5 per cent of nickel. 

Wrought Aluminum Alloys.— Wrought alloys are those which 
are brought to their final shape and form by such mechanical opera** 
tions as hammering, cooling, drawing, or extruding (page 396). 
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These mechanical treatments tend to produce a fibrous struc^ 
ture (see Fig. 40, page 230) with high tensile strength and other 
improved properties. Ordinary commercial aluminum (page 134) 
of 99.0 to 99.3 per cent purity can be treated directly in this way. 
There are, however, two wrought aluminum alloys of particular 
importance today, of which duralumin is most extensively used. 
It has the following range of alloying constituents: 

Per Cent 

Copper , . . 3 . 5-4 . 5 

Magnesium . . 0.3“1 0 

Manganese 0. 4-1.0 

Silicon 0 . 3-1 . 0 

This metal is suceptible of heat-treatment to produce a maximum 
tensile strength of 60,000 psi and is still highly ductile with an 
elongation of 19 per cent. This compares with the properties of a 
low-carbon steel (page 348), and yet this alloy has about one-third 
the density of steel. The heat-treatment of duralumin is described 
in more comprehensive metallurgical texts. 

There are a number of other wrought alloys with desirable prop- 
erties for certain applications. One, known as 24S, has mechanical 
properties somewhat superior to duralumin and contains 4.4 per 
cent of copper, 1.5 per cent of magnesium, and 0.6 per cent of 
manganese. 

Age Hardening. — In the discussion of the aluminum alloys 
frequent reference has been made to heat-treatments that improve 
their mechanical properties. .These treatments in general entail 
heating of the metal to some higher temperature, then quenching 
to a lower temperature, and holding for definite periods. At these 
lower temperatures a change in mechanical properties takes place 
with time. This process is known as age hardening. As indicated 
before, it occurs due to the precipitation of a second phase from a 
homogeneous solid solution as a result of decreased solid solubility 
at lower temperatures. It should be noted that for maximum 
hardness a certain critical size must be reached by the precipitated 
particles. It has been found that as aging proceeds the hardness 
increases with time up to a maximum value and then decreases. 
The hard precipitated particles act as ‘‘keys’^ and interfere with 
the movement of the ciystal fragments along the slip planes. This 
is shown diagrammatically in Fig. 48a. The figure represents an 
idealized section through a crystal, and it will be noted that with 
the arrangement shown, every plane of potential slip encounters 
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at least one of the particles. The motion of all of the planes, 
therefore, is mechanically obstructed. 

The size of the particles is important. If all the particles shown 
in Fig. 48a were gathered together in a single large particle as shown 
in Fig. 485, although the strength of the single ‘‘key^^ would be 
increased, many planes would not be intercepted by it. They 
would, therefore, be free to move. On the other hand, if the 
particles were too small, they would become less effective. There 
is obviously, a certain size of the pariaeles that hinders to the 
greatest degree the movement of the planes; this is known as the 
critical size, or the diameter at critical dispersion. It is estimated 



by Jeffries and Archer^ that the average diameter of the particles 
at critical dispersion is of the order of 10"^ cm. The hardening 
of duralumin (page 244) by heat-treatment is accounted for by 
the precipitation of hard particles of the compound CuAl 2 . Hard- 
ening produced in this manner is called precipitcition hardening. 

It should be mentioned that, in some cases, age hardening occurs 
without any physical evidence of actual precipitation. Various 
explanations have been offered for such behavior, based mainly 
on the assumption that considerable segregation of atoms may 
occur in the lattice of the parent solid before precipitation occura. 
This gives rise to knotty distortion of the lattice and increase in 
the hardness. 

1 Jbffbibs and Abchbr, “The Science of Metals, “ p, 82, McGraw-Hill Book 
Company, Inc., New York, 1924. 
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Magnesium Alloys 

Magnesium alloys or Dowmetals have become of great impor- 
tance in recent years because of the demands for metals of light 
weight, good strength, and corrosion-resistant properties. The 
specific gravities of the higher magnesium alloys, used technically, 
range from 1.76 to 1.86 compared to 2.56 to 2.85 for the aluminum 
alloys. Because of this lower density the strength of some of the 
Dowmetals, weight for weight, is equal to or even superior to the 
aluminum alloys. 

The magnesium alloys used in this country contain no more 
than 10 per cent of alloying elements the chief of which is aluminum, 
which ranges from 4 to 8 per cent. Some of the alloys contain zinc 
up to 3 per cent and all contain 0.2 to 0.3 per cent of manganese. 
Table 45, condensed from that of John A. Gann in Modem Uses 
of Non-ferrous Metals,”^ gives the compositions and properties 
of the more important alloys. 


Table 45. — Composition and Properties of Magnesium Alloys 


Alloy 

Alloying 
eleinente. % 

Treatment 

Tensile 

strength, 

psi 

Elonga- 
tion in 

2 in., % 

Brincll 

hardness 

A1 

Mil 

Zn 



1 

j 

Cofit 

28,000 

6 

48 

Downictal H ... 

f».0 

0.3 

3,0 

Cast; heal treated* 

35,000 

10 

51 





Cast; heat treated t 

40,000 

5 

68 

Dowrnetal F 

4.0 

0.3 


Extruded rod 

40,000 

16 

48 

Dowmetal J 

6.5 

0.8 

0.8 

Extruded rod 

43,000 

18 

55 

Dowinetal A 

8.0 

0.2 

' 

Extruded rod 

47,000 

13 

58 


* Solution heat'treatment. 

t Solution heat-treatment plus precipitation lieat<treatment. 


Nickel Allots 

It has been pointed out that nickel and copper form a con- 
tinuous series of solid solutions (page 214), and the alloys con- 
taining up to 40 per cent of nickel have been considered (page 
239). On the high-nickel side the most important alloy is Moml 


» Published by A.I.M.E., New York. 
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metal, the cUrect production of which from nickel-copper matte is 
considered on page 179. This allo}' contains about 67 per cent of 
nickel and 28 per cent of copper with the balance mainly iron with 
small percentages of manganese, silicon, and carbon (up to 0.26 
per cent). 

By increasing the iron and manganese contents, modifications 
of Monel metal are produced with special properties. The addition 
of aluminum makes an alloy of especially satisfactory mechanical 
properties, known as '‘K” Monel metal.' Monel metal has great 
corrosion resistance and is used in diversified applications, including 
pickling equipment in the steel industry, dye vats, sinks, hot-water 
boilers, and kitchen and food-processing equipment. It is employed 
also in making valves, agitators, pump rods, and other apparatus 
used in chemical, petroleum, and paper industries where corrosion 
conditions are severe. 

The use of nickel as an alloying element in steels and cast irons 
is discussed in Chap. VII. There are, however, several nickel-iron 
alloys containing chromium and other metals that have very special 
and desirable properties. Some of these are listed below. 

1. Heat-resisting and Electrical Resistance Alloys. — To meet 
the industrial demand for alloys to withstand temperatures up to 
1000®C. (1800®F.) without oxidation, and at the same time maintain 
satisfactory mechanical properties, a number of alloys of nickel with 
iron and chromium have been developed. These have various 
trade names and compositions ranging up to 65 per cent of nickel. 
A complete list of these alloys is given in the “Metals Handbook, 
1939 ed., pages 38 to 53. 

For electrical heating units, such as resistance furnaces, stoves, 
and domestic heating appliances, a series of electrical resistance 
alloys have been developed which can be operated up to 1000®C. 
without appreciable oxidation or rapid deterioration. Ntchrome 
and chromel, well-known examples, contain about 62 per cent of 
nickel, 15 per cent of chromium, and the remainder iron with small 
amounts of carbon. 

2. Low Thermal Expansion Alloys. — These are the “ Invar 
type iron-nickel alloys containing 30 to 40 per cent of nickel. Their 
coefficients of linear expansion are about one-tenth that of steel. 
They are used in measuring tapes, instruments, watches, and for 
bimetallic thermostat elements. An important application is in 

^Stanlbt, “Nickel, Past and Present,’* International Nickel CJo., Inc., 
New York. 
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struts for aluminum alloy pistons (page 243). The compositions 
of these alloys are given in Table 46. 

3. Magnetic Alloys. — These contain iron, nickel, and sometimes 
cobalt and have exceptionally high magnetic permeability at low 
field strengths. The compositions of these alloys also are given 
in Table 46. 


Table 46. — Commercial High-nickel Alloys 


Name 


Composition,* % 


Characteristic properties 

Ni 

Co 

Cr 

W 

A1 

Cu 

Invar 

36 






Low expansion from 0 to 200°F. 
(-18 to 100°C.) 

Superinvar. . 

31 

5 





Zero expansion near room tem- 
perature 

Elinvar . . . 

32 


5 

2 



Low thermoelastic coefficient 

Dumet . . 

42 






For sealing in soft glass 

Kovar . . 

29 

17 





For sealing in hard glass 

Platinite . . . 

46 






Expansion same as platinum 

Permalloy . . 

78.5 






High permeability at low field 
strengths 

Hipemik .... 

50 



1 



High permeability at higher field 
strengths 

Perm invar . . 

45 

25 





Constant permeability over a 
range of flux densities 

Alnico J . . 

20 

5 


. 

12 


Permanent magnet of high mag- 
netic hardness 

Alnico II . . . 

17 

12.5 



10 

6 

Same as above 

Alnico III . . 

25 




12 


Same as above 

Alnico IV. . . 

28 

5 

i 


12 

i ■ ’ 

L ! 

Same as above 


* Balance of compoeition ia moetly iron. 


Bearing Metals 

The friction between two metals is directly proportional to the 
pressure applied. Of course, this is true only when both surfaces 
are sufficiently hard so that one does not gouge or rub into the 
other. The amount of the load that can be borne before gouging 
begins is greater, the harder the metals. Arguing from this point, 
to reduce friction and avoid cutting, hard surfaces should be used 
for bearings. This is true, but only under perfect adjustment. In 
an ordinary bearing there are points of greater and lesser pressure, 
and therefore of friction; hence the bearing must be sufficiently 
soft to mold itself about the shaft. But it must be able to resist 
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wear as much as possible also. The best fulfillment of these require- 
ments has been obtained by the use of an alloy containing hard 
grains in a soft matrix. The soft matrix allows an adjustment, so 
that local pressures, which are generally responsible for trouble, 
are avoided; the hard grains on the surface resist the wear. This 
structure is found in the so-called ‘‘white alloys/' which consist 
of lead, tin, antimony, copper, etc. 

White Alloys. 1. The Lead-antimony Alloys . — These two metals 
alloy readily in all proportions; the hardness and brittleness of the 
product increase with the amount of antimony. The equilibrium 
diagram for this system is given on page 219. There is a eutectic 



Fio. 49. — Lead-antimony alloy, containing 40 per cent of lead, etched with 
picric acid. Bright crystals of antimony surrounded by eutectic. 100 diameters. 
{Gulliver.) 

at 13 per cent of antimony. With less antimony than this the 
structure of the alloy is made up of primary crystals of the soft a. 
solid solution in the hard a + ^ eutectic. With antimony higher 
than 13 per cent the primary crystals are the hard solid solution 
in the softer eutectic, as shown in Fig. 49. This latter structure 
fulfills the requirements of a good antifriction metal. As much 
as 15 to 20 per cent of antimony is advantageous in some cases, as 
for very heavy pressures. 

2. The tin-antimony-copper alloys are called “Babbitt metal." 
They are more expensive than the preceding, because they contain 
a large amount of tin, but for the same reason they are considerably 
better. The tin becomes a constituent of the hard grains, diminish- 
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ing their hardness, it is true, but also their brittleness. The tin 
enters the matrix also and increases its compression strength. The 
stmcture of the Babbitt metal is made up of a mass of tin-containing 
cubical crystals of tin-antimony alloys, and needlelike crystals 
of an antimony-copper alloy, as shown in Fig. 60. 

An alloy having the same composition as Babbitt’s original 
alloy is made by first melting together the following: copper, 4 parts; 
tin, 12 parts; antimony, 8 parts; and then adding 12 parts of tin 
after fusion. The antimony and the first portion of the tin are 



Fig. 50. — Tin-copper-antimony bearing metal. {Law.) 


melted together, then the copper is added, and finally the remainder 
of the tin. This is called the hardening alloy. The bearing metal 
proper is made by melting 1 part of this alloy with twice its weight 
of tin, which makes a final alloy having the following composition: 
copper, 3.7 per cent; antimony, 7.4 per cent; and tin, 88.9 per cent.^ 

The Leaded Bronzes. — Bronzes to which a considerable amount 
of lead has been added are also used as bearing metals (page 238), 
but their structure is the reverse of the white alloys, since they 
consist of soft grains in a hard matrix. They are inferior to the 
white alloys as bearing metals, because they are less plastic and 
do not mold about the shaft so well. Although they are stronger 
than the white alloys, this fact does not allow them to bear heavier 
loads, because they have a greater tendency to ‘^cut.” 

^ For detailed directions for making Babbitt alloy, see Foundry, data sheet 
81, January, 1911. 
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A leaded bronze that is used to a considerable extent for bearings 
has the following composition: copper, 64 per cent; tin, 6 per cent; 
lead, 30 per cent; and nickel, 1 per cent. This is known as plastic 
bronze; although it is not so plastic as the white alloys, it is more 
plastic than an ordinary bronze. 

The structure of the plastic bronze is largely determined by the 
fact that lead does not alloy much with copper or with bronzes 
having a low tin content, and therefore remains to a large extent 
as an independent constituent in the bronze. The cjopper-tin alloy 
becomes the matrix in which the grains of lead a-ie held. The small 
amount of nickel probably lessens the segregation of the lead by 
causing the alloy to solidify at a higher temperature. Aside from 
the fact that the presence of lead increases the plasticity of the 
bronze, the soft granules wear more rapidly than the harder matrix 
and form cavities in which the lubricant may be held. 

Solders and Brazing Alloys 

Solder is a readily fusible alloy used to join the surfaces of metals. 
Its joining ability depends upon the fact that a surface alloy is 
formed between the solder and the parts soldered. Soldering may 
be accomplished by means of various alloys, the (‘omposition of 
which depends upon the melting point desin^d and the metals 
to be joined. The most common solder, however, is an alloy of 
tin and lead, known as soft or tinner^ s solder. This is used for 
a great variety of purposes. 

Physical Structure of Soft Solder.— The eiiuilibrium diagram 
for the lead-tin alloys is shown in Fig. 51. As is indicated there, 
those alloys containing no more than 19.5 per cent of tin, or no 
more than about 2.6 per cent of lead, solidify as solid solutions. 
All the other alloys of these two metals solidify with the formation 
of the eutectic as is shown in the figure; the eutectic contains 
approximately 38 per cent of lead. As the tin content of the 
commercial lead-tin alloys ranges from about 25 to 75 per cent, 
the structure of these alloys consists of primary crystals of either 
a or fi solid solutions, depending upon the proportions used, held in 
a matrix of smaller crystals of the eutectic. 

Composition and Properties. — The tensile strength of solder 
is greatest with 72.5 per cent of lead, but this alloy is not sufliciently 
fusible to be used for general soldering. Any of the alloys that 
contain above 70 per cent of lead have a melting point too high to 
be used in ordinary soldering with a copper tool, although they may 
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be used with a steel one. The chief use to which such alloys are 
put is for coating iron or steel sheets for roofing, for filling hollow 
castings, etc. 

The alloy that contains about 67 per cent of lead is used for 
plumber^s solder; it will be discussed later under that head. The 
alloys containing from 55 to 60 per cent of lead melt from about 
215 to 230® C., and are sufficiently fusible and freely flowing for 
ordinary soldering. That which contains 58 per cent of lead is 
used to a considerable extent for soldering joints in electric wiring 
because it is considered an easily flowing solder. 



Fiq. 61. — Equilibrium diagram for the load-tin system. 

But by far the favorite alloy with those who use solder is that 
which contains 50 per cent of lead and 50 per cent of tin ; it is known 
commonly as ‘‘half and half.’’ This alloy melts rapidly, flows 
freely, and presents a bright surface when the joint is finished. It 
can be used for every purpose to which soft solder is applicable, 
except “wiping joints,’’ as it is technically called, in plumbing. 
But all kinds of work do not require a solder as high in tin as this, 
even though, because of its many good properties, it is much desired 
by the user. Its high price is a very great objection. Since the 
consumer desires to buy solder cheaply, it happens that many 
grades of solder appear on the market designated as “half and 
half” that contain much less than 50 per cent of tin. Very often 
the upper limit of the amount of tin contained in the “half and 
half” solder is determined by the price the customer is willing to 
pay- 
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Table 47. — Silver Solders 


Composition, % 

Melting point 

Uses 

Ag 

Cu 

Zn 

Cd 

‘‘C. 

op 

10 

52 

38 


820 

1510 

Used for practically all nonferrous 

20 

45 

35 


775 

1430 

alloys (except aluminum) and 

80 

16 

4 


740 

1360 

steels and iron 

45 

30 

25 


675 

1250 


50 

15.5 

16.5 

18 

630 

1160 

Special iow melting 

5 



95 

340 

640 


5 


16.6 

78.4 

250 

480 



Table 48. — Brazing Alloys 


Composition, % 

Mean melting 
point, ®F. 

Uses 

Cu, 50; Zn, 50 

1600 

i 

Strong connections on steel, cast 
iron, brass, bronze, nickel alloys 

Cu, 45; Zn, 50; Sn, 5 

! 1575 

Stronger than above 

Cu, 33; Zn, 60; Sn, 7 . . 

1400 

Moderate strength 

Cu, 93; P, 7 

1300 



Table 49. — Copper Allot Welding Rods 


Composition of elements 
other than Cu, % 

Melting 

point, 

°F. 

Uses 

Zn, 40; Sn, 1.0 

1625 

For oxyacetylene welds. Strength, 
50,000 psi 

Zn, 40; Sn, 1.5; Mn, 0.75. . 

1000 

Harder and more wear resisting than 
above 

Si, 4; P, 0.4 

1860 

Oxyacetylene welds on copper, brass, 
bronze, nickel alloys. Very strong 

Sn, 10; P, 0.4 

1900 

Good strength and wear resistance. 
Applied by arc on copper, bronze, steel, 
nickel alloys 

Ni, 30; Mn, 0.15 

2235 

Oxyacetylene, or carbon arc. Used on 
similar base metals 
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For some purposes, as for manufacturing gas meters, electrical 
instruments, etc., where a bright, freely flowing solder is desired, 
in order that all joints may be completely filled with the solder, 
greater amounts than 50 per cent of tin are used. As is shown in 
Fig. 51, the melting point of the alloy falls gradually with increase 
of tin up to the amount of 62 per cent. This is the eutectic alloy 
and melts at 183.3“C., the lowest temperature at which any alloy 
of lead and tin will melt completely. 

Plumber’s solder contains usually 67 per cent of lead and 33 per 
cent of tin. As this alloy cools throu^ its solidification range, as 
shown in Fig. 51, it acquires a plastic condition, in which it has 
about the consistency of baker’s dough, before it cools enough to 
grow hard. While in this plastic state, it may be molded into 
shape in the so-called “wiping of joints.” Solders may be used in 
this way that contain from 60 to 67 per cent of lead. The 60 per 
cent alloy begins to assume the plastic state at about 235‘’C., and 
the 67 per cent alloy at about 243“C. The final solidification of 
both takes place at 183°C., the eutectic point, so that there is a 
range of about 55 to 60®C. during which they are plastic. 

Brazing Alloys. — It is frequently necessary to join metals by the 
use of “solders” which, although they melt below the melting points 
of the metals being joined, still have melting points much above 
those of the lead-tin solders. At the same time joints of greater 
strength are produced. Various alloys of copper are used for this 
purpo.se and the process is known as brazing. There are three 
classes of brazing alloys in common use, with a melting range from 
680 to 1240“C. (1250 to 2235‘’F.). These are presented with com- 
positions, melting points, and uses,‘ in Tables 47, 48, and 49. 

Aluminum Solder. — For aluminum, the solders most generally 
used are the tin-zinc alloys. The tin may range from 50 to 75 per 
cent, with the remainder zinc. An alloy consisting of 8 to 15 per 
cent of zinc, 5 to 12 per cent of ^aluminum, and the remainder tin 
has also been found satisfactory. A cadmium-zinc alloy, containing 
40 per cent of cadmium and the remainder zinc, although more 
difficult to melt than the preceding alloys, has better corrosion 
resistance. With regard to corrosion resistance, pure zinc is the 
best aluminum solder, but it is somewhat difficult to work.’ 
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In using these solders, the edges to be joined are filed or are 
scraped clean. If the article will allow it, it is heated with a torch 
or similar device to a temperature at which the solder will melt; 
then the edges are rubbed briskly with a stick of the solder. If the 
object cannot be heated in this manner, the edges are heated with 
a tinned copper tool and the solder is rubbed on as before described. 
No flux of any kind is used. When the melted solder has run well 
over the surfaces to be joined, they are held pressed firmly together 
until the solder has solidified. 

In no case should much dependence be placed on a soldered 
aluminum joint. This is particularly true if the work is exposed 
to the weather or to a damp atmosphere. Aluminum solders are 
cathodic (page 414) to aluminum, and, in the presence of moisture, 
an electrolytic action is developed that causes the joints to dis- 
integrate. There is no solder for aluminum of which this is not 
true.^ 

Fluxes for Soldering and Brazing. — The value of a flux depends 
upon its ability to gather up, by dissolving or otherwise, the oxide 
or other adherent matter on the surtace of the metal. It must 
stay in place also and keep away the oxygen of the air so that 
further oxidation cannot take place before the solder can be made 
to flow over the cleaned surface and alloy with it. If the metal 
were cleaned mechanically, as with a file, a film of oxide, impercepti- 
ble to the eye, would spread over the surface of the metal before 
the solder could be applied. Solder cannot alloy or combine with 
metallic oxides. In the method described for soldc^ring aluminum, 
although the metal becomes oxidized after it is cleaned by filing 
or scraping, this relatively thin oxide layer is removed at the moment 
the melted solder is applied by rubbing with the stick of solder 
itself. 

For use with the ordinary lead-tin solder, zinc chloride is a very 
serviceable flux for practically all the common metals and alloys. 
It does not serve for aluminum, however, because the oxide on 
aluminum forms so readily and adheres so tenaciously that some 
special method, such as that previously described, must be used. 
Zinc chloride may be employed in the form of a solution, as a paste 
made of the salt slightly moistened with water, or as a paste made 
by stirring the finely divided salt into Vaseline. Instead of using 
Vaseline, a mixture of fats such as olive oil and taUow^ either with or 
without rosin, may be employed. The fats and the rosin are 

* Solders for AluminuiB,*’ Nat. Bur. Standards, Circ. 78, March, 1923. 
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first melted together and the zinc cUoride is then stirred in. Some- 
times ammonium chloride is used to replace part of the zinc chloride. 
Rosin alone, though not so satisfactory, is used as a flux particularly 
for outside work where the corrosive action of residual chlorides 
might be objectionable. 

For brazing and silver soldering a mixture of borax and boric acid 
is used as a flux. This forms fusible borates with metallic oxides 
and at the same time supplies an adherent nonvolatile layer to 
prevent further oxidation. When metals that are high in silicon 
or nickel are being brazed, a bifluoride is added to the borax. 

Die-casting Alloys 

In die casting (page 393), a permanent water-cooled steel mold 
or ‘'die^^ is used. This is mounted above a crucible carrying the 
molten alloy and a mechanical device injects or squirts just suffi- 
cient metal into the mold under pressures of from 400 to 5,000 psi. 
The die is filled in a fraction of a second and very rapid solidification 
occurs. Extreme dimensional accuracy is thus secured and small 
thin-walled castings can be produced rapidly. Die casting is used 
in the manufacture of parts for various types of household and 
automotive appliances. Some of the aluminum casting alloys 
previously described are suitable for die casting, as are some of the 
Dowmetals. 

Tin-base Die-casting Alloys. — A number of such alloys are in 
use today. A partial list^ with their compositions is given in 
Table 50. It will be noticed that these alloys are of the Babbitt- 


Table 50. — Tin Alloys Used in Die Casting 


Composition, % 

Melting range, ®F. 

Sn 

Pb 

Sb 

1 

Cu 

Solid 

Liquid 

92 






91 






86 






79 






60 

35 






metal t3rpe and, although there are other applications, many bear- 
ings are still made by die casting. The tensile strength of these 

^ Gonser, Metals Handbook,” 1939 ed., p. 1734. 
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alloys ranges from 10,000 to 18,000 psi, and the die-casting method 
produces a desirable fine-grained structure. 

Zinc Die-casting Alloys*^ — These metals are extensively used 
today. There are three standard compositions specified by the 
A.S.T.M. They consist of zinc alloyed with from 3.5 to 4,5 per 
cent of aluminum and from 0.1 to 2.5 per cent of copper. These 
alloys, using low-cost materials, have low melting points, around 
380®C. (715®F.), and at the same time have excellent mechanical 
properties. The tensile strength is about 45,000 psi, with elonga- 
tion of 5 per cent in 2 in. They can be die-cast to an accuracy of 
±0.002 in. per in. of length and castings weighing as much as 
30 lb. have been produced. 

They are used for automobile body hardware, carburetors, fuel 
pumps, speedometer frames, gears, refrigerak)r parts, small motor 
frames, radio chassis, and various housing equipment. 

Low-melting Alloys- 

This term is applied to alloys melting below 200°C. (390°F.). 
They are usually ternary or (luatemary alloys of the low-melting 
metals, bismuth, cadmium, lead, tin, and sometimes mercury. 
By proper adjustment of composition, melting points ranging from 
60 to 183®C. (140 to 361°F.) can be obtained. A complete list is 
given in the accompanying reference. The best known are Wood\s 
metal (Bi, 50; Cd, 12.5; Pb, 25; Sn, 12.5), which molts at 68®C., 
and Rosens alloy (Bi, 50; Pb, 28; Sn, 22), which melts at 100®C. 
These alloys are used as low-melting solders, and in automatic 
sprinkler systems for fire protection. They are even used for certain 
types of castings and for dental work. 

An interesting recent development is Matrix Alloy, ^ melting at 
105®C. (221°F.), which contains 48 per cent of bismuth, 28.5 per 
cent of lead, 14.5 per cent of tin, and 9 per cent of antimony. This 
alloy is used to mount different parts of complex punches and dies 
by pouring the molten metal around these parts. It does not 
shrink on solidification, has a Brinell hardness of 19, and a tensile 
strength of 13,000 psi. This alloy will withstand continuous loads 
of 5 tons per sq. in. 

^ Andbrson and Stern, ‘‘Metals Handbook,” 1939 ed., p. 1770. 

* Van Horn, ” Metals Handbook,” 1939 ed., p. 1328. 

* Smith, “Modem Uses of Non-ferrous Metals,” A.I.M.E., New York, 1935 




CHAPTER VI 


PRODUCTION OF IRON AND STEEL 

By J. C. Warnek, Ph.D. 

The manufacture of iron and steel is one of the major ])roeess 
industries of the world because of the first-rate importance of these 
products as materials of construction. In 1949 about 9(5 million 
long tons (2,240 lb.) of pig iron were produced in the world, of which 
42 million tons were produced in the United States. World produc- 
tion declined to a low of about 40 million tons in 1932 and since 
that time has steadily risen. In 1929, steel production in the world 
amounted to about 85 million long tons, over half of which was 
produced in the United States. Since 1900, iron and steel have been 
the most important of our engineering materials and, inasmuch as 
the properties of these materials frequently depend upon the 
method of manufacture, it will be profitable to devote some space 
to the processes for making them. 

BLAST-FURNACE PRODUCTION OF PIG IRON 

The iron blast furnace is a very efficient device for reducing iron 
ore to pig iron by a continuous process. The blast furnace normally 
requires as raw materials: iron ore, coke, limestone, preheated com- 
pressed air, and cooling water. It produces various grades of 
pig iron, slag, and blast-furnace gas. 

Raw Materials for the Blast Furnace 

Iron Ores. — Any iron-bearing mineral from which iron may b<'- 
extracted profitably is an iron ore. The principal iron-bearing 
minerals in ore beds used at present, together with the chemical 
formulas and the iron contents of the pure minerals are given in 
Table 51. 

Iron ores as mined, or even ores that have been subjected to 
beneficiation^ by drying, washing, jigging, magnetic separation, etc., 
are composed not only of the pure minerals listed in Table 51 but 

1 Boylston, “Iron and Steel,” 2d ed., pp. 49-51, John Wiley k Sons, Inc., 
New York (1926). 
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Table 51. — Minebalb in Ibon Obes 


Name 

Formula 

Iron, 

% 

Mineralogical 

Chemical 

Magnetite ... 

Ferrosoferric oxide 

Fe,04 

72.4 

Hematite (red) . . 

Anhydrous ferric oxide 

FcaOa 

70.0 

Limonites (brown hematites): 

Hydrous ferric oxides 

FeaOsxHjO 


Turgite 


2Fe208-HaO 

66.0 

Goethite . . 


FeiO*H,0 

63.0 

Limonite 


2Fe»08’3Ha0 

60.0 

Xanthesiderite 


Fe208*2H20 

57.0 

Limnite 


Fe aOs'SH^jO 

52.0 

Siderite 

Ferrous carbonate 

FeCO, 

43.8 

1 


invariably contain in addition noniron-bearing substances known 
as the ‘‘gangue^’ of the ore. This part of the ore varies in amount 
and composition in the various deposits, and its character^ is impor- 
tant in determining the value of an ore. 

In addition to the factors already suggested, the value of an ore 
will be determined by the cost of mining, its location with respect 
to the other essential raw materials, such as coking grades of coal 
and limestone, the location of markets for iron and steel products, 
and transportation facilities for raw materials and finished products. 
Thus an ore deposit that is very desirable from the standpoint of its 
physical and chemical characteristics may be so located that it 
cannot be worked with profit. On the other hand, an ore that is 
inferior may, due to its favorable location, be smelted in competition 
with higher grade ores. For example, the lower grade Alabama 
ores can compete with the Lake Superior ores because ore, coal, and 
limestone are located close together in the vicinity of Birmingham. 

Of the iron ore mined (1918-1928) in the United States® 84.5 per 
cent was produced by the Lake Superior region and 9.4 per cent 
by the Birmingham district. It has been estimated that the world 
supply of available ore of a quality similar to that now being used is 
roughly 58 billion tons — enough to last about 900 years. About 
one-sixth of this supply lies within the United States. In addition 
there are enormous reserves of lower grade ores. For example, 

^ Camp and Fbancib, ^^The Making, Shaping and Treating of Steel,'’ 5th 
ed., Carnegie-lllinois Steel Corp., Pittsburgh, Pa., pp. 72-74 (1940). This 
excellent book hereafter will be referred to as Camp and Francis, 5th ed. 

• Camp and F&ancis, 6th ed., p. 75. 
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there exists a potential reserve of about 70 billion tons of ore con- 
taining 25 to 60 per cent of iron in the Lake Superior region alone. 

Blast-furnace Fuel and Reducing Agent —In the earliest fur- 
naces for the reduction of iron ores, wood charcoal was used as the 
fuel to obtain proper furnace temperatures; it also served directly 
or indirectly, through the formation of carbon monoxide, as the 
agent for reducing iron oxides of the ore to metallic iron. As 
the iron industry expanded and forests were depleted, other cheap 
and abundant blast-furnace fuels were developed. C-harcoal was 
gradually displaced by anthracite grades of coal in the period, 
1850-1880. Since that time both charcoal apd anthracite have 
given way to coke made by the thermal decomposition, in the 
absence of air, of suitable grades of bituminous coal. Up until 
1910, the bulk of metallurgical coke was made by the Ix^ehive proc- 
ess^ but at the present time almost all of the coke used in the blast 
furnace is produced in by-product ovens (pages 44-48). 

A good metallurgical coke should possess the following char- 
acteristics:^ 

1. Composition . — The volatile matter should not exceed 2 per 
cent; fixed carbon should be in the range 85 to 90 pfu’ cent; the ash 
should not exceed 13 per cent; but th(^ sulfur and phosphorus 
contents, more important than the exacd pertxmtagc* of ash, should 
be kept as low as possible. Sulfur normally lies in the range 
0.6 to 1.5 per cent and phosphorus should not exceed 0.018 to 
0.04 per cent in a coke used for making Ix'ssemer iron (page 273). 

2. Physical Strength and Size , — Coke for the iron blast furnace 
must be strong enough to support the solid burden in the stock 
column at the elevated temperatures obtained in the furnace. It- 
should be free of dust and fines, and of such si;!(‘ as t-o promote the 
uniform flow of gases up through the solids in the stock column. 

3. Porosity . — A porous open structure in th(^ coke is desirable to 
increase its speed of combustion and its rate of reaction with carbon 
dioxide. 

The physical properties of coke may be controlled to a certain 
extent by controlling the coking operation, but the production of a 
satisfactory metallurgical coke depends to a great extent upon the 
proper selection and blending of the bituminous coals that are 
charged into the by-product ovens. 

Limestone. — Practically all iron ores contain silica in excess of 
that which can be held in combination by the basic oxides, 

^ Camp and Fbancis, 5th ed., p. 157. Botlston, op, eit,, pp. 51-56. 
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CaO + MgO, present in the ores. Properly to flux the silica in the 
ore and coke, and furthermore to make a sufficiently basic slag to 
control the amounts of sulfur and silicon in the pig iron, limestone 
in the proper proportion is made a part of the blast-furnace charge 
(burden). In regular furnace operation, limestone loses its CO 2 
about halfway down the stock column (page 269) and the remaining 
CaO becomes a constituent of the slag in the lower part of the fur- 
nace. Limestones suitable for the blast furnace should be low in 
silica, should be sized to particles from 1.5 to 6 in. in diameter, and 
normally should have compositions in the following ranges of 
percentages: 


SiO, 

Fe 

P 

H2O 

AI2O, 

CaO 

MgO 

1 2-3.43 

0.3-0 6 

0.006-0.033 

0.6 

0 7-0.86 

51.4-53.9 

0.7-1 7 


Stone with the lowest phosphorus content is usually reserved for 
furnaces making bessemer iron. 

Air. — To emphasize the importance of air as a raw material, one 
needs only to mention that the modern blast furnace must be sup- 
plied with about 8,500 lb. of air for every long ton of pig iron 
produced. Air must be supplied for the combustion of coke in the 
blast-furnace charge. It is forced in through tuyeres (page 264) 
near the bottom of the furnace at pressures ranging from 15 to 
25 psi after being preheated in blast-furnace stoves^ to temperatures 
ranging from 1000 to 1300®F. The influence of moisture in the hot 
blast on furnace operation recently has led to installations in some 
plants for controlling this factor. 

Cooling Water. — The modern blast furnace requires much water 
for cooling the bosh (page 264) and the tuyeres, and for scrubbing 
dust from blast-furnace gas. A furnace producing 1,000 tons of 
pig iron each 24 hours must be supplied with 6 to 8 million gallons 
of water per day. 

Blast-furnace Design and Operation 

The modern blast-furnace plant includes, in addition to the 
blast furnace proper, stoves for preheating the blast, blowing 
engines for supplying the blast, enormous storage bins for the 
solid raw materials, pumps and mains for cooling water, equipment 

^ Camp and Francis, 5th ed., pp. 253-256. 
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for cleaning blast-furnace gas, boilers for utilizing the blast-furnace 
gas not used in the stoves, blowing engines, slag cars and ladles 
for taking away the slag and pig iron as they are produced, a pig 
casting machine, and many other minor accessories. Such a plant 
will cost approximately 3 to 4 million dollars per furnace. 

From an examination of Fig. 52, one may obtain a general idea 
of the layout of a blast-furnace plant. Figure 53 shows a cross 



section through a modern furnace in which its essential parts an^ 
indicated,^ The refractory lining of the bhist furnace is constructed 
of fire-clay bricks, the best grades of which are used in the walls 
of the crucible and bosh. The highest furnace temperatures are 
attained in the upper part of the crucible and the lower part of the 
bosh. Therefore, the firebrick in this region are protected by 
cooling plates built into the walls. 

Outline of Blast-fumace Operation. — Once a blast furnace has 
been put in operation blown in”) it produces pig iron, slag, and 


^ For a more detailed discussion of blast-furnace design see Camp and 
Francis, 6th ed., pp. 242-275; Sweetser, Blast Furnace Practice,” McGraw- 
Hill Book Company, Inc., New York (1938); Johnson, ** Blast Furnace Con- 
struction,” McGraw-Hill Book Qmipany, Inc., New York (1917). 
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Fie. 53.— Deiign of a modern Uaet fumaoe. (From “ Modem B^raetory Pnetiee," 
Barbiion-Walker Refraetariee Co.) 
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blast-furnace gas by a continuous process. Alternate layers of 
ore, limestone, and coke, in the proper proportions for making a 
desired grade of pig iron, are charged at regular intervals into the top 
of the stock column through the charging bells. The “hot blast 
of air preheated in the stoves is supplied through the tuyeres which 
are distributed about the circumference of the furnace just below 
the bosh zone. Molten pig iron covered by molten slag collects 



Fig. 54. — Blast-furnace raw materials, products, and temperatures. 


in the crucible of the furnace. Every four or five hours pig iron is 
transferred from the furnace to the “hot-metaT^ ladles by opening 
the tap hole or “iron notch and allowing the molten metal to flow 
through trenches (runners) to the ladles. In the ladles, pig iron 
is taken to the pig casting house or to the “hot-metal mixer where 
it is stored and mixed with other casts to await its utilization in one 
of the steelmaking processes. Slag is tapped about every two 
hours by opening a tap hole (“cinder notch located at a higher 
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level in the crucible. Slag or cinder is transferred to the slag dump 
in slag cars or thimbles ” or is led to the granulating pit (page 274). 
Blast-furnace gas (page 62) is produced continuously and leaves 
the top of the furnace through “offtakes'' leading into larger mains 
called “downcomers" which take the gas to the cleaning equipment 
for the removal of dust, which normally varies from 7 to 30 grains 
per cubic foot. The dust content should not exceed 0.01 grain per 
cubic foot if the gas is to be used in gas engines, and the content 
should be in the range 0.2 to 1.0 grain per cubic foot when the gas is 
burned in blast-furnace stoves or under boilers. About 20 to 25 per 
cent of the gas is required for preheating the hot blast, 12 to 20 per 
cent is needed to operate the blowing engines, and the remainder is 
available for other uses about the plant. 

Material Balance on the Blast Furnace. — Figure 54 gives, as an 
example, the amounts of the various raw materials required and 
the yield of products when a long ton of pig iron is produced. 
Approximate temperatures at various levels in the furnace also 
are given in Fig. 54. It should be emphasized that this is only 
an example and that the relative amounts of ore, coke, and stone 
in the charge (burden) will be adjusted by the blast-furnace operator 
and will depend upon the composition of his raw materials and 
the type of pig iron he wishes to produce. The calculation and 
regulation of the proportions of ore, flux (stone), and coke are 
called burdening. To, control the operation of the furnace and the 
composition of the iron produced, the operator may, in addition 
to regulating the burden, vary the quantity and temperature 
of the hot blast. As will be learned from the following discussion, 
the temperatures that prevail in the bosh and the hearth, the slag 
basicity, and the slag viscosity have an important influence upon 
the composition of the pig iron. 

Blast-furnace Reactions 

The chemical reactions that take place in the blast furnace are 
of almost infinite variety and most of them are equilibrium reactions. 
The extent to which they may take place, therefore, depends upon 
the temperature; endothermic reactions becoming more and exo- 
thermic reactions becoming less complete as the temperature is 
raised.^ Furthermore, most of the reactions occurring in the stock 
column involve solids and gases. The directions in which these 

1 McCutchuon, Ssltz, and Warner, ‘‘Oeneral Chemistry,"' 3d ed., pp. 
247-266, D. Van Nostrand Company, Inc., New York (1939). Getman and 
Danirir, ** Outlines of Theoretical Chemistry,” 6th ed., pp. 27S-281, John 
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reactions take place, therefore, may be determined by the partial 
pressures^ of the gases involved in the reaction as well as by the tem- 
perature. The rate at which these reactions between gases and 
solids occur also is important. Even though conditions of tempera- 
ture and pressure favorable for a certain reaction are provided, the 
desired reaction may not be accomplished because the rate of reac- 
tion is slow. For reactions between gases and solids the extent of 
the solid surface is an important factor in determining the rate. 
For this reason, porous ores are more rapidly redu(^ed than hard 
dense ones,^ and a porous coke will react more 3’apidly with oxygen 
or carbon dioxide than a dense coke. To illustrate the importance 
of reaction rate, one may mention that in the top of the blast- 
furnace stock column temperatures and gas compositions prevail 
such that Fe208 could be reduced to solid iron. Howi^ver, at these 
relatively low temperatures the rate of reaction of C^O with the solid 
ore is so slow that very little if any reduction occ^urs. 

Chemical Reactions in the Stock Columm- When the solid 
burden of ore, coke, and limestone enters the top of the stock 
column, it comes in contact with and receives heat from the hot 
gases that rise through the stock column. The first change involves 
the drying of the burden by driving off first adsorbed water and then 
combined water. In addition to drying, the following processes 
are encountered in the stock column: 

1. Reduction of iron oxides by their interaction with carbon 
monoxide or with carbon directly. 


SFejOs + CO 2 Fea 04 + CO 2 + 6,000 cal. (1) 

Fe804 + CO ^ 3FeO + CO 2 - 6,300 cal. (2) 

FeO + CO Fe + CO 2 -f- 3,400 cal. (3) 

Fe804 + 4CO ^ 3Fe + 4 CO 2 + 3,900 cal. (4) 

SFejOj + C ^ 2Fe804 + CO (6) 

Fe804 + C ^ 3FeO + CO (6) 

FeO + C :?± Fe + CO (7) 

Fe804 + 3Fe + 4CO (8) 

2. The deposition of carbon by CO or the ‘^gasification ” of carbon 
by CO 2 in the equilibrium reaction. 

2CO ;;=± C + CO 2 (9) 


Wiley & Sons, Inc., New York (1937). MacDougall, “Physical Chemistry," 
pp. 317-320, The Macmillan Company, New York (1936). 

^ See footnote on page 266. 

* Joseph, Trans. AJM.E,, 120, 72 (1936). 
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3. The thermal dissociation of calcium and magnesium car- 
bonates. 


CaCO, ;=i CaO + CO, (10) 

MgCO, MgO + CO, (11) 

To make predictions concerning the possible direction of each of 
these reactions at various planes in the blast-furnace stock column, 
one would need to know the equilibrium conditions for each reac- 
tion, and the gas compositions, pressures, and temperatures that 
prevail at the various planes in the furnace. For some of the 
reactions,* precise equilibrium data are available and fair estimates 
may be made for the remainder. The best available data on gas 
compositions, pressures, and temperatures at various planes in the 
stock column of a furnace in regular operation were obtained by 
Kinney* on No. 4 furnace at the Carncgie-Illinois Steel Corp. 
South Works in Chicago. As an e.’camination of this important 
paper will show, gas compositioms, temperatures, etc., arc by no 
means uniform across any plane in the furnace. However, for 
purposes of this discussion one may use the average integrated tem- 


Tablb 52. — Temperatures, Pressures, and Gas Compositions in the Blast 

Furnace 


Plane 

Dvitance 

from 

tuydres, 

ft. 

Average integrated 

Tem- 

per 

ature, 

®C 

Tem- 

per- 

ature 

op. 

%N» 

% H* 

% CO 

% COs 

Pressure 

atm. 

CO 

COj 

COt 

1 

Total 

Top of stock 

68.2 

204 

400 

66.6 

4.0 

24.5 

14.5 

0.164 

1.13 

1.70 

1 

65.5 

443 

830 

56.6 

3.5 

25.0 

15.0 

0.174 

1.16 

1.67 

2 

57.6 

704 

1300 

66.6 

3.3 

25.0 

15.0 

0.200 

1.33 

1.67 

3 

46.5 

854 

1570 

58.0 

2.2 1 

27.7 

11.8 

0.168j 

1.43 i 

2.8S 

4 

24.2 

943 

1730 

60.0 

1.0 

34.5 

5.5 

0.094 

1.71 

6.30 

Tuyere level. , . 

0.0 



66.5 

1.5 

i 

32.0 

0.0 

0.000 

2.00 
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peratures, pressures, and gas compositions from Kinney's paper 
which are given in Table 52. 

Realizing that local temperatures and gas compositions may vary 
enough from the average values given in Table 62 to alter condi- 
tions, one may at least draw the following general conclusions: 

1 . Calcium and magnesium carbonates can dissociate according 
to Eqs. (10) and (11) at plane 3 and at lower levels. 

2. Carbon dioxide can gasify carbon [Eq. (9) going to the left] 
at planes 3 and 4. At plane 2 and above, carbon deposition can 
occur [Eq. (9) going to the right]. 

3. At any plane the ratio CO/CO 2 is great enough to reduce 
Fe 203 to Fe804 [Eq. (1)]. 

4. From the top down to plane 2, conditions are probably 
favorable for the reduction of FcaOi to Fe. Owing to the low 
temperatures, this reaction is probably too slow to produce much 
iron. 

5. Below plane 2, conditions are favorable for the reduction of 
FesOi to FeO and to Fe containing some dissolved FeO [Eqs. (2) 
and (3)]. At plane 4, reduction can be quite complete and some 
carburization of the iron can begin. 

3Fe + 2CO FegC + CO 2 (12) 

3Fe + C ^ FesC (13) 

6. At plane 2 and above, CO in the gas has a higher reducing 
power than solid carbon and this together with the low temperatures 
makes direct reduction [Eqs. (5) to (8)] seem unlikely. At plane 3 
and below, solid carbon has a higher reducing power than the CO 
in the gas, the temperatures are higher, and some direct reduction 
may be expected. However, the CO still can reduce the iron 
oxides in this region and, owing to the higher rate of the gas-solid 
reactions, it seems likely that a good portion of the reduction is 
accomplished by the gas. 

7. The hot blast contains 79.2 per cent of nitrogen and other 
inert gases. These pass through the furnace essentially unchanged 
except for small amounts of nitrogen that react in the bosh zone to 
form cyanides. These cyanides apparently are decomposed at 
higher levels leading to the presence of traces of cyanogen, CaN*, 
in the blast-furnace gas. The large volume of inert nitrogen does 
serve a useful purpose in helping transfer the heat liberated in the 
combustion zone to the solid burden in the upper parts of the f ^ 
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nace. However, it also makes unavoidable a considerable heat loss 
because of the sensible heat carried from the furnace. 

8. Water vapor in the hot blast reacts with carbon, absorbing 
energy by the reaction 

H 2 O + C ^ CO + H 2 (14) 

Some of this hydrogen may be used temporarily in the stock column 
for the reduction of iron oxides but it leaves the furnace largely 
as H 2 in the gas and thus represents an energy loss. 

Chemical Reactions in the Bosh and Hearth. — The bosh and 
hearth of the blast furnace make up the smelting zone. As the 
materials of the charge move downward into the bosh zone with its 
higher temperatures and strongly reducing conditions, some oxides 
more stable than iron oxides are reduced; the gangue of the ore and 
coke combine with the basic oxides, CaO and MgO, from the stone 
to form a liquid slag over the molten pig iron in the hearth; spongy 
iron absorbs carbon [Eqs. (12) and (13)], melts, and rains down 
through the layer of liquid slag to join the layer of liquid pig iron 
in the bottom of the hearth or crucible. 

One may summarize the behavior of the various elements in this 
smelting region as follows: 

1. Iron is melted and carburized [Eq. (13)]. The liquid pig iron 
may contain from 3.0 to 5.0 per cent of carbon, but the usual range 
is 4.0 to 4.5 per cent. The iron also takes up manganese, silicon, 
sulfur, and phosphorus in varying amounts depending upon condi- 
tions as outlined below. 

2. Phosphorus enters the furnace in the form of phosphates. Its 
principal source is the ore although small amounts normally are 
present in the coke and stone. Under the strongly reducing condi- 
tions that prevail in the hearth of the blast furnace, all of the 
fdiosphorus is reduced and enters the iron even though the slag is 
easic. 


PjOs (in slag) + 5C{s) = 2P (in liq. Fe) + 5CO{g) (15) 
3Fe + P - Fe,P (16) 

To hold phosphorus in a basic slag, one must provide oxidizing 
conditions such as prevail in the basic open-hearth steelmaking 
process. Phosphorus in pig iron can be controlled only by con- 
trolling the phosphorus in the burden and this means principally 
the selection of an ore of sufficiently low phosphorus content. The 
acid bessemer and acid open-hesuth steelmaking processes usually 
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require a pig iron containing 0.05 per cent or less of phosphorus 
(0.1 per cent P is certainly maximum). Ores that can be used to 
make such an iron are known as ‘'bessemer ores.'' 

3. Silicon^ as free Si02 or combined with basic oxides as silicates, 
enters the furnace principally with the ore and coke. In the bosh 
zone the various silicates and alumina fuse to form the liquid slag, 
but under the reducing conditions and high temjjerature of the 
hearth some silica is reduced and enters the ikm. 

Si02 (in slag) + 2C(s) Si (in liq. Pe) + 2CO(^) (17) 

Fe + Si = FeSi (18) 

Reaction (17) is an endothermic equilibrium reaction and hence is 
favored by higher temperatures. The activity of Si02 in the slag 
decreases as the slag is made more basic because of compound 
formation with the basic oxides (especially with CaO). Evidently 
the amount of silicon in the iron may be controlled; as the tempera- 
ture of the hearth is increased and as the slag is made less basic, 
the amount of silicon in the iron will be increased. 

4. Manganese enters the furnace in the ore or in manganese-rich 
slags from the steel plant which often are made a part of the blast- 
furnace burden. In the smelting zone a good portion of the manga- 
nese is reduced and enters the liquid iron by the endothermic 
equilibrium reactions 

Mn ,04 + C ^ 3MnO + CO (19) 

MnO (slag) + C(s) Mn (in liq. Fe) + CO(g) (20) 

The higher the hearth temperature and the more basic the slag, the 
higher will be the Mn in the iron. In the normal operation of the 
blast furnace 50 to 75 per cent of the Mn in the charge is found in 
the pig iron. The amount of Mn in the iron also may be controlled 
by regulating the amount of Mn in the burden. 

5. Sulfur. — The principal source of sulfur is the coke. By the 
time the charge has reached the bosh all sulfur compounds have 
been reduced to sulfides. As the iron melts, sulfur enters the iron 
as FeS. As the molten iron rains down through the slag, a con- 
siderable proportion of the sulfur may be transferred from the iron 
to the slag by the endothermic equilibrium reaction 

FeS (in liq. Fe) + CaO (slag) + C(«) 

CaS (slag) + FeiD + CO(g) (21) 
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Desulfurization of the iron can be more complete the higher the 
hearth temperature and the more basic the slag. In ordinary 
practice, the reaction [Eq. (21)] is not sufficiently rapid to establish 
equilibrium. Hence, factors that help determine the speed of the 
reaction have an important influence upon the sulfur content of 
the iron. Slag viscosity,^ which depends upon slag composition and 
temperature, is such a factor. An increase in the Mn content 
of the iron also seems to increase the speed of desulfurization, 
probably because reaction (21) is replaced by the more rapid 
reactions 

FeS (in hq. Fe) + Mn (in liq. Fe) = Fe(/) + MnS (slag) (22) 

MnS (slag) + GaO (slag) - MnO (slag) + CaS (slag) (23) 
MnO (slag) + C{s) = Mn (in liq. Fe) + CO(^) (24) 

In general, 2 one may say that high temperatures, strongly basic 
slags, slags of low viscosities, and high Mn in the iron favor a low 
sulfur content in the iron. 

6. Aluminum j calcium j and magnesium, which enter the furnace 
as oxides or compounds, are not reduced in the process and become 
constituents of the liquid slag in the smelting zone. CaO is the 
principal basic slag constituent. MgO, which is present in small 
amounts, is a minor basic constituent but it may have an important 
influence in determining slag viscosity.^ AUOs plays a neutral or 
amphoteric role as a slag constituent but it also has an influence on 
slag viscosity. The chief acidic constituent of an iron- or steel- 
making slag is SiOa and the basicity of a slag is usually expressed 
by stating the ratio (per cent by weight) 

CaO + MgO 
SiOj 

In normal blast-furnace operation, this ratio has a value of about 

I. 5 for making basic open-hearth iron and a value of 1.3 to 1.4 for 
foundry iron. 

Products of the Blast Furnace 

In addition to its use for the production of various grades of 
pig iron, the iron blast furnace may be used to produce several 
1 Holbrook and Joseph, Trans. AJ.M.E. 120 , 99 (1936). 

* For selected papers that give information on this important problem of 
desulfurization see Chipman and Li, Trans. A.S.M., 25 , 435 (1937); Wentrup, 
Iron Sied Inst, Carnegie SchoL Mem., 24 , 103 (1935); Maurer and Bischof, 

J. Irm Steel Inst, 129 , 123 (1934). 

’ Hoirrook and Joseph, op. dt 
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♦ From Camp and Feancis, “The Making. Shaping, and Treating of Steel,” 5th ed.. The Carnegie-Illinois! Steel Corp , Pittsburgh. Pa., (1940). 
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important ferroalloys that have extensive use in steelmaking, 
These together with the principal grades of pig iron are listed in 
Table 53. 

The nonmetallic products of the blast furnace are gas and slag. 
The characteristics and uses of blast-furnace gas have already been 
described (page 266). Blast-furnace slag has found a variety of 
uses.^ The greater proportion of it cannot be used except as ballast. 
For this purpose it is slow cooled on slag dumps or in slag pits and 
after weathering is crushed and screened to the desired size. 
Crushed slag also is an excellent aggregate for concrete work, being 
superior in some respects to crushed stone or gravel for this purpose. 
A considerable amount of granulated slag is used for making Port- 
land cement (page 488). Slag is granulated by allowing the molten 
mass to flow into a pit partly filled with water. A small stream of 
water is forced against the underside of the slag stream as it leavas 
the runner and most of the slag is granulated before it falls into the 
water in the pit. A lightweight, fireproof, heat-insulating material 
is made by blowing air, or steam and air, into the slag as it solidifies. 
Finely crushed slag also finds some use in increasing the fire resist- 
ance of asphalt roofing and shingles. 

PRODUCTION OF STEEL AND WROUGHT IRON 

Pig iron (cast iron), when solidified, cannot be formed into 
desired shapes by the mechanical processes of forging (hammering 
or pressing) or rolling at any temperature. It must be formed 
by pouring the molten metal into a mold where it is allowed to 
solidify. The resulting casting is weak and brittle and, although its 
physical properties may be considerably improved by proper heat- 
treatment and alloying additions, cast iron is not suitable for the 
major portion of the industrial uses for ferrous materials. 

Following the advent of the blast furnace as the most economical 
device for obtaining iron from its ores, a number of processes were 
devised to make a product sufficiently malleable and ductile to be 
formed into desired shapes by forging, rolling, or drawing at some 
temperature between room temperature and the melting point. 
Wrought iron, ‘‘ingot iron,” “dead-soft” steel, plain carbon steels, 
and alloy steels are the products of these processes. The process 
for making wrought iron and the several processes for steelmaking 
will be discussed briefly in the following sections. The relative 
importance of these processes in the United States, which has 

» SwwBTSiUtt, op. oft., pp. 287-204, 
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produced more than half of the world supply, is indicated by the 
data in Table 54. 


Table 64. — ^Annual Pboddction of Steel and WaoroHT Iron in the 

United States* 


Year 

Wrought 

iron, 

long tons 

Steel — long tons — ingots only 

Total steel 
ingots -f 
castings 


Open-hearth 

Etoetric 

fimiace 

Cruci- 

ble 


Acid 

Basic 

1870 

1,291,000 

37,500 


1,339 

Noie 

? 

68.750 

1880 

2,332,668 

1,074,262 

100,851 

None 

? 

1,247,335 

1890 

2,920,367 

3,688,871 

513,232 

None 

? 

4,277,071 

1900 

2,200,000 

6,684,770 

3,398,135 1 

? 

? 

10,188,329 

1910 

1,740,156 

9,354,437 

782,805 

14,858,353 

50,821 

107,671 

26,094,919 

1911 


7,890,753 

608,153 

14,419,306 

27,227 

83,623 

23,676,106 

1920 

1,377,566 

8,778,107 

759,102 

30,926,393 

1346,956 

70,536 

42,132,934 

1921 


4,015,938 

290,750 

14,864,607 

84,721 

6,877 

19,783,797 

1929 

475,049 

7,091,680 

576,393 

46,644,206 

532,392 

5,762 

56,433,473 

1930 

? 

5,020,588 

367,181 

33,898,518 

307,418 

1,563 

40,699,483 

1931 

? 

3,011,394 

194,388 

21,986,933 

235,376 

831 

25,446,601 

1932 

? 

1,528,544 

104,794 

11,689,495 

141,328 

241 

13,681,162 

1933 

? 

2,428,799 

195,495 

19,972,805 

299,808 

399 

23,232,347 

1934 

? 

2,162,357 

201,073 

23,236,688 

349,095 

531 

26,055,289 

1935 

? 

2,835,031 

248,512 

30,334,442 

521,818 

642 

34,092,594 

1936 

? 

3,458,457 

278,406 

43,070,917 

704,213 

816 

47,767,856 

1937 

? 

3,449,927 

333,473 

45,719,507 

814,310 

934 

50,318,151 


* From Camp and Francis, "The Making, Shaping and Treating of Steel,” 5th ed., The 
Camegle-lllinois Steel Corp., Pittsburgh, Pa. (1940). 


Production of Wrought Iron 

Wrought iron^ is a ferrous material, aggregated from a solidifying 
mass of pasty particles of highly refined metallic iron with which, 
without subsequent fusion, is incorporated a minutely and uniformly 
distributed quantity of slag. Wrought iron made from pig iron is 
very much like the product that w^as obtained by the direct reduc- 
tion of ore in the forges and furnaces that preceded the blast furnace. 
In these furnaces, temperatures were not high enough to bring 
about either the solution of appreciable amounts of carbon in the 
iron or the fusion of the iron. Iron as a spongy plastic mass admixed 
with molten slag was the product of those early furnaces and its 

1 ** Metals Handbook,'* 1939 ed., p. 467. 
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subsequent treatment was similar to that given wrought-iron 
‘Spuddle balls'^ today. 

Hand Puddling. — In the hand-puddling process, pig iron is 
charged into a reverberatory puddling furnace^ on a hearth which 
has been prepared by fettling'^ iron oxide into the sand bottoms 
and sides. After charging, heat is applied (melting period) to melt 
the pig iron. The molten metal covered with a thin layer of slag 
is then stirred with rabbles by the puddler (clearing period) to 
increase the rate of the refining reactions, which consist in this 
period chiefly in the oxidation of the silicon, most of the manganese, 
and a portion of the phosphorus. Next, by increasing the tempera- 
ture and by the addition of mill scale or iron ore, the operator 
brings about carbon elimination (period of the high boil) leading 
to the formation of carbon monoxide, which burns as it bubbles 
up through the slag. As carbon is eliminated, the melting point 
of the iron is raised (page 315) and finally tiny particles of iron 
solidify and are gradually gathered into spongy balls and worked 
with the fluid slag. When the balls are sufficiently compact, they 
are removed from the furnace and passed between a toothed revolv- 
ing cylinder and a section of a stationary cylinder to remove excess 
slag. The squeezed balls are then rolled into ^^muck bars^^ to 
1 in. thick and 23 ^ to 8 in. wide) and the muck bars later are piled, 
reheated, and rolled into billets, blooms, plates, and other suitable 
shapes. In the hand-puddling process, each puddle ball weighs 
200 to 250 lb. and the output of a single furnace is about 2,800 lb. 
per day. 

Mechanical Puddling Processes. — The desire to reduce the cost 
of making wrought iron to meet the competition from low-carbon 
steels and open-hearth irons, led to many attempts to invent proc- 
esses whereby the same reactions that occurred in hand puddling 
could be carried out in mechanically operated equipment on larger 
masses of material. The most successful of the mechanical puddling 
processes® were the Roe process used by the Reading Iron Co. and 
the Ely process controlled by the American Chain Co. 

The Aston-Byers Process.® — The most significant improvement 
in methods for the large-scale production of wrought iron resulted 
from the work of Dr. James Aston and his associates at the A. M. 

» Caicp and Francis, 5th ed., pp. 305-307. 

* Boylston, op, Htf pp. 195-198. 

‘Aston and Story, “Wrought Iron,” 2d ed,, A. M. Byers Co. (1939) 
Aston, Tram. AJ.M.E., 116, 216 (1985). 
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Byers Co, In the Aston process, standsird bessemer grade pig iron 
is melted in cupolas^ (page 387), sulfur is reduced to below 0.03 per 
cent by the addition of soda ash, the molten metal is transferred 
to a 10-ton acid-lined bessemer converter (page 279) and blown 
to produce an iron of composition suitable for wrought iron. The 
blown metal is transferred in a ladle to the processing machine 
where it is poured at a controlled rate into an non silicate slag which 
was separately prepared in an open-hearth furnace. The slag is 
held at a temperature of 2100 to 2200°F., which is 500 to 600®F. 
below the freezing point of the purified metali As a consequence, 
iron particles solidify as they pass through the slag. A vigorous 
gas evolution accompanies the solidification ' because of the low 
solubility of gases in solid iron, and possibly also due to the reaction 

FeO (slag) + C (in Fe)^ Fe + CO{g) 

which goes farther to the right as the temperature is dropped. This 
part of the process is known as the “ shotting^’ operation. Under 
the prevailing conditions, the iron particles weld together to form 
an agglomerate cellular mass of iron admixed with slag which settles 
to the bottom of the ^‘shotting thimble.’^ After the excess slag is 
poured off, the sponge ball, weighing 6,000 to 8,000 lb., is dumped 
into a 900-ton press where the excess slag is removed and the mass 
is squeezed into a solid bloom for immediate rolling into billets and 
slabs by standard mill practice. The daily capacity of the Byers 
plant at Ambridge, Pa., is in excess of 800 tons. 

Cement Steel and Crucible Steel 

Wrought iron and other forms of commercially pure iron are too 
soft and ductile to serve many of the purposes for which it is 
desirable to use ferrous materials. To obtain the desired properties 
(strength, hardness, etc,), it is necessary to add the proper amounts 
of alloying elements, usually carbon, and subject the resulting alloy 
of iron (steel) to suitable heat-treatment, mechanical working, etc. 

Prior to 1856, the year that marked the introduction of the 
bessemer process, the only methods for making steel were the 
cementation and crucible processes. Although steel made by these 
processes is insignificant in amount at present, it should be men- 
tioned that the cementation process had much in common with the 

* If molten bessemer grade pig iron is available directly from the blast 
furnace, this step in the process may be omitted. 
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present-day process for '^pack carburizing'' (page 338), and steel- 
making in the high-frequency induction furnace (page 299) is a 
process practically identical with the crucible process. 

Cement or Blister Steel. — By this process wrought iron, or 
other low-carbon irons or steels, were converted into higher carbon 
steels. The bars to be converted were packed in charcoal, sealed 
from air, and heated to a temperature of from 800 to 1100®C. 
(1470 to 2000®F.). About two days were required for the furnace 
to reach the full heat. The heat was then maintained 7 to 12 days 
longer, depending upon the product desired. Carbon penetrates 
the iron at the slow rate of about % in. every 24 hr. The saturation 
concentration of carbon in this temperature range varies from about 
1.0 to 1.7 per cent, but the cementation process normally produced 
a product that was saturated with carbon only near the surface, 
the percentage of carbon decreasing toward the center of the bar. 
To obtain a more uniform distribution of carbon, it was common 
practice to sort and reheat the bars for hammering or rolling. 

Steel made by this process was called ** cement steel" because 
ferrite in the wrought iron was converted into cementite (iron 
carbide, page 315). As carbon migrates into wrought iron, it 
encounters slag particles rich in iron oxide, with which the carbon 
reacts to produce carbon monoxide (page 302). Near the surface, 
this reaction causes blisters to form, and for this reason the name 
‘^blister steel" also was applied to steel made by the cementation 
process. 

Crucible Steel. — The lack of homogeneity in cement steel led 
Huntsman in 1742 to a rediscovery of the crucible process, a process 
that was certainly known and practiced by the early steelmakers of 
India, Damascus, and Toledo. Originally crucible steel was made 
by cutting into small pieces bars of cement steel, carefully selected 
to give the desired carbon content in the finished steel. The pieces 
were charged into a clay crucible large enough to hold about 50 lb. 
After a clay cover had been sealed on the crucible, it was placed in a 
coke fire imtil the contents were completely melted. The crucible 
was then taken from the furnace, the cover removed, the slag 
skimmed from the top of the melt, and the molten steel poured 
into a small cast-iron mold. This method gave a steel that was 
very homogeneous, free from slag and dirt, and much superior to 
cement steel. Later modifications of the process involved the use 
of crucibles of about lOO-lb. capacity made of about equal parts 
of fire clay and graphite; the replacement of cement steel by wrought 
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iron or low-carbon steel with the proper addition of carbon and 
ferroalloys; and the use of gas-fired, regenerative-type furnaces 
in place of the coke fire. For the production of the ^est steels, 
the crucible process held a dominant position for a period of almost 
200 years. Recently, the crucible process has been largely replaced 
by the various electric furnace processes, which are capable of 
producing steel of equal or even better quality at lower cost. 

The Bessemer Procws 

In the period 1870-^1910, steel production Showed a phenomenal 
increase due to the development of processes whereby steel for 



Fro. 55. — ^Beasemer converter purifying the metal. (Lake,) 

structural and other uses could be produced from pig iron at low 
cost. The bessemer or pneumatic process was the earliest of these 
and held a dominant position throughout the above period* Owing 
to a combination of circumstances (page 287), the basic open-hearth 
process took the lead in about 1910 and has held that position ever 
since. In America, at the present time, approximately ten tunes 
as much steel is made by the open-hearth as by the bessemer process. 
Nevertheless, the bessemer process has held its own in recent years 
(Table 54, page 275) through demonstrating that it cannot be 
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excelled in producing steel for certain purposes. The process 
probably deserves more attention than it has received in the past. 

Of ail the processes for steelmaking, the bessemer is the simplest. 
It consists essentially of blowing cold air under pressure through 
molten pig iron in a refractory-lined vessel, called a converter, until 
such elements as silicon, manganese, and carbon have been removed 
by oxidation. 

The Acid Bessemer Process. — In this process, which is the 
bessemer process used in America, the converter (Fig. 55) consists 
of an egg-shaped steel shell lined with first-class siliceous refractory. 
A common lining is composed of a course of splint brick next to the 



Fia, 56. — Bessemer converter tilted. {Lake.) 

shell and an inner course about 12 in. thick of blocks of firestone, a 
highly siliceous sandstone, set in a mortar composed of “ball stuff 
(5 parts crushed gannister and 1 part best quality fire clay). The 
bottom is detachable to facilitate relining, because it is subject 
to the greatest wear. To the bottom is attached a wind box with a 
space of an inch or so inters^ening between it and the bottom proper. 
About 20 firebrick cylinders, called tuyeres, lead from the wind box 
through the bottom lining to the interior of the converter. Each 
tuyere is about 7 in. in diameter and contains about twelve 1^-in. 
tubes. The average life of a converter lining is about 800 heats; 
under good practice from 25 to 35 heats should be made on a single 
bottom. Converters vary in capacity from 10 to 25 tons. 

The converter is mounted on trunnions attached to the side in 
such a manner that it may be tilted or in some cases turned entirely 
upside down. One of the trunnions is hollow and serves to connect 
the blast main to a pipe leading down the side of the converter 
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to the wind box. The nose of the vessel is formed by constricting 
the sides either concentrically or eccentrically. In either case 
the construction is such that, when the converter is tilted (Fig. 
56), the charge may be contained without any of the tuydre holes 
being covered. This is necessary so that the blast may be turned 
oS without metal running into the tuyeres. 

Raw Materials for the Acid Bessemer. — The principal raw mate- 
rial is molten ^^bessemer grade pig iron. Solid pig iron may be 
melted in a cupola furnace but is usually supplied directly from the 
blast furnace. Bessemer grade pig iron is characterized especially 
by its low phosphorus and sulfur contents because these elements 
are not eliminated in the bessemer process. However, it also is 
essential that the amounts of silicon and manganese in the iron be 
kept within fairly narrow limits. The following chemical specifica- 
tions closely represent the present-day requirements on bessemer 
iron: carbon, 4.0 to 4.5 per cent; manganese, 0.70 per cent max.; 
phosphoms, 0.08 to 0.10 per cent; sulfur, 0.05 per cent max.; 
silicon, 1.00 to 1.75 per cent. Any iron ore from which a bessemer 
iron can be made is called a ‘^bessemer ore.^^ Since phosphorus 
cannot be removed in the blast furnace, this element must be 
present at low concentrations in a bessemer ore. Constancy of 
iron analysis as well as the actual composition is important. It 
also has been found advantageous to charge iron at a temperature of 
2200 to 2350°F., and the more uniform this temperature is main- 
tained from charge to charge, the smoother will be the bessemer 
operation. Improvements in the constancy of both iron composi- 
tion and iron temperature are obtained by the use of the hot-metal 
mixer” which is described below. 

A dependable supply of air at a pressure that may be controlled 
between 10 and 25 psi must also be considered an important raw 
material. The lower pressure is just about sufficient to keep the 
metal out of the tuyeres when the converter is in an upright posi- 
tion. The use of other minor but essential raw materials such as 
steel scrap, spiegel, ferromanganese, and ferrosilicon, will be 
described in following paragraphs. 

The Hot-metal Mixer. — The “hot-metal mixer’’^ serves pri- 
marily as a storage place for “hot metaF’ (molten pig iron) from 
the blast furnace and is almost indispensable to any modern 
steelmaking plant. A mixer is a large cylindrical vessel con- 

1 Invented by Captain W. R. Jones in 1889 at the Edgar Thomson Plant of 
the Carnegie Steel Co., Braddock, Pa. 
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structed of a steel shell lined with silica brick or a good grade of 
firebrick. The vessel is set on racers and rollers so that it may be 
tilted to pour metal into ladles for transfer to the bessemer con- 
verters or open-hearth furnaces. Metal from the blast furnace is 
poured into the mixer through an opening at one end of the top. 
Most modem mixers will hold 1,200 to 1,300 tons of metal. The 
benefits derived from the mixer are (1) conservation of heat in the 
pig iron, keeping the metal molten; (2) delivery to the converter or 
open hearth of iron more uniform, both chemically and physically, 
than the iron in separate blast-fumace casts; (3) casts slightly high 
or low in analysis or temperature may be mixed with other iron of 
correct analysis and temperature, thus minimizing offcasts; (4) 
some reduction in the sulfur content of the metal may be accom- 
plished in the mixer under certain conditions.^ The iron tem- 
perature in a mixer is usually held at 2200 to 2400°F. 

The Bessemer ^‘Blow.” — In making a heat of bessemer steel, the 
converter is turned on its side and a charge of molten pig iron is 
poured in from a ladle. The charge will form a layer of metal 
18 to 20 in. deep when the' converter is turned to the upright posi- 
tion. Before turning up the converter, the blast is turned on. 
Although more than 5,000 cu. ft. of air per min, pass through the 
shallow layer of metal, practically no oxygen escapes uncombined. 
This high rate of absorption of oxygen is due to the fact that the 
blast assumes the form of a spray of fine bubbles. 

During the first period of the blow, silicon and then manganese 
are oxidized, probably by a mechanism that involves oxidation of 
iron to FeO by the blast and reaction of the dissolved FeO with the 
Si and Mn. 

2Fe(/) + 02(^) = 2FeO (in liq. Fe) + 131,400 cal. (25) 
2FeO (in liq. Fe) -f Si (in liq. Fe) = 

2Fe(0 + SiOa (slag) + 64,600 cal. (26) 
FeO (in liq. Fe) + Mn (in liq, Fe) = 

Fe(0 + MnO (slag) + 25,200 cal. (27) 

Thus the oxidatibn of a gram molecular weight (one mole) of silicon 
results in the evolution of 196,000 cal. of heat and the oxidation of a 
mole of manganese liberates 90,900 cal. Inasmuch as silicon is 
present in considerable amounts, it is easy to tmderstand the reason 
for calling this element the principal fuel in the bessemer process. 


^ W*NTaup, op. cU, 
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During this period, FeO is produced in excess of that which 
dissolve in the liquid iron and that needed for the oxidation of silicon 
and manganese. This excess FeO becomes a part of the slag where 
it joins the MnO in forming more or less stable compounds with the 
silica, of which the following may be considered typical: 


FeO (slag) + SiOj (slag) = FeSiO* (slag) + 9,300 cal. (28) 
MnO (slag) + Si02 (slag) = MnSiOs (slag) + 5,400 cal. (29) 


These exothermic reactions [Eqs. (25) to (29)] of the first period 
of the blow supply heat faster than it is lost hy radiation and in 
the exit gases and, as a consequence, the temperature of the iron 
increases during this period. At the begin4ug of the blow, a 
shower of sparks is emitted from the mouth of the converter. 
Next a stream of dense brown fumes pours forth, to be followed 
shortly by a dull-red, short pointed flame. About 5 or 6 min. after 
the beginning of the blow, the flame becomes a short luminous one, 
marking the end of the first period in which most of the silicon and 
manganese has been eliminated and the oxidation of carbon has 
begun. 

In the second period, the luminous flame increases in length to 
30 ft. or more as carbon is rapidly oxidized. 


FeO (in liq. Fe) + C (in liq. Fe) - Fe(0 + CO(g) - 

36,540 cal. (30) 

Toward the end of the blow, the flame begins to die away, but before 
it disappears entirely the converter is turned down and the blowing 
is stopped. The total blowing time will vary between 10 and 


Table 65. — A Typical Acid Behsemer Blow* 


1 

Element 

Initial 
charge, % 

Composition after various times during blow 

2 min. 

3 min. 
30 sec. 

6 min. 

8 min. 

10 sec. 

10 min. 

Carbon 

4.80 

3.90 

3.76 

2.10 

IBi 

0.03 

Silicon 

1.25 

0.70 

0.38 

0.03 

mSm 

0.005 

Manganese 

0.40 

0.10 

0.04 

0.03 


0.01 

PhoephoniB 



0.090 

0.092 

1 0.094 


Sulfur 

0.035 

0.035 

0.036 

0.037 

: 0.038 

0.039 


* From Hmmnna, Tran». Am^r. InA, Min, MM, U#» 187 (1886). 
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20 min., depending upon the temperature and composition of the 
iron, and the practice that has been adopted as standard in the 
bessemer plant for producing a specific grade of steel. 

The course of the refining process during a blow in the converter 
is indicated in Table 55. 

As Table 55 indicates, phosphorus and sulfur are not eliminated 
in the acid bessemer process. These elements actually increase 
slightly in concentration due to a loss of 8 to 9 per cent of the weight 
of the charge during the blow. Henning^ estimates the bessemer 
losses as follows: 


Per Cent 
of Charge 

Carbon burned 4.3 

Silicon burned 1.25 

Manganese burned . . f 0.40 

Iron in slag and pellets 1.50 

Material ejected and volatilized 1.00 

Total loss 8.45 


Temperature control during the blow is important and the 
operator has several means at his disposal to exercise some control 
over this variable. If the temperature is too low, ferrosilicon may 
be added or the converter may be turned to expose a few tuyeres. 
The combustion of CO over the bath will generate heat, raising the 
temperature of the converter and the metal bath. If the tempera- 
ture is too high, the vessel may be tilted and allowed to cod by 
radiation, or cold steel scrap may be added if the blow is not too 
far advanced. 

Deoxidation, Recarburization, and Alloying Additions. — With 
careful control it is possible to stop the blow when the steel contains 
the required amount of carbon. It is a more common practice, 
however, to continue the blow until almost all of the carbon has 
been removed and then make an addition in the ladle to meet the 
carbon specification. At the end of the blow, the metal, which 
has been exposed to strongly oxidizing conditions, contains a 
considerable amount of FeO. If the oxide were allowed to remain, 
the steel would be brittle and otherwise defective. The removal 
of FeO from steel is referred to as deoxidation (page 301) and, 
although many other substances (page 302) might be used, manga- 

» Hxnniko, Trans, AJ,M,E,, IIS, 137 (1935). 
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nese in the form of ferromanganese or spiegeleisen is most com- 
monly used in bessemer practice.^ 

FeO (in liq. Fe) + Mn (in liq. Fe) Fe(0 + MnO (slag) (31) 

Since the bulk of bessemer steel produced today is of low-carbon 
grades (carbon under 0.20 per cent) and most ferromanganese and 
spiegel contain 6 to 7 per cent of carbon, it is usually possible to 
accomplish deoxidation and recarburiiation simultaneously by the 
addition of suitable grades of ferromanganese and spiegel. For the 
higher carbon grades, the addition of molten pig iron is favored 
over anthracite coal or coke as the rec$rburizer. 

Additions of ferromanganese and othdr recarburizers are usually 
made to the ladle (page 305) after the heat has been transferred from 
the converter to the ladle. Copper additions for making copper- 
bearing steels (page 358) are made in the converter. To meet 
specifications for the high-sulfur screw steels, present practice 
favors the addition of iron pyrites to the converter rather than the 
addition of sulfur to the ladle. In making semikilled or killed 
steel (page 303) other deoxidizers, usually shot aluminum or fine 
50 per cent ferrosilicon, may be added to the liquid steel in the 
molds (page 306). 

After proper additions to the steel in the ladle and possibly 
holding for some time in the ladle, the steel is ^Het^med^' into ingot 
molds through a nozzle in the bottom of the ladle. Since the ingot- 
makkig stages in steel manufacture are very similar for various 
processes, teeming will be discussed in a later section (page 304). 

Bessemer Steel Products. — The bulk of the steel produced today 
by the acid bessemer process goes into screw steel, sheet steel, tin 
plate, wire, skelp for welded pipe, and bars for bolts, nuts, concrete 
reinforcing, track spikes, and small structural and special shapes. 
In comparison with similar grades of open-hearth steel, greater 
machinabiiity, stiffness, and weldability are claimed for bessemer 
steel. 

The Basic Bessemer or Thomas Process. — This process is 
applicable to making steel from pig iron which contains more than 
1.5 per cent of phosphorus (see Table 53, page 273). Since Ameri- 
can ores do not produce pig iron that high in phosphorus, this 

^ It is interesting to note that in the early attempts to uums the bessemer 
process on low-manganese iron, the steel almost invariably was brittle when hot. 
The method seemed doomed to failure until the beneficial effect of adding 
manganese after blowing was recognised. 
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process is not used in this country. In England and on the conti- 
nent of Europe, it has been an important steelmaking proceira since 
about 1885. The Thomas converter is similar to the acid bessemer 
except that it is lined with a mixture of tar and burned dolomite or 
other basic refractory. 

After charging the molten pig iron, lime is added to make a 
basic slag. During the first part of the blow, silicon is rapidly and 
completely eliminated, manganese is slowly and only partly removed, 
and, following the silicon elimination, carbon is rapidly oxidized. 
The period following carbon elimination is known as the “after- 
blow.” In this period, phosphorus is oxidized and combines with 
CaO to form calcium phosphates in the basic slag. 

2P (in liq. Fe) -h 5FeO (in liq. Fe) PjOn (slag) -1- 5Fe(0 (32) 

arCaO (slag) + yPjOj (slag) = (CaO),(PjO0v (33) 

I 

The afterblow requires 2 to 4 min., depending upon the amount of 
phosphorus in the iron and other conditions. The basic bessemer 
process also has the advantage of controlling sulfur, about half 
of the sulfur present in the iron being eliminated in the blow. 

The Opbn-heakth Process 

In the period 1860-1870, William Siemens applied the regenera- 
tive principle, which he had invented, to the construction of furnaces 
for making steel; first by melting steel scrap and later by melting 
pig iron and oxidizing the impurities by additions of iron ore on a 
hearth above which preheated producer gas was burned with pre- 
heated air to obtain suitable temperatures. Regenerative furnaces 
are equipped on either end with chambers partly filled with brick- 
work called ‘^checkers.’^^ During one half cycle, the hot combus- 
tion products pass from the furnace to the checkers, transferring 
much of their sensible heat (page 74) to the brickwork before 
passing to other heat exchangers and the stack. During the next 
half cycle, the air for combustion and sometimes the fuel gas are 
brought to the furnace through these checkers, taking up heat 
from the brickwork. On this half cycle, the hot combustion prod- 
ucts are used to heat the checkers on the other end of the furnace. 

The hearth of the Siemens furnace, constructed of acid brick 
covered with sintered sand, was very much like the hearth of 
modem acid open-hearth furnaces. Later, the important basic 

^ Dakforth, Free* Nineteenth Open Hearth Ccnference^ (1936), 

pp. 46-59. QmoLBT, YeaiihwAt AJ.8J. (1923), pp. 382-410. 
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open-hearth process was introduced by constructing hearths of 
magnesite brick covered with a layer of burned dolomite or magne- 
site. The Martin brothers modified Siemens’ process by melting 
pig iron with steel scrap instead of with iron ore. Because the 
modem open-hearth process utilizes steel scrap, pig iron, and iron 
ore, it is frequently called the Siemens-Martin process. 

The Basic Open-hbakth Process 

As may be noted from Table 54 (page 275), 85 to 90 per cent 
of the steel produced in the United States is made by the basic 
open-hearth process. This process is so extensively used because 
tl) the bulk of American ores yield a ^ig iron that can most eco- 
nomically be converted into desirable grades of steel in the basic 
open hearth. (2) The ratio of pig iron to scrap in the charge may 
be varied over wide limits and hence is adjustable depending upon 
the relative prices of pig iron and scrap; no other steelmaking 
process permits so great a latitude in the character of its raw mate- 
rials. (3) The process affords better control over both tempera- 
ture and steelmaking reactions than is possible in the bessemer 
process. 

The Basic Open-hearth Furnace. — The furnace proper is a 
rectangular brick stmcture, supported on the sides and ends by 
steel buckstays which are bound together at their tops by rods and 
stays. Furnaces have been built with hearth capacities ranging 
all the way from 15 to 350 tons, with 100 tons as the most common 
size. The over-all outside dimensions of the 100-ton furnace will 
be about 80 ft. in length and 20 to 22 ft. in width, with a hearth 
depth of 24 to 30 in. The various parts of the stationary furnace 
and the details of the construction^ are well illustrated in Fig. 57. 
The various types of refractories* 1^) furnace 

also are indicated in the figure. Most modem furnaces have 
insulation’ on the roof, side walls, and checkers to conserve heat and 
to permit better control over combustion and furnace atmospheres. 

Some open-hearth furnaces, especially those used in the duplex 
process (page 301) and in some steel foundries, are set on rollers so 

» For a detailed description of furnaces recently constructed by the Inland 
Steel Co. see Hutchinson, Proc. Tweniieth Openr^hmHh Cmfererice, AJ.M.E, 

(1937), p. 28. ^ 1 

* Many practical open-hearth refractory problems arc discussed in Free. 

NindeefUh Open4iearth Canferencef A.LM,E, (1936), pp. 85-117. 

<CoNB, Proe. Nineteenth Open-hearth Conference, AJ.M,E. (1936), pp 
91-107. 
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that they may be tilted to pour slag or molten metal from the fur- 
nace. These tilting open hearths usually are designed to rotate 
about a center on a line joining the ports so that the flame may be 
kept on when the furnace is tilted. The checker chambers are 
located under the charging floor in front of the furnace. 



The basic bottoms of furnaces, if properly constructed and 
carefully patched between heats, have a long life. Many bottoms 
have been in service for 20 to 30 years. The roof, end walls, and 
checkers need frequent repair and occasional rebuilding. Checkers, 
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to function properly, must be cleaned every 75 to 600 heats, depend- 
ing upon the type of fuel used. 

The furnace proper is only a. part of the modem open-hearth 
plant. If producer gas is used as a fuel, gas producers must be 
built adjacent to the open hearths. If other fuels are used, equip- 
ment for their storage and delivery to the furnaces must be provided. 
Stockyards equipped with cranes for filling charging boxes; cars and 
locomotives for taking the boxes to the charging floor; charging 
machines for emptying charging boxee in the furnace; hot-metal 
mixers for storing molten pig iron; cranes and ladles for transferring 
hot metal from the mixer to the furnaces; cranes, slag thimbles, 
teeming ladles, and a steady supply of ingot molds on the tapping 
floor, and a number of minor accessorie^s are required in the modern 
plant. Furthermore, it is usually equipped with waste-heat boilers 
and heat exchangers to extract sensible heat from the furnace gases 
between the checkers and the stack; and instruments for the auto- 
matic control of fuel-air ratios, furnace temperatures and pressures, 
furnace reversals, etc,, are coming into more common use. 

Open-hearth Fuels.^ — Fuel costs account for about 4.0 per cent 
of the cost of making steel in the open hearth. In addition to the 
actual cost per B.t.u., other factors must be considered in the selec- 
tion of the fuel for open-hearth furnaces: 

1. The temperature attainable with the fuel. 

2. The ease with which proper direction may he given to the 
flame. This is important in determining the life of refractories 
in the roof and end walls, and in controlling the oxidation of the 
bath. 

3. The sulfur content of the fuel has an important bearing in 
determining whether sulfur will he “picked up” or eliminated in the 
open-hearth process. 

4. The luminosity of the flame produced by the fuel. Heat is 
transferred from the flame to the bath (slag and molten metal) by 
convection, by radiation from the roof and walls, and by radiation 
from incandescent particles in the flame if it is luminous. 

5. The “cleanliness'^ of the fuel, t.c., the amount of slag, dirt, 
etc., that is carried over into the slag pockets and checkers. These 
must be cleaned every 75 to 125 heats when powdered coal is used 
and only every 300 to 600 heats when natural gas or coke-oven gas 
is used. 

6. The design of the furnaces in the plant must be considered. 
There is a best end wall and port construction for each fuel and it 
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might be unprofitable to change to a new fuel, which otherwise would 
be very desirable, because of the changes that would be necessary 
in the furnaces. 

The fuels used in open-hearth furnaces are natural gas, coke- 
oven gas, producer gas, pulverized coal, fuel oil, tar, and blast- 
furnace gas. These fuels were described in Chap. II. Natural gas 
and fuel oil are very desirable fuels; they are generally low in sulfur, 
bum with a luminous flame, and are clean fuels. Coke-oven gas 
and coke-oven tar give flames of good luminosity but are usually 
considerably higher in sulfur and are not so clean as natural 
gas. 

Producer gas and blast-furnace gas burn with a fairly non- 
luminous flame, usually are moderately high in sulfur, and are 
moderately clean. Coal, pulverized so that 85 per cent passes a 
lOO-mesh sieve and 80 per cent passes 200-me8h, gives a rapid 
burning, very luminous flame. It is rarely used, however, because 
of the hazards connected with its grinding and storage and because 
it so rapidly fouls the checkers and is abrasive on refractories. 

The large integrated iron and steel plant produces blast-furnace 
gas, coke-oven gas, and coke-oven tar. As a consequence, one 
usually finds the large open-hearth plants using one or more of the 
following fuels or combinations of fuels: coke-oven gas, coke-oven 
gas and tar, or coke-oven gas and blast-furnace gas. Blast-furnace 
gas is never used alone. 

Producer gas and mixtures of blast-furnace gas with coke-oven 
gas may be preheated in checkers before burning. The other fuels, 
higher in hydrocarbon content, cannot be preheated in checkers 
without decomposition leading to the deposition of carbon and tar 
which clogs the checkers. 

Basic Open-hearth Raw Materials. — ^The principal raw mate- 
rials are steel scrap, solid or molten pig iron, iron ore or mill scale, 
and limestone. Other minor raw materials are burnt lime, fluospar, 
and dolomite as slag additions; anthracite coal, coke, or wash metal^ 
for recarburizing; ferroalloys for deoxidation (page 304) and meeting 
specifications on allo 3 dng constituents; and a considerable variety 
of refractories for the maintenance and repair of ladies and furnaces. 

The usual range of composition for basic open-hearth irons is 
Ipvmi in Table 63. Most open-hearth operators* want an iron with 

^ Wash metal is made by removing almost all metalloids except carbon from 
pig iron. 

*Pfoo, TwenHM Open-hearth Conferencet AJ*M*E. {19S7). 
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silicon between 0.80 and 1.20 per cent, sulfur as low as possible, 
and manganese fairly high. The constancy of the composition 
of the pig iron supplied to the open hearth is generally held to be 
more important than the actual analysis. Although steel can be 
and is made with cold pig iron in the charge, the bulk of open-hearth 
steel is made from liquid pig iron direct from the blast furnace. 
The latter practice conserves the sensible heat in the hot metal and 
decreases the time required per heat. 

Steel scrap should be selected with care to avoid contamination 
from undesired alloying elements and to regulate the time required 
for melting and the extent of oxidation of the scrap during melting. 
Most operators prefer a mixture of light and heavy scrap. Heavy 
scrap melts more slowly but light scrap becomes more highly 
oxidized because more surface is exposed to the oxidizing gases. 
Iron oxide in the form of crushed hard ore or briquetted mill scale 
is preferred over fine ore for most purposes. 

The Charging and Melting Periods. — Ordinarily in charging a 
basic open-hearth furnace to make a heat of steel, limestone in 
proper amount is placed on the hearth first. This is followed by 
the proper amount of iron ore, and then by scrap. Some cold pig 
iron is frequently charged on top of the scrap. After the scrap 
has partly melted and the furnace has become well heated (1 to 
2 hr. after the scrap has been charged), hot metal is brought from 
the mixer in a ladle and poured into the furnace through a spout 
inserted in one of the charging doors. 

During the period between the charging of the scrap and the hot 
metal addition, the scrap is subject to considerable oxidation by 
reaction with oxygen, water vapor, and carbon dioxide in the furnace 
gases. During this i>eriod the calcination of limestone also begins 
and the carbon dioxide from this source causes further oxidation 
of the metal. As a consequence, when the hot metal is added there 
is a rather violent reaction between the Si, Mn, P, and some of the 
carbon in the hot metal and the iron oxide on the oxidized scrap 
leading to the production of a slag. This first slag is much less 
basic than the slag that covers the bath later in the heat. It is 
high in SiOa, MnO, and FeO and contains roughly half of the phos- 
phorus that was present in the charge. This slag is veiy viscous, 
and owing to entrapped CO from carbon oxidation the slag rises 
and runs off through a hole above the normal slag line in the back 
of the furnace. It is called a '^runoff slag”; the time during which 
it is formed is often called the ‘^runoff period,” 
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The elimination of much of the silicon and some of the phos- 
phorus in the runoff slag allows the operator to work with a smaller 
slag volume and a less basic slag during the remainder of the heat. 
Unfortunately much of the manganese and considerable iron also 
leave the furnace in the slag. Some of the iron and manganese is 
recovered by charging at least a portion of the slag into the blast 
furnace. In stationary furnaces it is impossible to produce a runoff 
slag unless hot metal makes up about 40 to 50 per cent of the metallic 
charge. However, in tilting furnaces, this first slag can be removed 
from the furnace with any type of charge. 

Period of the Lime Boil. — Following the runoff period, the tem- 
perature on the bottom of the hearth reaches that required for the 
rapid calcination of the limestone and for completing the melting 
of the scrap. During this period there is violent agitation of the 
bath by the evolved CO 2 , and the CaO, no longer held on the bottom 
by the scrap, comes up through the bath and becomes a part of the 
slag. Part of the CO 2 reacts with iron in the bath. 

C02(^) + Fe(i) FeO (in liq. Fe) + CO(^) (34) 

Shaping Up the Heat. — When the lime is up and the completely 
liquid bath is covered with a layer of slag, one has the first oppor- 
tunity to obtain fairly representative samples of metal and slag 
for test and analysis. The operator then estimates the proper 
additions of ore and stone for ‘^shaping up the heat’’ on a basis of 
(1) the preliminary tests on the slag and metal, (2) the grade of 
steel being made and the carbon drop desired before tapping, and 
(3) the amount of runoff slag produced. 

The Refining Period. — The period during which ore and stone 
additions are made is often called the refining period, Silicon was 
eliminated early in the heat, some residual phosphorus, manganese, 
and sulfur still are present, but the principal reaction during the 
refining period is the oxidation of carbon. During this period, the 
oxidizing power, basicity and viscosity of the slag, and the furnace 
temperature are adjusted to control the rate of carbon drop, and to 
control the distribution of sulfur, phosphorus, and manganese 
between metal and slag. 

The oxidizing power of the slag depends upon the (concentration 
of FeO plus Fe208, and upon the basicity of the slag which usually 
is expressed by giving the ratio of basic to acidic oxides in the slag. 
For a given concentration of FeO plus Fe 203 in the slag, there will 
be a certain basicity at which the slag will have a maximum oxidiz- 
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ing power. In more acid slags, the oxidizing power decreases 
because FeO combines with SiOj. In more basic slags, the oxidizing 
power is decreased by FesO» combining with CaO. The nYi<^i^!in E 
power of a slag is increased with a rise in temperature. 

The viscosity of the slag is important because this property 
influences the rate at which iron oxide is transferred from the slag 
to the bath and the rate of the other reactions, which involve the 
distribution of phosphorus, sulfur, and manganese between metal 
and slag. Slag viscosities increase with decreasing temperatures 
and with increased basicity. Suspended rather than dissolved 
CaO increases slag viscosity but the addition of fluospar will decrea.se 
slag viscosity without appreciably influepcing its basicity. 

The available oxygen in the slag may be increased by ore addi- 
tions or by oxidation of the slag by the furnace gases. 

(CO 2 /CO 

2FeO (slag) -|- {HjO = FejO, (.slag) + (Hj (35) 

mo. 

In the refining reactions, FcO and Fe20.2 are transferred to the 
metal-slag interface by diffusion and convection, processes that 
are the more rapid the lower the slag \'isco.sity. At the slag-metal 
interface 


FeO (slag) FeO (in liq. Fe) (36) 

FesO, (slag) -i- Fe(0 3FeO (in liq. Fe) (37) 

FeO in the metal bath then reacts with carbon, phosphorus, and 
manganese as indicated by the following equations: 

FeO (in liq. Fe) + C (in liq. Fe) Fe(/) ■+ CO(g) (38) 

5FeO (in liq. Fe) -4- 2P (in liq. Fe) P 2 O 6 (slag) ■+■ 5Fe(/) (39a) 

P 2 O 6 (slag) -b 3CaO (slag) ^ (CaO) jPsOs (.slag) (395) 

FeO (in liq. Fe) + Mn (in liq. Fe) Fe(/) + MnO (.slag) (40) 

FeS (in liq. Fe) + Mn (in liq. Fe) MnS (slag) + Fed) (41o) 


MnS (slag) -f CaO (slag) MnO (slag) -p CaS (slag) (41b) 

If the principles of physical chemistry are applied to the above 
reactions, one may draw the following conclusions: 

1. The higher the degree of oxidation of the metal bath, the more 
rapidly carbon will be eliminated and the lower the residual carbon 
at the end of the heat. The basicity of the slag is of importance 
only inasmuch as it influences the availability of iron oxides in the 
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slag and as it influences, through its effect on viscosity, the rate of 
transfer of oxygen from slag to bath. 

2. A highly oxidised bath and a very basic slag favor phosphorus 
elimination. 

3. A low degree of oxidation of the bath and a basic slag favor a 
high residual manganese in the bath. 

4. High residual manganese and a strongly basic slag favor sulfur 
elimination from the bath. A high degree of oxidation of the bath 
hinders sulfur elimination because low manganese goes along with 
high FeO in the bath. As previously mentioned, the strongly 
reducing conditions in the presence of a basic slag, which one finds 
in the blast furnace, present a more favorable situation for sulfur 
elimuiation than one finds in the basic open hearth. 

When other variables are maintained constant, increased tem- 
peratures favor sulfur elimination, the retention of manganese and 
phosphorus, and higher residual carbon concentrations. 

The Finishing Period. — As is evident from the discussion of the 
refining period, a considerable concentration of FeO will be present 
in the bath after the metalloids have been eliminated. Therefore 
it is necessary either partly or fully to deoxidize the steel before 
it can be poured into molds. Furthermore, it usually is necessary 
to add certain alloying constituents or carburizers in order that 
the steel will meet the specifications set for the heat. These addi- 
tions may be made in the furnace, in the ladle, or in the molds. For 
so-called quality steel, as much deoxidation as possible is done in the 
furnace so that the nonmetallic products of deoxidation (inclusions) 
may have a chance to rise out of the metal and join the slag before 
the heat is tapped. There is a limit, however, to the time a heat 
can be held in the furnace after the deoxidizer is added because iron 
oxides gradually diffuse into the metal from the slag, counteracting 
the effect of the addition, and a further carbon drop is obtained 
(heat comes back on reboil There is, therefore, an economic 
balance, for any grade of steel, which governs the amount of deoxida- 
tion that should be practiced in the furnace and that which should 
be accomplished in the ladle. A small amount of deoxidation may 
be practiced by additions to the molds, but large additions to the 
steel in molds is prohibited unless the specifications on cleanliness 
(page 310) are very lax. 

After making proper additions to the heat in the furnace and 
holding for a suitable time, the heat is tapped into a ladle; after 
making predetermined ladle additions, the heat is taken to the pour- 
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ing platform where it is ^‘teemed’' into ingot molds. Since the 
deoxidation and ingot-making stages in the manufacture of steel 
are very similar in all processes, these will be discussed in a later 
section. The entire time required for making a 100-ton heat of 
open-hearth steel is about 11 hr. 

Products of the Basic Open-hearth Process. — Almost any grade 
of plain carbon or low-alloy steel may be made by the basic open- 
hearth process. The most important classes are: structural steels 
used in the fabrication of buildings, bridges, ships, cars, and other 
structures, mainly the low-carbon steels but including many varieties 
of alloy-treated steels; copper-hearing steels to resist atmospheric 
corrosion; plain carbon spring steel; boilir and flange steel; usually 
low- or medium-carbon grades which ciIji be bent cold at sharp 
angles without cracking; rail steel, usually containing 0.60 to 0.85 per 
cent of carbon and suitable for railway rails; pipe, skelp, or welding 
steel of very low-carbon content; sheet bar, tin bar, and sheet steel 
of low-carbon content and suitable for rolling into sheets; case-- 
hardening steel, the low-carbon plain or alloy steels which can be 
carburized (page 338) or casehardened; strip steel, hoop iron, screw 
stock, forging steels, and commercially pure irons, such as ingot iron 
and Armco iron, also made in large quantities in the basic open 
hearth. 


The Acid Open-hearth Process 

The acid open-hearth furnace is very similar in design and 
operation to the basic open hearth except that the hearth is lined 
with silica sand, an acid-type refractory (page 116). The acid 
hearth prohibits the use of basic slags and therefore limits the proc- 
ess to the production of steel from scrap and pig iron low in phos- 
phorus and sulfur. Only 1.5 to 2.0 per cent of the steel made in the 
United States is made in the acid open hearth. 

A typical acid open-hearth slag in per cent will run: FeO, 15; 
MnO, 21 ; Si02, 53 ; CaO, 4 ; and small amounts of AhOs, etc. Owing 
to the combination of FeO with SiOa, such a slag will be less oxidiz- 
ing than a basic open-hearth slag of equal iron oxide content. As a 
consequence the bath is less oxidized at the end of the heat than 
in the basic process, less deoxidizer is required, and the amount of 
nonmetallic deoxidation product is less. For this reason, it is 
claimed that cleaner steel (fewer inclusions) can be produced by the 
acid than by the basic open-hearth process. Almost all acid open- 
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hearth steel is killed steel (page 303) and the bulk of it is used for 
forgings and steel castings. 

Steulmaking in Electric Furnaces 

Heat generated by the use of electric current was first used for 
melting steel by William Siemens in 1878. His steel-melting furnace 
consisted of a crucible with two horizontal carbon electrodes inserted 
through the wall of the crucible above the charge, which was heated 
by radiation from the arc between the electrodes (indirect arc 
furnace). 

The next quarter-century was devoted principally to the develop- 
ment of new and more satisfactory types of electric furnaces and to 
their application in the production of ferroalloys (page 304). The 
first electric furnace for steel melting was installed in the United 
States in 1904. Since that time there has been a rapid increase 
in the use of electric furnaces for melting and refining high quality 
carbon and alloy steels. Table 54 fails to indicate the true impor- 
tance of electric-furnace steels because they are worth from five to 
twenty times as much as the ordinary steels made by the bessemer 
and open-hearth processes. 

Although many types of electric furnaces have been developed,^ 
most of those used in America today are furnaces of either the 
Heroult direct-arc type or the corelcss (high-frequency) induction 
type. The principal features of the direct-arc type of furnace are 
shown in Fig. 58. As indicated, the furnace may be provided with 
either a basic or an acid lining. Electrodes of carbon or graphite 
are suspended through the roof, which in many furnaces may be 
removed for charging the furnace. Current enters through one 
electrode, arcs to the metallic charge, travels through the solid or 
liquid charge, and arcs back to the other electrode. Furnaces of 
this type are built with capacities ranging all the way from 1 to 
100 tons. Furnaces with capacities up to 60 tons have three 
electrodes on one three-phase circuit, but the larger furnaces have six 
electrodes on two three-phase circuits. Modern direct-arc furnaces 
are equipped with multi voltage transformers which permit the use 
of voltages ranging from 85 to 290 volts, and with devices that 
automatically regulate the positions of the electrodes. 

* For a more detailed account of the development, design, and use of electric 
furnaces for steelmaking, see Camp and Francis, 5th ed., pp. 457-51 1 ; * ** Metals 

Handbook,” 1939 ed., pp. 788-790. 
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The electric-fumace process offers certain advantages over other 
methods for steelmaking: (1) Heat may be supplied to the charge 
quickly and unusually high temperatures are attainable. (2) 
Temperatures may be regulated easily and maintained for any 
desired period of time. (3) There is no contamination of the charge 
from fuel or combustion products. (4) The molten charge may be 
treated under oxidizing, reducing, or neutral slags, and one slag 
may be removed and another produced without any difficulty. (5) 
Conditions can be controlled to eliminate or to prevent the elimi- 
nation of constituents of the metal bath. Many alloying con- 



A'i ‘ .VJ'’ t'. , - ' ' , , 

Fig. 58. — Direct-arc type electric furnace. {From “ Modern Fefractory FracHct, 
The Harhison-Walker Refractories Co.) 

stituents may be introduced into the bath b^^ the reduction of their 
oxides in the slag. (6) The bath may be held at temperature for 
the elimination of nonmetallic inclusions before tapping. It is 
easier to produce clean steel by the electric? process than by any 
other. 

In general, electric furnaces are not used fur making steel from 
pig iron. Electric steel is made (1) by melting, refining, and adjust- 
ing the composition of steel scrap or (2) by refining and adjusting 
the composition of basic open-hearth steel which has been trans- 
ferred in a molten condition to the electric furnace. 

The Basic Electric Process. — The basic-lined furnace of the 
Heroult type is especially adapted to the production of best quality 
carbon and alloy steels of the following varieties: 
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1. Stainless steels, containing 11 to 14 per cent of chromium. 

2. Corrosion- and heat-resisting steels, containing 17 to 26 per 
cent of chromium and 8 to 13 per cent of nickel; also for steels of 
this grade containing 26 to 30 per cent of chromium and possibly 
small percentages of titanium, vanadium, selenium, columbium, or 
silicon. 

3. Alloy and carbon tool steels. 

4. High-speed tool steels. 

5. Manganese steel (Hadfield steels), containing 12 to 15 per 
cent of manganese. 

6. Magnet steels. 

7. Alloy steels for special machinery parts. 

If steel is made from a cold charge, scrap of suitable physical 
and chemical character is charged into the furnace and melted as 
rapidly as possible. After the charge is melted, burned lime, with 
some fluospar or sand to act as flux, is added to form a slag. Owing 
to the iron oxides on the scrap and formed during melting, this slag 
will be highly oxidizing as well as strongly basic. If phosphorus, 
carbon, manganese, etc., or a combination of these elements is to 
be eliminated, further additions of ore or mill scale may be made. 
If phosphorus, manganese, or chromium is to be removed, the black 
oxidizing slag containing these elements is removed pulled *0 
at the proper time and a new white slag, which is basic but reducing 
in character, is made by additions of lime, small amounts of sand 
or fluospar, and coke dust. If the first slag was not pulled (not 
necessary to remove phosphorus, etc.), it may be changed over from 
a black oxidizing slag to a white reducing slag by the addition of 
various low-ash carbonaceous materials, which may be followed by 
ferrosilicon additions. These reducing slags contain some calcium 
carbide, formed by the action of carbon on CaO in the region of 
the arc. They may also be produced by direct additions of calcium 
carbide. 

During the refining period under the reducing slag, a number of 
desirable reactions are accomplished: 

1. Sulfur, present principally as FeS dissolved in the metal 
bath, may be quite completely eliminated as CaS in the slag. As 
has been previously mentioned, the presence of manganese increases 
the speed of sulfur elimination. 

2. There is a considerable deoxidation of the bath due to diffu 
sion of FeO to the slag where it is reduced by calcium carbide. 
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3. Alloying constituents may be added as ferroalloys without 
much loss due to the comparatively low degree of oxidation of the 
bath. Because of the reducing conditions, a number of alloying 
constituents may be introduced by adding their oxides to the slag 
where they are reduced, the free element then entering the metal 
bath. After the bath is brought to the proper alloy composition 
and is properly deoxidized, the slag is removed, the bath is recarbu- 
rized if necessary, and the temperature is adjusted. The heat is 
then held for the proper time to eliminate nonmetallic inclusions 
and is tapped into the teeming ladle. 

If basic electric steel is made by duplexing molten steel from the 
basic open hearth, refining is usually begun at the reducing slag 
stage in the electric furnace. The time required per heat in this 
practice is much less than in the ^^cold melt^' process which has 
just been described. 

The basic electric process has almost completely replaced the 
crucible process for making fine quality and special alloy steels. 

The Acid Electric Process. — Heroult-type acid-lined furnaces 
are used principally in making steel castings and rarely for the 
production of ingots. As in all acid-type processes for steelmaking, 
phosphorus and sulfur cannot be eliminated in the acid electric 
process, and the raw materials for the charge must be selected to 
keep these elements low enough in the finished steel. The acid 
electric process is very similar to the acid open-hearth except that 
the electric process permits better control over all reactions and the 
production of cleaner steel. 

Steelmaking in the Coreless Induction Furnace. — This furnace, 
often called the high-frequency induction furnace, is illustrated in 
Fig. 59. It consists of an acid- or basic-type refractory crucible or 
pot, P, surrounded by a water-cooled coil of flattened copper tubing, 
C, which serves as the primary for high-frequency current. Fre- 
quencies for the primary current may range from 500 to 60,000 cycles 
but the most common frequency is about 1,000 cycles. Inside the 
copper coil is placed a special refractory, L, and the space between 
this and the crucible is packed with a granular refractory, R. 
The bottom rests on fire-clay brick that is supported by the outer 
shell, Aj of the furnace which is usually made of asbestos lumber or 
other strong nonmagnetic substance. As indicated, the entire 
furnace may be tilted for pouring. When a metallic charge is 
placed in the crucible and the high-frequency primary current is 
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applied, a heavy secondary current is induced in the charge which 
is dissipated as heat. After the charge is melted, the high motor 
effect of the current causes constant stirring and makes the bath 
very homogeneous. 

From the time of its invention in 1917 until about 1924, the core- 
less induction furnace found use only in the laboratory. The first 

large furnaces were built in 1925 
for melting nonferrous alloys; in 
1926, the first commercial unit of 
500-lb. capacity was installed for 
melting steel in England. Since 
1929 the use of the furnace for 
the production of special steels 
and nonferrous alloys has ex- 
panded very rapidly in the 
United States, and recently in- 
stalled furnaces have capacities 
as high as 5 tons. In some of 
the recent furnaces, the crucible 
has been designed to permit melting under vacuum so that oxygen, 
nitrogen, and hydrogen may be largely removed from a melt with- 
out the addition of ‘Meoxidizers,^' etc. 

Although it is possible to practice some refining by slags in the 
induction furnace, it is used principally for melting a charge of 
carefully selected materials without much change in composition. 
Steelmaking in the induction furnace is therefore almost identical 
with the older crucible process. The following materials are success- 
fully made in the induction furnace: 

1. High-quality, complex-alloy tool steels. 

2. Extremely low-carbon alloys, such as magnetic alloys and 
stainless irons. 

3. High-grade die steel, heat-resisting steel, etc., made by remelt- 
ing the rolling-mill scrap of these same steels originally made in the 
arc furnace. 

4. Hard carbides, such as the carbides of tungsten, chromium, 
and cobalt. 



Fiq. 69, — The coreless induction furnace. 


The Duplex Processes 

The term duplex process may be applied to any combination 
of two steelmaking processes. In this country the unmodified 
term, duplex process, always refers to the combination of the acid 
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bessemer and the basic open-hearth processes. If the term is 
applied to other combinations of processes, it should be so indicated 
in the name; thus, a combination of the basic open-hearth with the 
basic electric process should be called the ^ duplex basic open- 
hearth — basic electric process.” The latter practice already has 
been mentioned in the discussion of the basic electric process. 

Acid Bessemer — Basic Open Hearth. — As usually carried out, 
this process consists of blowing basic iron in an acid-lined bessemer 
converter until the silicon, manganese, and a part of the carbon 
have been oxidized. The molten metal is then transferred to a 
large tilting basic open-hearth furnace ^here, in the presence of a 
basic oxidizing slag, the phosphorus andfthe remainder of the carbon 
are removed. In the finishing period, deoxidation, recarburizing, 
and teeming are practiced as in the regular open-hearth process. 
Only a portion of the metal bath is removed at any one time, fresh 
bessemer blown metal being added to a pool of already purified metal 
in the open hearth. 

This process is especially suitable for making steel from the iron 
produced in the Birmingham, Ala., region. Iron in this district 
contains 0.80 to 0.85 per cent of phosphorus and therefore is inter- 
mediate between basic bessemer iron and the usual basic open-hearth 
iron. In the Birmingham practice, 8 to 10 tons of slag are made 
per heat and the slag, Avhich contains 14 to 20 per cent of P 2 O 5 , is 
used as a phosphate fertilizer. The practice of eliminating most 
of the metalloids in the bessemer blow cuts the time per heat in the 
open hearth to from 4 to 6 hr., thus approximately doubling the 
capacity of the open-hearth furnaces. Since it operates on an all- 
hot metal charge, it is an especially attractive process in times when 
steel scrap is scarce and high in price. 

Deoxidizing and Alloying Additions 

To bring about the elimination of carbon, silicon, etc., in steel- 
making, it is necessary to provide a strongly oxidizing environment 
for the metallic charge. As a result, a heat of steel enters the 
finishing period in an oxidized state. Oxygen is present in liquid 
iron as FeO which will dissolve in liquid iron to the extent of about 
0.95 per cent at 1520°C. (2768^F.) and 1.40 per cent at 1600^0. 
(2912®F.) when the iron is saturated with a pure iron oxide slag. 
When iron solidifies, there is an abrupt drop in the solubility of 
FeO to about 0.45 per cent in 7 iron (page 313) and another drop 
to about 0.20 per cent in a iron. Steelmaking slags contain SiO^, 
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exception of copper and nickel will deoxidize liquid steel. For 
this reasoUi no appreciable residual concentration of alloying element 
can be present in a steel unless it is quite completely deoxidized and 
the alloy steels as a class are killed steels. The more common 
grades of materials used for deoxidation and for alloying additions 
are listed in Table 56. 

Table 56. — Typical Compositions op Ferroalloys, Per Cent (Iron 

Content Omitted)* 


Material 

C 

Mn 

P 

s 

Si 

Cr 

V 

Spiegel 

5.50 

19.00 

0.04 


1.75 



Ferromanganese 

5.21 

78.90 




Ferromanganese 

1.22 

83.0 

1.56 

0.015 

1.37 



Ferromanganese 

0.05 

83.0 



50% Ferrosilicon 

0.06 

0.30 

0.024 

0.015 

48.24 



75% Ferrosilicon 

0.02 

0.23 

0 021 

0 014 

76.68 



10% Ferrosilicon 

1.13 

0.28 

0.146 

0.040 

10.12 



Silicospiegel 

4.07 

18.90 

3.51 



Silicospiegel 

3.46 

31.20 



7.86 



Silicomanganese 

2.40 

68.75 

0.039 

0.056 

15 . 69 



Ferrophosphorus 

0.11 

1.90 

24.20 

1 16 



Ferrochrome 

5.34 


1 .45 

70.1 


Ferrochrome 

0.06 




1.00 

70.0 


Ferrovanadium 

1.00 

0 36 



4 00 

38.0 

Ferromolvbdenum 

1.00 



1.00 



* For a more detailed diROAisnion of the available Krades of ferroallo.VH see Metals Hand- 
book,’" 1939 ed., pp. 803-808. Copper, nickel, and aluminum are used in the form of compara- 
tively pure metals. 


The Production of Steel Ingots 

Steel produced by any of the processes leaves the steel plant 
in the form of castings called ingots, made by tapping the heat 
from the furnace into a ladle and then teeming the molten steel 
into ingot molds of suitable size and shape. Although lip-pour 
ladles are used to some extent in steel foundries and bessemer plants, 
the greater portion of steel is teemed from bottom-pour ladles designed 
as illustrated in Fig. 61 . It is the aim in ingot making to produce a 
casting as homogeneous as possible in both its chemical and physical 
properties. In making a heat of steel, furnace practice, means and 
extent of deoxidation, recarburizing practice, tapping temperature, 
teeming temperature, etc., all have an important bearing upon the 
quality of the final ingot. Other factors such as rate of teeming, 
mold design, mold treatment and temperature, additions to the steel 
in the molds, etc., exercise an equally important influence on ingot 
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quality. It certainly is true that incorrect teeming practice may 
yield defective ingots even when the best practice has been followed 
in making the steel. 

After the ingot is partly or wholly solidified, the mold is removed 
by the stripper crane and the ingot transferred to a soaking pit,^ 
where it is brought to a uniform temperature throughout, suitable 
for hot working in the blooming mill, slab mill, forging press, etc. 

From the standpoint of the behavior of the steel during solidifica- 
tion, steel ingots may be classified killed, semikilled, rimmed, or 
capped. 


Skppercamer^^ 



A/ozzh' 

Fig. 61. — Cross section through a bottom-pour teeming ladle. 

Ingot Molds. — The small molds, 3 to 6 in. square, used for many 
of the special steels, are often of the split or two-piece variet 3 ’’ to 
facilitate removal. The bulk of steel produced, however, is teemed 
into single-piece cast-iron molds. These large molds fall into two 
classes: big-end-up and big-end-down, as illustrated in Fig. 62. 
Big-end-down molds are open at both ends and are set on a cast-iron 
or copper stool which forms the bottom of the mold. These molds 
have the advantages of lower first cost and easier stripping from the 
ingot. Big-end-up molds usually have a round tapered hole in 

‘ C.’amf and Francis, 5th ed., pp. 659-667. 
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the bottom which is closed with a plug. Many modifications of 
these two main classes of molds are in use: in cross section they may 
be square, rectangular, round, corrugated round, fluted, etc. In 
general, sharp comers should be avoided in mold design. Big- 
end-up molds usually are equipped with refractory ‘*hot tops^’ 
or *^sinkheads^' (Fig. 62) to keep a reservoir of molten metal to 
feed the upper central portion of the ingot during solidification and 
thus prevent the formation of a pipe cavity in the ingot proper. 
A modification of the big-end-down mold is the bottleneck mold 
in which the top is built to permit the placing of a heavy metal 
cap on the liquid steel, causing rapid cooling and quick solidification 
of the top portion of the ingot. Before use, molds are carefully 



(a) (6) 

Fia. 62. — (o) Big-end-up, and (6) Big-end-down ingot molds. 


cleaned, inspected for surface defects, and then sometimes coated 
with whitewash, tar, or finely divided carbon from a smoky flame. 
In some plants, molds are coated by dipping in a brine solution. 
Molds should be dry and warm when steel is teemed into them. 

Most steel is teemed into molds by bringing the nozzle of the 
bottom-pour ladle containing the steel over the center of the top 
of the mold. The rate of rise of the steel in the mold is important 
and may be regulated to the rate best suited for a given grade of 
steel and mold size by selecting the nozzle size. Steel should be 
teemed with the nozzle full open to prevent splashing on the mold 
walls. In some plants, certain grades of killed steel are bottom 
poured; the steel is teemed into a refractory-lined funnel from which 
it IS led in closed runners to the bottom of the mold. 
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Crystallization of Steel, and Ingot Defects. — ^As soon as molten 
steel is poured into a mold, the metal begins to crystallize on the 
walls and the bottom, producing what is called the skin of the ingot. 
This skin continues to grow as heat is lost by the metal As the 
mold temperature and the skin thickness increase, the rate of heat 
loss and hence the rate of solidification decrease. In big-end-down 
ingots the skin, due to the contraction accompanying solidification, 
finally draws away from the mold wall leaving an insulating air 
gap which further decreases the rate of heat loss. An ingot 18^^ by 
20 in. will require 65 to 80 min. for complete solidification. A slow 
rate of crystallization may lead to the growth of very large dentritic 
(page 216) or columnar crystals which extend from the outer skin 
toward the center of the ingot. This Condition is sometimes called 
ingotism and may cause planes of weakness extending from the 
corners and edges of the ingot. Ingot cracks may open along these 
planes in the subsequent hot-working operations. 

After a rigid skin is formed on the ingot, the shrinkage space 
due to further solidification is fed by the liquid metal still remaining 
in the upper central portion. As a consequence, after complete 
solidification, a cone-shaped shrinkage cavity called a pipe is left 
in the upper part of the ingot. If no blowholes are formed during 
solidification, as is the case with thoroughly deoxidized or “killed^' 
steel, the pipe cavity will equal 2 to 4 per cent of the ingot volume 
and may extend two-thirds of the way to the bottom of the ingot. 
For this reason killed steels are almost always teemed into big- 
end-up molds equipped with hot tops (see Fig. 62). The hot top 
provides a supply of molten steel which feeds the ingot proper 
during solidification and brings the pipe into the small upper portion 
of the ingot. The surface of a pipe cavity becomes oxidized and, 
since such surfaces will not weld together in hot working, the pipe 
will appear in the smallest rod or wire made from that portion of the 
ingot. The portion of an ingot containing the pipe cavity therefore 
must be cropped and returned as scrap. For this reason, the steel- 
maker uses every means at his command to reduce the amount of 
pipe and to cause it to form in the extreme upper part of the ingot. 
The method for eliminating pipe from the ingot proper in making 
killed steels already has been described. Most high-carbon and 
alloy steels are killed steels; they are normally partly deoxidized 
in the furnace with ferromanganese followed by ferrosilicon or by 
silicomanganese and held to permit at least partial elunination of the 
deoxidation products (inclusions). Deoxidation is then completed 
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by additions of aluminum or other strong deoxidizers to the steel 
in the ladle. To make clean steel (low in inclusions), as much 
deoxidation as possible should be accomplished in the furnace. 

Rimming or effervescing steels represent the other extreme from 
killed steels. They usually are steels containing 0.05 to 0.15 per 
cent of carbon (it is practically impossible to get rimming action 
in steels containing over 0.25 per cent of carbon) and as a conse- 
quence they contain a high FeO content when tapped. When these 
steels are teemed into molds, crystallization to form the skin results 
in an increase in the FeO and C concentration to above the equilib- 
rium concentrations in the liquid steel. These substances therefore 
react and the CO gas evolved causes vigorous convection in the 
liquid steel. 

FeO (in liq. Fe) + C (in liq. Fe) Fe(/) + CO{g) 

Other gases, especially nitrogen and hydrogen, are thrown out of 
solution as the steel solidifies and are evolved with the carbon 
monoxide. This phenomenon, known as rimming, produces benefi- 
cial results: it washes the surface of the growing skin and thus 
prevents the entrapment of mother liquor in growing crystals. 
This serves to produce a tough sound skin of almost pure iron, 
essentially free from blowholes and inclusions. The rimming action 
also keeps the top of the ingot open until a skin of sufficient thickness 
has formed. Once the skin has formed, a steel plate usually is 
placed over the portion of the top remaining open to cause rapid 
solidification of the top while the central portion still is liquid. 
The evolution of gas continues in the center, but instead of escaping 
it now forms blowholes which occupy sufficient volume so that no 
pipe is formed. These blowholes are deep seated (consideral:)le 
distances from the surface of the ingot), their surfaces are not 
oxidized, and they therefore are welded together as the gas leaves 
the ingot by diffusion during hot working. The bulk of low-carbon 
steel sheets, used for automobile fenders and bodies and other prod- 
ucts requiring a good surface, are made from rimmed ingots. In 
making rimmed steel only enough deoxidation (usually in the ladle) 
is practiced to control the FeO to give proper rimming action in 
the molds. Often the addition of small amounts of aluminum 
to the molds may assist in obtaining the proper rimming action, 
probably because the refractory A 1208 particles formed in the 
reaction 


2A1 + 3FeO « 3Fe + AljO, 
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serve as points upon which bubbles of CO may more readily be 
formed. 

In between killed steels and rimmed steels are the semikiUed 
and capped steels. Many of the common structural and trade 
steels ranging in carbon from 0.10 to 0.30 per cent are made as semi- 
killed steels. In making these steels, sufficient deoxidation (mostly 
in the ladle) is practiced to give an ingot free of blowholes near the 
surface and still obtain enough action in the molds to prevent the 
formation of extensive pipe. Capped steels are teemed in bottle- 
neck molds, are sufficiently deoxidized to prevent appreciable 
rimming action, but with sufficient Action to make the steel rise 
into the bottleneck where it solidifies when it comes in contact 
with the heavy steel cap. The remainder of the steel solidifies 
with the formation of deep-seated blowholes but very little pipe. 

Although deep-seated blowholes weld up during hot working, 
blowholes near the surface must be considered an ingot defect. 
During hot working or scaling these blowholes may be exposed, 
leading to oxidation of the surface of the cavity. Once oxidized, 
they do not weld together and lead to seams and other surface 
defects in the finished product. 

In addition to the ingot defects already discussed (ingotism, 
pipe, blowholes, seams), internal cracks or ‘‘flakes, scabs, segrega- 
tion, and inclusions deserve some attention. Internal cracks may 
result from stresses produced during solidification or during reheat- 
ing, especially if the rate of heating is too great. They also may 
develop along planes of weakness where columnar crystals meet 
if the initial hot work is too severe. Scabs on the ingot surface 
usually result from particles of slag which adhere to the mold walls 
as the steel rises in the mold during teeming. They may also result 
from liquid metal breaking through the ingot skin after it has begun 
to form. Since these surface defects will appear in the finished 
product, they must be removed from the ingot, usually by chipping, 
before hot work is begun. 

All the constituents present in the finished ingot, except particles 
of slag and of deoxidation products, are homogeneously dissolved 
in the liquid steel. As iron solidifies, these constituents will dis- 
tribute themselves between the solid phase and the remaining 
mother liquor in a manner dependent upon their relative solubflities 
in liquid and solid iron. Those substances which have much higher 
solubility in liquid than in solid iron will tend to accumulate in the 
mother liquor and hence will be present at higher concentrations 
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in the last steel to solidify. This variation in concentration of a 
constituent throughout an ingot is called segregation. There is 
not much difference between the concentrations of Si, Mn, Ni, Cr, 
and V in the liquid and solid phases; as a consequence, there is no 
appreciable segregation of these elements in an ingot. Carbon 
and phosphorus show considerable segregation, these elements 
usually being present in the upper central portion of the ingot at 
higher concentrations than in the sides and bottom. There is still 
greater segregation of such constituents as FeO, FeS, MnO, and 
MnS, because these substances are only very slightly soluble in 
solid iron. Segregation is not so great as one might expect on a 
basis of the relative solubilities of the constituents in liquid and 
solid iron. Actually much of the mother liquor is entrapped by 
growing crystals throughout the ingot and this leads to a more 
uniform distribution of all elements in the steel. 

Particles of nonmetallic matter present in the solidified ingot, 
but not dissolved in the solid steel, are called inclusions. Depend- 
ing upon their size, composition, and distribution, they may 
adversely affect the physical properties of a steel. A ^ ^ clean 
steel is one of low-inclusion content, and a certain cleanliness, as 
rated by microscopic examination, is written into the specifications 
for many grades of steel. Inclusions frequently are divided into 
the following classes: 

1. Accidental inclusions; which usually are large in size and 
consist of particles of slag carried over from the furnace, small 
bits of refractory from the furnace runner or the ladle lining, etc. 
With reasonable care, inclusions from this source may largely be 
eliminated. 

2. Inclusions consisting of products of the deoxidation of steel. 
These usually are substances such as alumina, silica, iron silicate, 
manganese silicate, and aluminum silicate. If steel is to be freed 
of these substances, it must be held after deoxidation for a sufficient 
time to allow these deoxidation products to rise to the surface. It 
is the consensus of opinion that the products formed in furnace 
deoxidation can to a considerable extent be eliminated; the products 
of ladle deoxidation are only partly eliminated and those formed 
by deoxidation in the mold almost certainly remain in the solidified 
ingot. 

3. Inclusions composed of substances that were soluble in liquid 
steel but precipitated due to decreased solubility as the liquid cooled 
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and solidified. In this class one finds principaUy FeO, FeS, MnO 
MnS, etc. 

Inclusions should not invariably be considered an unmitigated 
evil. For example, finely divided AljOs is used to control grain 
size in the production of ** fine-grained*’ steels; sulfide inclusions 
contribute an ease of machinability highly desirable in screw stock. 

The whole problem of proper ingot practice, the phenomena 
connected with the solidification of steel,* and the influence of 
inclusions on physical properties have engaged the attention of 
many investigators in recent years wiili the result that steel quality 
has been enormously improved. 



CHAPTER VII 
ALLOYS OF IRON 
CONSTITUTION, TREATMENT AND USES 
By J. C. Warner, Ph.D. 

Iron and its various alloys are probably our most important 
materials of construction. In a broad sense these materials may 
be classified into the following groups: wrought iron and open- 
hearth irons, plain carbon steels, alloy steels, special ferrous alloys, 
and cast irons. The pMuction of these materials was described 
in Chap. VI but much remains to be said about the relationship 
between properties and composition, and about the way in which 
desirable properties may. be developed by suitable treatments, 
such as normalizing, annealing, hardening, tempering, and case- 
hardening. The study of these subjects constitutes that branch 
of science and engineering which is known as ferrous metallography 
or the physical metallurgy of iron and steel. Any logical approach 
to this study requires that one, first of all, become thoroughly 
familiar with the physical properties of pure iron in its several 
allotropic modifications and with the iron-carbon constitutional 
diagram. The next section therefore deals with these subjects. 

Iron and the Iron-carbon Constitutional Diagram 

Relatively pure iron (commercially pure iron) may be made by 
the electrolytic refining of iron or steel scrap, by forming iron 
carbonyl from impure iron and then decomposing the iron carbonyl, 
or by the careful and drastic purification of pig iron and steel scrap 
in the basic open-hearth furnace. Electrolytic iron will contain 
about 0.10 per cent, carbonyl iron about 0.05 per cent, and open- 
hearth iron approximately 0.20 per cent of impurities.^ Still purer 
iron has been prepared, but only on a laboratory scale; the above- 
mentioned irons are available in commercial quantities. 

The Allotropy and Properties d Iron.— Pure iron at ordinary 
pressures and at temperatures up to 910“C. (1670°F.) exists as 
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an allotropic (page 162) modification known as alpha (a) iron. 
Between 910 and 1403®C. (2557®F.), the stable allotropic modifica- 
tion is gamma ( 7 ) iron. At 1403®C., 7 iron transforms into delta 
(5) iron and 6 iron melts at 1535®C. (2795®F.). Liquid iron boils 
at about 3000®C. (5430®F.), a iron atoms are arranged in a body- 
centered cubic space-lattice/ but the space arrangement of atoms 
in crystals of 7 iron is face-centered cubic. B iron also possesses a 
body-centered cubic lattice and appears to be identical with a iron 
as an allotropic modification. Thus, if one plots a property of iron, 
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Fig. 63. — Density (grams per cubic centimeter) of iron as a function of temperature, 
such as density, against temperature (Fig. 63), the curve for 5 iron 
will clearly appear as an extension of the curve for a iron. 

Many of the physical as well as the electrical and magnetic 
properties of iron are considerably altered by the presence of small 
amounts of certain impurities or by mechanical and heat-treatment 
of the iron. Pure iron is very easily magnetized when placed in a 
magnetic field; it promptly loses its magnetism when the field is 
removed. The presence of small amounts of impurities may 
greatly alter the field strength required to produce a certain degree 
of magnetization and magnetism produced in such irons may 
persist after the field is removed (hysteresis loop between the curves 
for magnetization and demagnetization®). When a iron is heated 
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it becomes less magnetic; the magnetization begins falling off rapidly 
in the range 760 to 768®C. and is lost almost completely at about 
790®C., the Curie point. Thus, a iron is paramagnetic from 790®C. 
to the transition temperature, 910^0. Gamma iron and b iron 
are paramagnetic. In the earlier literature, paramagnetic a, iron 
was designated as iron. There is, however, no justification for 
the designation because the loss in magnetization is gradual; it is 
not accompanied by a change in crystal structure, or by any of the 
other changes characteristic of a definite transformation from one 
allotropic modification to another. Pure iron and the various kinds 
of commercially pure iron are soft and ductile, and have a low 
tensile strength compared to steels. For example, an Armco 
ingot iron containing 0.015 per cent of C, 0.025 per cent of Mn, 
0.003 per cent of Si, 0.005 per cent of P, and 0.025 per cent of S, 
when annealed will have approximately the following tensile prop- 
erties (pages 125-130): 45,000 psi tensile strength; 30,000 psi yield 
strength; 35 to 40 per cent elongation in 2 in. ; and 70 to 75 per cent 
reduction in area. For a complete discussion of the properties of 
iron the reader is referred to the larger treatises.^ 

The Iron-Iron Carbide Constitutional Diagram. — The equi- 
librium relationships in alloys of iron and carbon (iron and iron 
carbide), over the practical ranges of temperature and carbon 
concentration, are shown in Figure 64. Such phase diagrams have 
been discussed in Chap. V, page 206. Any point in the diagram 
represents a definite alloy at a definite temperature, the carbon 
content being shown on the horizontal axis directly below the point 
and the temperature on the vertical axis directly opposite the 
point. Whenever an alloy is heated or cooled so that a line on the 
diagram is crossed, a phase change occurs. All alloys represented 
by compositions and temperatures in the region above A BCD are 
completely liquid. When liquid alloys containing up to 4.3 per 
cent of carbon are cooled to temperatures on the curve ABC, solid 
crystals begin to form. ABC is called the **liquidiis” for these 
alloys. If the alloy contains from 0 to 0.55 per cent of C, the first 
crystals formed will be a solid solution of carbon in 5 iron. The 
fiirst crystals formed from alloys containing 0.66 to 4.3 per cent of 
carbon are of austenite, a solid solution of carbon in y iron. In 
the region between the liquidus and AHJEC, the liquid melt and 

1 Clbatbs and Trompsok, '^The Metal — Iron,** MoOraw-Hill Book Com- 
pany, Inc., New York (1935). ^‘Metals Handbook,** 1089 ed., pp. 242-256. 
EAxaroKT, U, 8, Bur, Minet BuU, 296. 
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solid crystals exist together in equilibrium (page 218). Whenever 
an alloy containing up to 4.3 per cent of carbon is cooled to AHJEC, 
it becomes completely solid and AHJE is called the “solidus” for 
alloys in this range of composition. 



Alloys of Iron and Carbon,'" Vol. J, McOraw-HUl Book Company, Inc.) 

When liquid alloys containing more than 4.3 per cent of carbon 
are cooled to temperatures on the curve CD, solid crystals of 
cementite (iron carbide, FesC) begin to form; hence CD is called 
the liquidus for these alloys. When any alloy containing over 
4.3 per cent of carbon has been cooled to CF, it becomes completely 
solid. The alloy containing 4.3 per cent of carbon is the eutectic 
(page 209) alloy, and it will therefore solidify completely at C, 
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1130®C. (2066®F.) with the simultaneous formation of austenite 
and cementite, the solid eutectic mixture. 

The region of the diagram (Fig. 64) in which h iron may exist, 
ABJN, is not very important in practice because temperatures 
between the melting point of iron and 1400®C. are not employed 
in the various mechanical working or heat-treating processes. 
Furthermore, rates of transformation and diffusion in this tempera- 
ture range are so rapid that even a steel that has been rapidly 
cooled to slightly below 1400°C. will consist entirely of austenite 



Fig. 65. — The iron-iron carbide diagram omitting the delta region. 


crystals. It is possible, therefore, to discuss all the important 
practical aspects of the solidification and heat-treatment of steels 
and cast irons by the use of the somewhat simplified iron-iron 
carbide diagram which is given in Fig. 65. Iron-carbon alloys 
containing up to 1.7 per cent of carbon are classed as steels and 
those containing over 1.7 per cent of carbon are called cast irons. 
Actually, the alloys containing from about 1.7 to 2.0 per cent of 
carbon and those containing over 5.0 per cent of carbon are not of 
much practical importance. 

SoUdification of Iron-carbon Alloys. — Making use of Fig. 65, 
let us now consider the course of events when liquid alloys of various 
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carbon contents are cooled to a temperature just below the eutectic 
temperature, 1130°C. (2066^F.), represented by the line EF. If 
an alloy containing 0.80 per cent of carbon is cooled from point m 
on the diagram, it will remain liquid until cooled to the liquidus, 
AC; Sit this temperature crystals of austenite, of composition m/ 
given by drawing a horizontal to the solidus, will separate from 
the melt. Since these crystals are poorer in carbon than the melt, 
the percentage of carbon in the melt will increase as crystallization 
proceeds, the temperature and composition of the liquid following 
the liquidus AC, When the temperature has dropped to a value at 
which the percentage of carbon on the splidus curve AE is the same 
as for the original liquid alloy (0.8 per pent), the alloy will become 
completely solid and will consist entirefy of crystals of austenite. 

When a liquid alloy containing 1.7 per cent of carbon is cooled 
from point n, a process entirely analogous to the above will take 
place. Austenite crystals will begin to form when the curve AC is 
reached; as crystals separate, the liquid becomes richer in carbon 
and the last drop of liquid, containing 4.3 per cent of carbon, will 
solidify when the eutectic temperature (1130®C.) is reached. At 
this temperature, the completely solidified alloy will consist entirely 
of austenite crystals containing 1.7 per cent of carbon dissolved in 
solid solution in y iron. 

A liquid alloy containing 3.0 per cent of carbon (point o on 
diagram) when cooled will begin to form austenite crystals when AC 
is reached and as before the percentage of carbon in the melt will 
increase as solidification proceeds. In this case, however, con- 
siderable liquid containing 4.3 per cent of carbon will remain when 
the eutectic temperature is reached and this will solidify forming 
the eutectic conglomerate structure of alternate masses of austenite 
(saturated with carbon, 1.7 per cent of carbon) and cementite. 
This eutectic structure is easily recognized as characteristic by 
microscopic examination and one may readily distinguish eutectic 
austenite from the austenite that separated from the liquid melt 
before the eutectic temperature was reached. Austenite formed 
by crystallization from the melt above the eutectic temperature is 
called primary austenite. 

If one cools an alloy of exactly the eutectic composition, 4.3 
per cent of carbon, from a temperature corresponding to point p, 
the alloy will remain entirely liquid until the eutectic temperature 
(1130®C.) is reached. At this temperature, the alloy will solidify 
completely, forming the eutectic conglomerate of austenite and 
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cementite, no primary crystals being present in the solid mass. 
The name ledeburite has been applied to this eutectic of saturated 
austenite and cementite. At the eutectic, the liquid phase (melt) 
is in equilibrium with two solid phases (cementite and saturated 
austenite). With these three phases in equilibrium in the two 
component system, the system will have zero degrees of freedom 
(invariant) (page 207); liquid therefore must change to solid at 
constant temperature when heat is lost by the system. 

Finally, consider a liquid alloy containing 5.0 per cent of carbon 
at a temperature indicated by the point q. On cooling, this alloy 
remains liquid until the liquidus CD is reached, whereupon crystals 
of primary cementite^ FesC, begin to form from the melt. Since 
cementite is richer in carbon (6.67 per cent of carbon) than the 
melt, the carbon content of the liquid decreases with drop in tem- 
perature along DC. When the eutectic temperature is reached the 
remaining liquid will have the eutectic composition (4.3 per cent 
of carbon) and will solidify at the eutectic temperature forming 
the solid eutectic of saturated austenite and cementite, ledeburite. 
This alloy when completely solidified therefore will consist of 
primary cementite and ledeburite, whereas the solidified 4.2 per 
cent alloy consists entirely of ledeburite. The solidified 3.0 per 
cent alloy was composed of primary austenite and ledeburite, and 
the 0.80 and 1.7 per cent alloys when cooled just below the solidus 
AE were made up entirely of austenite. 

Iron-carbon alloys containing exactly 4.3 per cent of carbon are 
called eutectic cast irons; those containing over 4.3 per cent of carbon 
are named hypereutectic {hyper, over); those with between 1.7 
and 4.3 per cent of carbon are known as hypoeutectic {hypo, less 
than) cast irons. 

The characteristic microstructure of an alloy of the hyper- 
eutectic type is shown in the photomicrograph of Fig. 66. 

Transformations in Solid Iron-carbon Alloys. — It already has 
been mentioned (page 313) that when pure y iron is slowly cooled 
through 910®C. (1670®F.) it undergoes an allotropic transformation 
into Of iron, y iron in which carbon is dissolved to form austenite 
likewise transforms into of iron when cooled to the proper tempera- 
ture. The temperature at which transformation begins, however, 
depends in this two-component system upon the carbon content 
of the austenite and is given by the curve GS in Figs. 64 and 66, for 
steels containing from 0 to 0.83 per cent of carbon. The curve 
SB {Aem line) represents the solubility of cementite in austenite 
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at all temperatures from 723°C. (1333®F.) to 1130®C. (2060®F.). 
As has been mentioned, austenite saturated with cementite at 
1130°C. contains 1.7 per cent of carbon. The solubility decreases 
with decrease in temperature, however, and austenite saturated 
with cementite at 723°C. contains only 0.83 per cent of carbon. 
In spite of the decreased solubility of cementite in y iron at the 
lower temperatures, it is still much higher than the solubility of 
cementite in a iron, as is indicated the curve GPQ on the dia- 
gram. When a iron is saturated with cementite, the per cent of 
carbon is about 0.04 at 723°C. and decreases to about 0.005 to 



Fig. 66. — Hypereutectic cast iron. The white bands, a, 6, and c are primary 
cementite; the striated mass d is the eutectic (ledeburite) . Magnified 30 diameters. 
(Howe,) 


0.008 per cent at room temperatura A solid solution of cementite 
or any other constituent of steels in a iron is called ferrite. 

Because of the much greater solubility of cementite in y iron 
than in a iron, the presence of carbon in austenite depresses the 
transformation below the temperature at which it occurs in pure 
7 iron. This portion of the iron-iron carbide diagram is shown 
on a larger scale in Fig. 67 because the transformations and equi* 
librium relations in this region are of fundamental importance in 
heat-treating, normalizing, quenching, and annealing. To under- 
stand this portion of the diagram, let us study the changes that 
will take place when steels of various compositions are very slowly 
cooled through the critical region, i.e., from above 08E to below 
P8K. 
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If one cools a steel containing 0.30 per cent of carbon from 1000®C. 
(or any temperature above GS) where the steel is entirely austenitic, 
nothing will happen until a temperature of 800®C., on the line GS, 
is reached. 



Fig. 67. — The eutectoid region of the iron-iron carbide diagram. (From Epstein 
** AJLtye of Iron and Carbon Vol, /, McGraw-Hill Book Company ^ Inc.) 

At this temperature the y iron in austenite will begin to trans- 
form into Of iron; crystals of ferrite (a iron containing only a 
minute amount of dissolved carbon) will form and the '‘mother'’ 
austenite will increase in carbon content with further cooling along 
the line GS. When a temperature of 723®C. (1338®F.) is reached, 
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the remaining austenite will contain 0.83 per cent of carbon and 
will be saturated with respect to both ferrite and cementite. Fur- 
ther loss of heat by the system will cause the remaining austenite 
to transform completely into ferrite and cementite without change 
in temperature. At 723®C. with 0.83 per cent of carbon, a situation 
has been encountered which is very similar to the eutectic at IISO^C. 
with 4.3 per cent of carbon. Three phases, austenite, ferrite, and 
cementite, are in equilibrium in a two-component system leaving 
zero degrees of freedom. Hence, to change the temperature at 
least one phase must disappear. Because of its similarity to a 
eutectic, the point at 723°C. and 0.83 per cent of carbon is called 
a eutectoid (page 221). ' 

The ferrite and cementite that form at the eutectoid occur as 
alternate thin lamellae which have very pouch the same appearance 
as many of the ordinary eutectic mixtures previously described. 
At low magnifications these eutectoid lamellae have a pearly 
appearance. For this reason, this metallographic constituent of 
steels long ago was given the name pearlite. 

Ferrite rejected from the austenite before the eutectoid is 
reached is called proeutectoid ferrite; that which is a part of the 
pearlite is known as eutectoid ferrite. Incidentally, it should be 
mentioned that all ferrite at temperatures below MO is magnetic. 
Austenite is paramagnetic and cementite likewise is paramagnetic 
until it is cooled to below 210‘’C. (410°F.). 

When a steel in the austenitic state containing exactly 0.83 
per cent of carbon* is cooled, no change occurs until the eutectoid 
point, S, is reached. Further loss of heat will cause complete 
transformation of the eutectoid austenite into pearlite. 

Consider, next, austenite containing 1.3 per cent of carbon. 
When this alloy is cooled to OfiO^C. (on the curve SE, called the 
A cm line), crystals of cementite begin to form. Since cementite 
contains 6.68 per cent of carbon, its separation causes a progressive 
decrease in the carbon content of the austenite as the temperature 
drops. Finally at 723®C., the remaining austenite will contain 
exactly 0.83 per cent of carbon and will transform into pearlite at 
the eutectoid temperature. The cementite that separates from 
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austenite before the eutectoid temperature is reached is called 
proeiUectoid cemenliU. 

Alloys that contain less than 0.04 per cent of carbon \nll trans- 
form without the formation of pearlite. These very low-carbon 



Fio. 68a. — Ingot iron (almost pure ferrite). (Courtesy of the Metals Research 
Laboratory, Carnegie Inetitute of Technology.) 



Fia. 686. — Hypoeutectoid steel (0.30 per cent carbon). (Courtesy of the Metah 
Research Laboratoryt Carnegie Institute of Technology,) 

alloys would be classed as irons rather than as steels. On a basis of 
their metallographic constituents after being very slowly cooled 
through the critical r^on, steels are classed into three groups: 
hypoeutectoid ateda, which contain less than 0.83 per cent of carbon 
and are composed of proeutectoid ferrite and pearlite after trans- 
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formation; enOwtoid steels, which contain exactly 0.83 per cent of 
carbon and which transform entirely into pearlite; and hypereutec- 
totd steels, containing over 0.83 per cent carbon, which transform 
into proeutectoid cementite and pearlite. Typical microstructures 
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eutectoid steel, composed entirely of peaxlite will change completely 
into austenite when heated above the eutectoid temperature. The 
1.3 per cent carbon steel would be converted entirely into austenite 
if heated to slightly above 960®C.; it would be necessary to heat 
the 0.3 per cent carbon steel to a little above 800®C. to make it 
completely austenitic. 

The temperatures at which the phase or magnetic changes, 
already described, take place in irons or steels on heating or cooling 
are frequently called critical points. The curve GS, above which 
all hypoeutectoid steels become completely austenitic, is called 
the A 3 line and the temperature at which a steel of fixed composition 
crosses the Az line is known as the Az point for that steel; thus, 
the A 3 point for the 0.30 per cent carbon steel is 800°C. The line 
MOj above which ferrite is paramagnetic, is known as the A 2 line 
and the A 2 point of the above steel is 770®C. The A 2 points for 
steels containing from 0.45 to 0.83 per cent of carbon are identical 
with the Az point because no ferrite exists in these steels above OS 
and austenite is paramagnetic. The line PSK, above which 
eutectoid pearlite transforms into austenite, is called the Ai line. 
The A I point for any plain carbon steel is 723®C. 

For hypereutectoid steels, Ai and A 2 are identical. The ferrite 
in pearlite is the only ferrite in a hypereutectoid steel below Ai. 
Since all pearlite transforms to austenite at Ai, hypereutectoid 
steels will be paramagnetic above Ai. The temperature at which 
proeutectoid cementite begins to form on cooling and disappears 
by solution in austenite on heating, is named the A point. These 
points are given by the curve SE, called the A cm line on the diagram. 
For the 1.3 per cent carbon steel, Ai and A 2 occur at 723®C. and 
Arm at 960®C, For a eutectoid steel A 1 , A 2 , As, and Acm are identical 
at point S (723®C.). 

The Iron-graphite Diagram. — The recent investigations of 
Seitz, McDonald, and Wells^ confirm the earlier less reliable evidence 
that iron carbide is unstable in solid iron-carbon alloys. These 
investigators find iron carbide unstable with respect to iron satu- 
rated with carbon (saturated austenite) at all temperatures below 
about 1200°C. (2190®F.); with respect to pure gamma iron and 
graphite, the carbide is unstable at all temperatures below about 
809®C. (1490®F.). The former is the important fact, because the 
decomposition of cementite in the heat-treatment of an iron or steel 
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would lead to the formation of graphite and saturated austenite. 
Since cementite is unstable, we must consider the iron-iron carbide 
diagram (Figs. 64, 65, 67) as a metastable equilibrium phase 
diagram. The stable equilibrium diagram for the iron-carbon 
system is the iron-graphite diagram. Wells' has drawn such a 
diagram which shows that the solubility curve for graphite in 
austenite lies somewhat to the left of SE for cementite; i.e., the 
metastable cementite is slightly more soluble than graphite in 
austenite. Furthermore, the eutectoid for ferrite and graphite 
falls at a slightly higher temperature and a lower carbon content 
than the eutectoid for ferrite and cementite. 

Normally the rate of decomposition of cementite is extremely 
slow, and graphite does not form unless the steel or cast iron con- 
taining cementite is held for a considerable time at elevated tem- 
peratures or unless the alloy contains a constituent such as silicon, 
nickel, or aluminum (page 380), which accelerates the rate of 
cementite decomposition. The process of graphite formation from 
cementite is known as graphitization. For steels in general, the 
rate of cementite decomposition is so slow that graphite does not 
form in the processes of solidification, hot working, and heat-treat- 
ing. The iron-iron carbide metastable equilibrium diagram is 
therefore the one that must be understood and used to explain the 
phenomena associated with the solidification, cooling, and heating 
of steels. 


Heat-treatment of Steels 

The following definition of the term heaUtreatment has been 
widely adopted:^ “An operation or combination of operations, 
involving the heating and cooling of a metal or an alloy in the 
solid state for the purpose of obtaining certain desirable conditions 
or properties. Note: Heating and cooling for the sole purpose 
of mechanical working are excluded from the meaning of this 
definition.'^ Cooling from hot rolling, forging, or casting tem- 
peratures may, however, constitute a sort of heat-treatment 
because the properties of the final product will depend upon the 
rate of cooling which, at least in some cases, may be controlled. 
For many purposes such cooling does not develop the desired 
property or combination of properties and the ferrous material 
is subjected to a properly designed heat*treatment cycle. 
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To design a proper heat-treatment or to explain the results 
obtained by heat-treatment, it is necessary to have a thorough 
understanding of the foregoing discussion of the iron-iron carbide 
diagram plus a knowledge of the influence of the rate of cooling or 
heating, composition, grain sisse, etc., upon the critical point trans- 
formations in ferrous materials. 

Influence of Rate of Cooling or Heating on Critical Points. — In 

the discussion of the iron-iron carbide diagram, it was emphasized 
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Fio. 69. — Critical points in iron-carbon alloys when heated or cooled at a rate of 
0.6”C. per minute. (MM and WdU, Trana. A.I.M.E. US. 459 (1937). 

that the transformations described took place at the indicated tem- 
peratures when the alloys were very slowly cooled or heated through 
the critical region; i.e., it was assumed that the rate of cooling or 
heating was low enough to permit the establishment of equilibrium 
at all times. Actually some time is required for these transforma- 
tions because such processes as nudeation, diffusion, and grain 
growth in the solid state are involved. Hence when steels are cooled 
through the critical region at practical rates, the critical point 
transformations occur at lower temperatures than are indicated on 
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the equilibrium diagram. The differences between the critical 
points on cooling a steel at a practical rate and those indicated by 
the equilibrium diagram naturally will increase with increase in the 
cooling rate. These differences also will depend on such factors as 
dimensions of the specimen, composition, and grain size. 

To indicate that a critical poi’^t has been obtained on cooling, it 
is designated^ by the symbol Ar- Thus, the Az point actually 
observed in cooling a hypoeutectoid steel is represented by Arz. 
Critical points obtained on heating at practical rates are higher 
than the equilibrium A points and are indicated' as Ac points; and 
an A I point observed on heating would be indicated by Ae\* The 
actual relationships between the equifibrium critical points (^4) 
and the critical points on cooling {Ar) br heating {Ac) at the rate 
of 0.5°C. per min. are well illustrated in Fig. 69. As the rates of 
cooling and heating are increased, there is of course a greater spread 
between Ac and Ar for a given steel. 

When steels previously cooled to below the critical region are 
heated to temperatures even slightly above the critical region 
(above GSJ5, Fig. 67), transformations to austenite are in general 
quite rapid; i.e., Ac transformations are not greatly delayed by 
increased rates of heating. On the other hand, when steels in the 
austenite condition at temperatures above GSE are rapidly cooled 
as in quenching, 2 the decomposition of austenite may be greatly 
repressed. Moreover, for a given steel, the character of the product 
may be controlled by the rate of cooling in the quenching operation, 
the temperature to which the steel is quenched, and by reheating 
the initial product of austenite decomposition in a process known 
as tempering or drawing. The phenomena associated with the 
decomposition of austenite and the tempering of the initial products 
are extremely important, but until recently they were little under- 
stood. Through the investigations of E. C. Bain* and E,. F. MehE 
and their associates, the whole subject has been nicely elucidated 
and will now be discussed using a eutectoid steel as an example, 

' This notation for the critical points was invented by early French metallur- 
gists. Ar ** arrest on cooling; r is from refroidissement (cooling). Ac arrest 
on heating; c is from chauffage (heating). 

* By quenching we mean rapid cooling by immersion in liquids or gases, or 
by contact with metal. See ** Metals Handbook,” 1939 ed., pp. 204, 323. 

* BAiN,6<aZ., Trans. A.I.M.E., 90, 117(1930); 100, 13 (1932); Trans. A.S.M., 
20 , 385 (1932); 24 , 225 (1936). 

* Mbhl, et al.f “Symposium on Hardenability of Alloys,” A.S.M. (1938): 
Trans. A.8.M., 29 , 813 (1941); A.LM.E. Preprint (February 1942). 
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Austenite Transformation at Constant Subcritical Temperatures. 

Bain studied the products formed and the rate of transformation 
when austenite of eutectoid composition was suddenly quenched 
to a subcritical temperature and then held at constant temperature 
until the transformation was complete. At each temperature a 
finite time, called an induction period, elapses before decomposition 
products could be detected. After beginning, the transformation 
proceeds at a definite rate and becomes essentially complete in a 
characteristic period of time. The length of the induction period, 
the time required for transformation, and the character of the 
product of austenite decomposition, all are dependent upon the 
temperature at which the specimen is held. 

At temperatures only slightly below the eutectoid temperature 
(723°C., 1330°F.), the induction period is a relatively long one; 
as the temperature for isothermal transformation is decreased, the 
induction period decreases, passing through a minimum at about 
560°C. (1040°F.), increases again to a maximum at about 250®C. 
(480°F.), and then decreases again at lower temperatures. The 
time required for completion of the transformation, once it has 
started, also depends upon the temperature. 

The structural characteristics and the physical properties of the 
products of the isothermal transformation also depend in a striking 
manner upon the temperature. 

Pearlite . — At temperatures between the eutectoid and 5t)0®C., 
pearlite is the product formed in the austenite transformation. 
At the higher temperatures, coarser pearlite is formed. As the 
temperature is decreased, the pearlite produced becomes finer and 
finer and, below 560°C., the product can no longer be identified as 
pearlite. 

Bainite , — If the isothermal transformation of austenite occurs 
in the range between 560°C. (1040®F.) and about 160®C. (320°F.), 
the product is a dark-etching, more or less acicular aggregate 
called bainite, Bainite is fairly hard, moderately ductile, and 
magnetic. 

Martensite , — At temperatures below about 160®C., austenite 
changes to a white-etching, acicular structure called martensite. 
It is the hardest constituent of steels with the exception of pure 
cementite; it is magnetic but is not sufficiently ductile for most 
applications. It should be mentioned that the transformation of 
austenite to martensite appears never to go to completion. Some 
''retained'^ austenite always is present in martensite. 
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The Bain S Curve . — All the facts conceraing the transformation 
of austenite in a eutectoid steel at constant subcritical temperatures 
are very conveniently shown by Fig. 70, commonly known as a 
'"Bain 8 curve.'' Photomicrographs of the half-transformed 
specimens at various temperatures are shown between the curves, 
and of the final products of the transf Donation on the right. Brinell 
hardness numbers (BHN) and Rockwell hardness values (RC) 
for the products also are given. 

It should be mentioned that, although the S curve in Fig. 70 is 
for plain carbon eutectoid steel, similitr curves may be drawn for 
plain carbon steels of other compositions and for steels containing 
other alloying constituents. The general effect of reducing the 
carbon content is to shift the S curve to the left, and alloying 
additions (with the exception of Co) shift the curve to the right. 

Structures Obtained by Cooling Steel at Various Rates. — With 
medium rates of cooling or slow quenching of a plain carbon steel 
from above the critical region, the product of austenite transforma- 
tion is pearlite if the steel is of eutectoid composition; pearlite and 
ferrite if the steel is hypoeutectoid; and hypereutectoid steels yield 
cementite and pearlite. The temperature at which austenite trans- 
formation begins yielding pearlite as a product is known as the A/ 
point. This temperature depends upon the cooling rate, decreasing 
as the rate of cooling increases. At slow rates of cooling (curve D, 
Fig. 71) coarse pearlite is formed, but as the rate of cooling is 
increased, the pearlite becomes finer and finer (curves C and B). 
Finally, at a sufficiently high quenching rate, austenite does not 
transform to form pearlite (no A/ point) but remains austenite 
until, at low temperatures, it transforms into martensite. The tem- 
perature at which austenite begins to change into martensite is 
known as the A/' point and the rate of quenching just sufficient 
to prevent transformation of austenite into pearlite is called the 
critical cooling rate. At rates of cooling greater than the critical 
rate, the austenite, of course, is changed to martensite, Bainite^ 
never is formed when a plain carbon steel is quenched directly to low 
temperatures. At rates definitely slower than the critical rate, 
pearlite is formed; at rates definitely faster than the critical rate, 
martensite is the product of the transformation. Upon quenching 
at rates near or only slightly slower than the critical, a mixed struc- 

^ To form bainite it would be necessary to quench austenite faster than the 
critical rate to 160 to 560®C. (320 to 1040*^.) and then hold in this temperature 
range for transformation. 
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ture, which is partly pearlitic and partly martensitic, is formed. For 
a eutectoid steel, the above relationships are well illustrated in 
Fig. 71. 

Annealing and Normalizing.^ — Anmaling as used in heat- 
treatment is a rather comprehensive term but it usually implies 
heating to above the critical range for a time sufficient to convert 
the steel to austenite, followed by rdatively slow cooling. The 



Fig. 71.- — Cooling rates and products of transformation of austenite. 

purpose of annealing may be one or more of the following: (1) to 
remove stresses; (2) to induce softness; (3) to alter ductility, tough- 
ness, electrical, magnetic, or other physical properties; (4) to refine 
crystalline structure; (5) to remove gases; or (6) to produce a definite 
microstructure. 

Full annealing generally consists in heating an iron alloy to 
about 100°F. above the upper limit of the critical range, holding for 
not less than one hour for each inch of section of the heaviest objects 
being treated, usually followed by slow cooling in the furnace. 
Objects being treated, however, may be removed from the furnace 
and cooled in some medium that will cool the material more slowly 
than it would cool in air. 


1 Metals Handbook,*' 1939 ed., pp. 3, 942. 
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Process annealing is the term applied to heating alloys of iron to 
a temperature below or close to the lower critical temperature (1020 
to 1200®F.), followed by cooling as desired. This treatment is 
commonly used in the sheet and wire industries. 

sPaienUng consists of heating iron alloys above the critical range 
followed by cooling below that range in air, or in molten lead or a 
molten mixture of nitrates or nitrites maintained between 800 and 
1050®F. This treatment is used in the wire industry to precede 
further drawing. 

Bright annealing is a process of annealing in the presence of reduc- 
ing gases (page 345) so that surface oxidation is prevented or reduced 
to a minimum to obtain a bright surface on the annealed material. 

Box annealing, pot annealing, and close annealing are processes 
for softening steel by slow heating to subcritical temperatures 
followed by slow cooling in a closed metal box or pot to prevent 
oxidation. 

Normalizing is a term applied to the process of heating steel to 
approximately 100®F. above the critical temperature followed by 
cooling below this range in still air. Hypereutectoid steels may be 
normalized above Aem but usually are annealed above Aci- This 
is one of the simplest heat-treatments and, as the name implies, is 
intended to restore the structure and properties considered normal 
for the type of steel involved. It frequently is applied to castings, 
forgings, etc., to refine grain structure and to relieve stresses set 
up in previous operations. It is commonly applied after cold 
working, overheating, or any other operation resulting in nonuniform 
heating or cooling. It may be used to efface the effects of previous 
heat-treatments. 

It should be mentioned that annealing and normalizing are 
essentially treatments for the purpose of softening and homogenizing 
steel. The rate of cooling in these operations is almost always 
slower than the critical rate and the structural constituents of 
annealed or normalized steels are those which would be expected 
from the et^uilibrium diagram for slow cooling (ferrite and pearlite 
for hypoeutectoid steels, etc., page 321). Only when quite thin 
sections are involved do these treatments lead to any appreciable 
hardening or increase in tensile strength. 

Austenite Grain Size, Grain Growth, and Grain Refinement.— 
It has long been known that the grain size of a steel, other things 
being equal, has an influence upon its properties in the cooled condi- 
tion wd upon the properties that can be developed by heat- 
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treatment. As a result of recent investigations, we now have 
fairly precise methods for determining grain size, a knowledge 
of the relations between grain size and properties, and considerable 
information about the control of grain size in steelmaking, and 
methods for bringing about a certain amount of grain refinement 
after the steel is made. 

Originally grain size was estimated by quenching and breaking 
a specimen and observing the fracture in comparison with fractures 
of standard samples. The estimates of grain size from fracture 
tests show a fair correlation with the results obtained by the 
microscopic examination of polished and etched specimens. If 
difficulty is encountered in obtaining efficient contrast to make the 
boundaries of the original austenite grains plainly visible, resort 
may be had to the carburizing technique of the McQuaid-Ehn test^ 
or other means. Standard A.S.T.M. austenite grain size numbers 
are in general use and corresponding grain size charts are available 
for comparison in making a determination of grain size. Each grain 
size number corresponds to a certain mean number of grains per 
square inch when the specimen is viewed at a magnification of 
100 diameters as follows: 


Grain size no 

Grains per sq. in. at 
100 X 


-3-2-10 Il2l3|4| 


10 11 12 


|0.06|0.12|0.25|0.5 


ll2|4|8|l6|32|64 128|342|512;1024|2048 


Most steels have a grain size in the range from 1 to 8. In general, 
heating a steel below the critical range, as in tempering or spheroidiz- 
ing (page 337), does not lead to grain growth. However, when a 
steel in the austenitic condition is heated for a sufficient time above 
the critical region, austenitic grains grow in size. At temperatures 
only slightly above the critical, such as those used in annealing and 
normalizing, the rate of grain growth is very slow for some steels. 
As the temperature is increased a temperature will be reached at 
which grain coarsening will become quite rapid. This temperature, 
known as the coarsening temperature^ is an inherent proi)erty of the 
composition, previous history, and method of manufacture of steel. 
In general, killed steels (page 307) are inherently finer grained and 

^ For a more detailed diacuasion of grain size determination, grain refine- 
ment, and the influence of grain size on physical properties, see Metals Hand- 
book,'* 1U39 ed., pp. 750-767; Camp and Francis, 5th ed., pp, 844-853; Heyer, 
Engineering Physical Metallurgy," pp. 228-242, D. Van Nostrand Company 
Inc,, New York (1939). 
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have higher coarsening temperatures than unkilled steels, especially 
those which have been killed with aluminum. 

Annealed and normalized products having a fine austenitic 
grain size (Nos. 6 to 8) are inferior for rough machining, better for 
fine finish machining, and inferior in formability to coarser grained 
(Nos. 1 to 4) steels of the same composition subjected to the same 
treatment. After proper heat-treatment, fine-grained steels are 
shallower hardening (page 335), tougher, less liable to distortion, 
usually free from quenching cracks, less susceptible to grinding 
cracks, and possess lower internal stress and less retained austenite 
than corresponding coarse-grained steels. 

Concerning grain refinement, recent studies have led to the 
following conclusions: 

1. Steels that already are fine grained and possess high coarsen- 
ing temperatures are littl^ changed in grain size by mechanical 
working or heat-treatment. 

2. There is no tendency for grain refinement when steels are 
cooled from the austenitic state through the critical region. 

3. When coarse-grained steels are heated through the critical 
range and the grain structure changes to austenite, a definite 
refinement in grain size usually results. However, to obtain the 
advantage of this refinement, temperatures above the critical must 
be kept below the coarsening temperature or grain growth will 
annul the effects of refinement. 

4. There is lack of agreement on some of the factors that govern 
grain size and coarsening temperatures. 

5. Once austenite grains have formed, the only possibility of 
refinement, without going through a heat-treating cycle, is by the 
hot-working processes of forging, rolling, pressing, upsetting, etc. 

It is now understood that the real reason why austenite grain 
size has such an influence upon the properties of steels is because 
of its effect upon the rate of transformation of austenite. Other 
things being equal, a coarse-grained austenite will transform more 
slowly (have a lower critical cooling rate) than a corresponding 
fine-grained steel. The finer grained the steel, the higher must 
be the quenching rate to prevent the transformation of austenite 
to pearlite. Thus if two steels of identical composition and section, 
but of different austenite grain size, are quenched at the same rate 
from the same temperature above the critical region, one may 
transform to pearlite (the fine-grained one) and the other to 
martensite. 
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Hardening and Hardenability. — In a modem sense, hardening^ 
is defined as the process of heating and quenching iron alloys from 
a temperature either within or above the critical temperature 
range for the purpose of producing a hardness superior to that 
obtained when the alloy is not quenched. 

The hardening of steel by heating and quenching has been 
practiced as an art for many centuries. It is only in recent years, 
however, that a scientific basis for understanding and controlling 
the process has been evolved. Heating for hardening is no different 
essentially from heating for annealing or normalizing; i.e., at the end 
of the heating period all, or at least a goodly portion, of the steel 
is in the austenitic condition. Hardeping differs from annealing 
and normalizing in the manner of codiiiig; the rate of cooling being 
slow for annealing and normalizing and rapid (quenching) for 
hardening. 

Quenching is defined as rapid cooling by immersion in liquids or 
gases or by contact with masses of metal. As the term actually 
is used, it means rapid cooling in any manner and includes cooling 
by direct jets of cold air, water, or other fluids against surfaces of 
articles too large to be cooled by immersion. For a more detailed 
discussion of the various factors that determine the rate of quench 
and the relative effectiveness of various quenching mediums, the 
reader is referred to larger treatises.^ Needless to say, marked 
temperature gradients are established in any article during quench- 
ing because the interior of an article can lose heat only by transfer- 
ring it to the surface. In quenching, the surface of an article is 
cooled at the most rapid rate, the cooling rate decreasing progres- 
sively as the distance from the surface increases. Quenching rates 
can be made such that the following cases are encountered in 
practice: 

1. The cooling rate at the surface and throughout the piece may 
be slower than the critical cooling rate and austenite throughout 
transforms to pearlite. 

2. The cooling rate throughout may be faster than the critical 
rate and austenite throughout the piece changes to martensite. 

3. The cooling rate for some distance from the surface may be 
faster than the critical rate, leading to martensite formation, with 
the cooling rate in the central portion being slower than critical 

1 ‘‘Metals Handbook,’^ 1939 ed., pp. 7, 660, 944, 948. 

* Camp and Francis, 5th ed., pp. 865-876, “ Metals Handbook,” 1939 
ed., pp. 328-335. 



336 


CHEMISTRY OF ENOINBERJNO MATERIALS 


leading to pearlite formation. Intermediate portions will cool at or 
near the critical rate and a mixed structure (split transformation 
structures) partly martensitic and partly pearlitic will be obtained. 

It is important to note that by cooling a given steel from above 
the critical temperature range very slowly, the maximum softness 
and ductility of which the steel is capable may be developed. By 
cooling the same steel from the same temperature very rapidly to 
room temperature it may be obtained in its hardest and most 

brittle form. 

The hardening characteristics 
of a given steel may be deter* 
mined by subjecting a specimen of 
standard size and shape, such as 
a l-in. round, to a standard quench 
and then determining the hard- 
ness as a function of distance from 
a quenched end. ^ If the standard 
quench is by total immersion, the 
hardness is determined along a 
cross section, cut far enough from 
the end to eliminate end effects, 
at various distances along a 
diameter. In the latter case, a 
plot of hardness at various dis- 
tances along a diameter yields a 
curve such as those illustrated in 
Fig. 72. The depth to which the 
hardening effect extends is called 
the hardness penetraiion or depth of hardness, A steel with high 
hardness penetration is said to be deep hardening; one with low 
hardness penetration is referred to as shallow hardening. 

The hardenability of a steel becomes greater as the percentage of 
carbon is increased. It is further improved by the addition of such 
allo 3 dng elements as manganese, nickel, chromium, molybdenum, 
and vanadium, and by increase in the austenite grain size. All these 
factors improve the hardenability characteristics of a steel because 
they decrease the rate of austenite transformation and make it more 
easily possible to cool at a rate that will prevent pearlite formation 
and yield martensite when Ar'^ temperatures are reached. To 
harden a piece of steel fully it must be quenched faster than the 

^ JotfiKT and Bobqehold, Trans, A^SM.^ 26> 574 (1038). 

* See note, page 385. 
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critical rate throughout so that all of the austenite that would form 
ferrite and pearlite at low rates of cooling will be transformed into 
martensite. 

Local hardening, practiced for many years on gear teeth and the 
wearing surfaces of large castings, has been greatly extended in 
recent years. The part to be hardened is heated to above the 
critical temperature and quenched for hardening. When the 
oxyacetylene flame is used for heating, the process is known as 
flame hardening.^ Local heating also may be accomplished by 
passing high currents through the portion to be hardened or by 
placing the part inside the coil of a high-frequency induction 
furnace. 

Tempering (Drawing) and Spheroi<iflzing. — Tempering or draw- 
ing consists in reheating hardened steel to some temperature below 
the lower critical temperature, followed by any desired rate of cool- 
ing. The pronounced stresses developed during and after drastic 
quenching for hardening may be great enough to cause cracks or 
even rupture of the hardened steel. For this reason hardened steels 
are seldom used without tempering, and tempering should be accom- 
plished without appreciable time lapse after quenching. Tempering 
may be carried out at low temperatures, below 200®C. (400®F.), 
to relieve quenching stresses without appreciable loss in hardness, 
or it may be practiced at temperatures up to 650®C. (1200®F.) to 
give microstructures possessing various desirable combinations of 
hardness, strength, toughness, and ductility. 

The naming of the microconstituents of steel obtained by tem- 
pering martensite has been the subject of considerable controversy. 
At low tempering temperatures 150 to 400®C. (300 to 750^F.) 
a dark-etching microconstituent is formed from martensite which 
consists of very fine carbide particles dispersed in ferrite. In the 
recent literature this constituent is called tempered martensite or 
fine sorbite. The name troostiie was used in the past. If martensite 
is tempered at 400 to 700®C. (750 to 1290®F.), spheroidal cementite 
particles embedded in ferrite, visible at moderate magnification, 
are produced. This structure may be called tempered martensite 
or coarse sorbite. In the earlier literature this constituent is called 
sorbite. Finally, by prolonged tempering near to, or for a portion 
of the time slightly above, the lower critical temperature, coarse 
spheroidal cementite embedded in ferrite is produced. This struc- 
ture is called spheroidized cementite or spheroidite. This structure 

» Metals Handbook,'* 1939 ed., p. 948. 
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also may be produced by tempering pearlite. Any heat-treatment 
that results in the production of spheroidized cementite or spheroid- 
ized carbides is known as spheroidizing.^ 

In concluding this section on heat-treatment, the reader must 
be reminded that the discussion has been confined to principles. 
As to the specific heat-treatments recommended for steels of various 
compositions for various applications, recourse must be had to the 
larger treatises.^ 


Casehardening 

For many applications, it is desirable to use a steel that has a 
tough or ductile interior or core and a hard wear- or corrosion- 
resisting surface. From the preceding section it is evident that this 
situation can be developed to a certain extent by carefully controlled 
quenching and tempering treatments. In certain applications, 
especially for automotive and other machinery parts, the desired 
differences between the properties of the surface and the core can 
be obtained only by having a higher concentration of an alloying 
element, such as carbon or nitrogen, in the outer portion of the piece 
than in the center. In such circumstances it is customary to select 
a steel that originally has the composition throughout that is 
desired in the core of the finished product. The surface composition 
is then changed, usually after at least the rough machining opera- 
tions have been completed, by one of the following processes. 

Case Carburizing. — This is the most commonly used process for 
altering the composition in the outer portion of a steel article. The 
steel is exposed, usually in the temperature range 840 to 950®C. 
(1550 to 1750°F.), to an environment that is capable of giving up 
carbon to the steel. At these temperatures, the steel is in the 
austenitic condition and the carbon yielded by the environment 
dissolves in the austenite, first at the surface and is then transferred 
away from the surface by diffusion. The surface layer in which 
the carbon concentration is appreciably higher than in the core is 
called the case, and the thickness of this layer, which becomes 
substantially harder than the interior, is known as the case depth. 
The surface carbon concentration will depend principally upon the 
carburizing medium and the temperature. The depth of penetra- 
tion or case depth will depend upon the carbon concentration 

^ Metals Handbook, 1939 ed., pp. 4, 10. 

* Metals Handbook,” 1939 ed. ”S.A.E. Handbook,” 1936 ed. Bollens. 
” Steel and Its Heat Treatment,” John Wiley & Sons, Inc., Nei«? York (1938) 
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maintained at the surface, the temperature, the composition of the 
steel, and the time. 

In practice, the carburizing environment is supplied (1) by pack- 
ing the steel article in a solid carbonaceous material {'pack carhuriz- 
ing); (2) by exposing it to a carburizing gas such as methane, 
ethane, or carbon monoxide (gas carburizing); or (3) by immersing 
it in a fused salt bath containing cyanides and related compounds 
(liquid carburizing or cyaniding). 

Very little forming, with the exception of lapping or light grind- 
ing, may be performed on the carburized part of a steel article. 
The principal forming and machining operations are accomplished 
before carburizing. It therefore is necessary to reduce distortion, 
scaling, etc., to a minimum during the carburizing process and the 
subsequent heat-treatment. To this end, parts frequently are 
annealed before carburizing and the heating, to temperature 
and during the process, is made as uniform as possible. Further- 
more, much attention is paid to providing proper support for the 
article during the heating period and to its handling in all operations. 

The selection of a steel for carburizing will, of course, depend 
upon the properties desired in the core and in the case, and these 
will depend upon the use to be made of the carburized part. 
Roughly, carburizing steels may be classified into three groups: 

(1) Plain carbon steels, which usually contain carbon in the 
range 0.10 to 0.25 per cent. Normally, it is possible to exceed the 
critical cooling rate for the case in these steels only by a drastic 
quench in aqueous mediums and the core never is hardened unless 
the article is of extremely small cross section. Core strengths of 
about 100,000 psi, with adequate toughness, rarely can be exceeded 
with these steels. However, these steels are low in cost and their 
heat-treatment subsequent to carburizing is simple. If the drastic 
quench required for obtaining suitable properties causes distortion, 
resort must be had to steels of suitable alloying elements. 

(2) Moderately alloyed carburizing steels, which contain from 
1 to 2 per cent of alloying elements such as molybdenum, chromium, 
vanadium, and nickel, and carbon contents as high as 0.40 per cent. 
The alloying elements impart deeper hardening (page 336) char- 
acteristics to the core by decreasing the critical cooling rate. In 
these steels it usually is possible fully to harden by oil quenching; 
they are thus less liable to distortion. Core strengths as high as 
175,000 to 190,000 psi with suitable toughness are obtainable if the 
alloy content is properly selected. 
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(3) Highly alloyed carburising steels. To meet certain service 
requirements, steels containing over 2 per cent of such alloying 
elements as are listed above, together with carbon up to about 
0.20 per cent, may be carburized. These steels may be hardened 
by a moderate oil quench to yield very desirable properties in the 
core. Their cost and the elaborate heat-treating cycles frequently 
required to develop their superior properties limit their use as 
carburizing steels. 

Pack Carburizing. — In this process, the article to be carburized 
is placed in a carburizing box of proper design made of special heat- 
resisting alloy, cast steel, or steel sheet. The space between the 
piece and the box is filled with a solid carburizing compound. The 
layer of compound between the article and the box (about in.) 
should be as uniform as possible to give a uniform transfer of heat 
from the outer surface of the box to the piece. The packed and 
covered box is then brought to the selected carburizing temperature 
and maintained there for a proper period. The temperature, time, 
and compound composition used will depend upon the surface 
carbon concentration and case depth desired. For example, with a 
typical commercial compound a case depth of 0.040 to 0.050 in. 
can be obtained at 925®C. (1700®F.) in an over-all carburizing time 
of nine hours. Of the nine hours, about five would be required for 
heating up the work and four hours would represent the time 
‘^at temperature.^' After carburizing, the work may be quenched 
directly, or it may be slowly cooled and thereafter subjected to 
proper heat-treatment. 

If certain parts of a piece are to be left uncarburized, they may 
be protected during the process in several ways. The parts may be 
protected by copper plating or by packing a noncarburizing mate- 
rial such as sand or fire clay about these portions in the box. If the 
work is slowly cooled after carburizing, the whole article may be 
carburized and the case then machined from the portion that is not 
to be casehardened. 

Commercial carburizing compounds of an almost infinite variety \ 
of compositions are available. Most of them contain some form of 
charcoal and alkali or alkaline earth carbonates, the latter acting as 
^^energizers" to speed up the process. A typical composition is the 
foHowing: 53 to 55 per cent of hardwood charcoal, 30 to 32 per cent 
of sized coke, 2 to 3 per cent of sodium carbonate, 10 to 12 per cent of 
barium carbonate, and 3 to 4 per cent of calcium carbonate. It 
seems certain that in pack carburizing, solid carbon is not transferred 
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from the compound to the steel as such but by a mechanism that 
first involves the conversion of carbon to carbon monoxide. This 
gas then reacts on the surface of the steel to produce carbon that 
dissolves in the austenite and carbon dioxide, which again is con- 
verted to carbon monoxide by reaction with more carbon in the 
compound. The following reactions indicate the various steps 
in the process: 

2C (compound) + O 2 (absorbed air) 2C0(^) (1) 

BaCOa (activator) BaO + C02(g) (2) 

COi(g) + C (compound) 2CO(g) (3) 

2CO(g) + 3Fe (steel) FesC (in austenite) 

+ C02(g) (4a) 

2CO(jf) C (in austenite) 

+ C02(g) (46) 

The carbon dioxide produced in the carburizing reaction (4a) or (46) 
will again be converted to carbon monoxide by Eq. (3). Whether 
one writes Eq. (4a) or (46) as the direct carburizing reaction will 
depend upon whether one considers that carbon is dissolved in 
austenite as free carbon or as iron carbide. Obviously, pack carbu- 
rizing is very similar to the early processes for making cement '' 
steel and ‘‘blister” steel (page 277). 

Gas Carburizing. — This process has increased in popularity in 
recent years, especially for the production of light cases, cases on 
small articles, and cases of carefully controlled surface carbon con- 
centration. The process also can offer the advantages of cleanliness, 
speed, and automatic operation. However, for successful and 
economical operation of the gas carburizing process, there must be a 
large enough volume of work to keep the relatively expensive 
equipment busy, and a trained technical staff must be available. 

The common carburizing gases are methane, ethane, propane, 
butane, and carbon monoxide. We already have seen that it is 
carbon monoxide that actually yields carbon to steel in pack car- 
burizing. Compared to the other gases, carbon monoxide is not a 
very active carburizing gas and it therefore is seldom used as such 
in gas carburizing; it may however be present as a constituent in 
many practical carburizing gases. The carburizing power of 
methane, ethane, propane, and butane increases in the order named, 
but these gases in the pure state are never used in practice. These 
pure gases would deposit so much soot (carbon) on the surface of 
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the work that the rate of carburization would be slow indeed. 
Methane and ethane usually are obtained as natural gas (75 to 85 
per cent of methane, 5 to 20 per cent of ethane). Before use, natural 
gas is diluted with sufficient prepared lean gas or with spent gas 
from the process that the carburizing gas entering the process con- 
tains only 40 to 50 per cent of natural gas. Propane and butane 
usually are obtained relatively pure as liquids in cylinders under 
pressure. These then are mixed with large volumes of dilute gases 
for use in carburizing. Manufactured gas is so variable in com- 
position, so low in hydrocarbons, and so high in carbon dioxide and 
water vapor, that it seldom is used for carburizing. To be made 
suitable, it usually must be dried and then enriched with a hydro- 
carbon such as propane. 

The carburizing reactions may be written as follows: 

2CO(g) C (in austenite) -|- C02(fi^) (5a) 

200(g) + 3Fe (steel) Fe*C (in austenite) -f C02(fif) (56) 

CH 4 (^) (methane) ;=± C (in austenite) + 2H2(g) (6a) 

CHiig) + 3Fe (steel) ^ FesC (in austenite) + 2H2(^) (66) 

C 2 H 6 (g) (ethane) 2C (in austenite) + SHnig) (7a) 

C 2 H 6 (^) + 6Fe (steel) 2FesC (in austenite) + 3H2(^) (76) 

These reactions, especially (5) and (6), are definitely reversible 
reactions at carburizing temperatures. Pure CO 2 would decar- 
burize steel to form CO by reversing reaction (5) and pure H 2 would 
decarburize steel by forming CH 4 , the reverse of equation (6). 
Water vapor also is decarburizing, removing carbon from steel by 
the reaction 

H20(fir) + C (in austenite) ?=iFe (steel) + CO(g) + 112 (g) (8a) 

H20(^) + Fe*C (in austenite) 3Fe (steel) + CO(jf) + H 2 (fir) (86) 

Whether or not a gas mixture will be carburizing or decarburizing 
to a steel will depend upon (1) the gas composition, (2) the tempera- 
ture, (3) the carbon content of the steel, and (4) the total pressure 
on the gas mixture. For example, at 900®C. (1650®F.) and 760 mm. 
Hg, total pressure, a mixture of CO and CO 2 containing about 01 
per cent of CO will be in equilibrium with austenite containing 
0.40 per cent of carbon. A CO-CO 2 mixture containing over 91 per 
cent of CO would be carburizing and a mixture containing less than 
91 per cent of CO would be decarburizing to this steel at OOO^C. and 
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760 mm. Hg, total pressure. As the temperature is increased, the 
percentage of CO in a CO-CO 2 mixture must be increased to give 
equal carburizing power. For more detailed information on case- 
hardening by carburizing, the reader is referred to the abundant 
literature on the subject.^ 

Nitriding.^ — The modem process for casehardening by nitriding 
dates from about 1920. The steel articles, usually finish-machined 
and free of rust and other surface dirt, are packed in a container 
provided with temperature control, to which ammonia gas can be 
admitted at a controlled rate. The temperatures employed usually 
lie in the range 480 to 640°C. (900 to 1000®F.) and it should be noted 
that these temperatures are below the critical temperature range 
for iron-carbon alloys. When ammonia enters the nitriding cham- 
ber, it undergoes partial dissociation, ^e extent of decomposition 
depending upon the temperature and the r<^ of flow. In prac- 
tice, conditions usually are regulated to give about 30 per cent 
dissociation. 

Iron nitride, Fe 4 N (possibly also Fe«N and Fe 2 N), is not very 
stable, but it can be formed to a certain extent by the reaction of 
iron with ammonia or with atomic nitrogen. The nitrides of 
various alloying elements such as Al, Cr, Si, Mn, and Mo, are 
much more stable than iron nitride, and all nitriding steels (called 
nitralloys) contain several of these elements. It seems certain 
that the principal casehardening effect in nitriding is due to the 
formation of these more stable nitrides. 

2NHa ^ 2N + 3H, 2NH8 + 2A1 « 2A1N + SH* 

N -h N = N* N + Al = AIN 

2NH8 + 8Fe(«) - 2 Fe 4 N + 3 H 2 2NHs + 2Cr = 2CrN 4* SHa 

N + 4Fe(s) - Fe 4 N N + Cr « CrN 

The more commonly used nitriding steels will contain 0.20 to 
0.40 per cent of carbon, 0.90 to 1.50 per cent of aluminum, 0.90 
to 1.4 per cent of chromium, 0.15 to 0.25 per cent of molybdenum. 
In special types chromium may be replaced by molybdenum, or 
vanadium may be substituted for aluminum. Although nickel 
does not form a stable nitride, it is used in some nitraHoys to 

» Camp and Francis, 6th ed., pp. 890-906. “ Metals Handbook/’ 1939 ed., 

pp. 1034-1069. Tran$, A.SM,, 26, 427-766 (1938). 

* ” Metals Handbook,” 1989 ed., pp. 1071-1081. Trans, A,S.S,T., 16, 67 
(1929). 
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strengthen and harden the core. Furthermore, sulfur may be 
added to improve the machining properties. 

It is possible by nitriding to develop greater case hardness, 
better wear resistance, better corrosion resistance, and better 
hardness retention at elevated temperatures than can be obtained 
by carburizing. The process suffers in comparison to carburizing 
on a basis of cost and because special alloy steels are required. 
Nevertheless, nitriding does find application in the production of 
machine parts that must have especially high wear resistance at 
elevated temperatures such as automobile and airplane valves 
and valve parts, piston pins, camshafts, and cylinder liners. It 
also finds some application in the production of ball- and roller- 
bearing parts, parts to withstand high-pressure steam service, 
die-casting dies, wire-drawing dies, etc. 

The usual core depth produced in nitriding is only 0.01 to 0.02 
in.; 0.04 in. certainly represents a maximum value that could be 
obtained by nitriding for 100 hr. or more. 

Cyaniding and Liquid Carburizing.^ — The practice of case- 
hardening by bringing heatexl iron or low-carbon steel into contact 
with cyanides (prussiates) has been used for many years. In the 
earliest practice powdered cyanides were used in the blacksmith’s 
forge; in modem practice cyaniding or liquid carburizing is accom- 
plished by immersing the steel article in a bath of fused salts. The 
ordinary bath usually consists of 20 to 50 per cent of sodium cyanide 
mixed with sodium carbonate, or with sodium carbonate and sodium 
chloride. Recently various “activated” bath compositions have 
been developed which, although not greatly superior to the ordinary 
baths for the production of a very thin case, are decidedly superior 
when a fairly deep case is required. Besides sodium cyanide, the 
activated baths will contain such substances as the chlorides or 
cyanides of calcium or barium. 

In liquid-bath carburizing or cyaniding, nitriding and car- 
burizing are accomplished simultaneously. The normal tem- 
perature range employed is 730 to 900®C. (1350 to 1650®F.). The 
lower temperatures in this range favor nitriding and the higher 
temperatures carburizing. In activated baths, carburizing is 
relatively more important than nitriding, the case containing 50 
to 75 per cent less nitrides than when ordinary cyanide baths are 
used. 

* Metals Handbook,” 1939 ed., pp. lOOC-lOOT. Cahf and Fbanois, 5th 
ed., pp. 891-896. BscxwxTa, Trans. A.S.M., 86, 752 (1938). 
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The chemical reactions believed to be involved in the process are 


2NaCN + Oj (limited amount) = 2NaCNO 
4NaCNO = 2NaCN + Na*CO, + CO + 2N 
(cyanate breakdown) 

2CO + 3Fe = FeaC (in austenite) + CO 2 (carburizing) 


N 4- 4Fe = Fe 4 N 
N + 2Fe = Fe*N 


} 


nitriding 


( 9 ) 

( 10 ) 

( 11 ) 

( 12 ) 


In a bath activated with BaCh or Ba(CN )2 the following reactions 
also are involved : 


2NaCN + BaCU ^ 2NaCl + Ba(CN )2 (13) 

Ba(CN )2 BaCN 2 (barium cyanamide) + C (14) 
3Fe + C = FesC (in austenite) carburizing (15) 

The latter reactions explain why carburizing predominates over 
nitriding in activated baths. 

Usually cyaniding is practiced for the production of shallow hard 
cases up to 0.01 in. in depth on machine parts. A case depth of 
0.02 to 0.03 in. certainly represents the maximum practicable depth 
for this process. The deeper cases are more economically obtained 
by pack carburizing. The case depth will depend upon the com- 
position of the steel, the bath composition, the temperature, and 
the time of immersion. When an S.A.E. 1015 (page 355) steel 
is immersed in a typical activated bath at 870°C. (1600®F.), one 
may expect a case depth of about 0.01 in. in 30 min. ; 0.014 in, in 
60 min.; and 0.018 in. in 90 min. 

Cyanide salt baths also have an important application as 
mediums for heat treating, especially when it is important to 
prevent surface decarburization or oxidation during the heat- 
treating operation. For this reason, parts previously carburized 
by other processes frequently are heat-treated by use of fused 
cyanide baths. # 


Scaling, Decarburizing, and Bright Annealing^ 

When iron or ferrous alloys are exposed to air at room tempera- 
ture, oxygen reacts with the surface atoms of the metal to form iron 
oxides. If the air is moderately dry, the oxide film formed is 

^ For an excellent discussion of the equilibria involved in the production of 
protective atmospheres see ** Controlled Atmospheres/' American Society for 
Metals, Cleveland, Ohio (1942); Day and Austin, Ind, Eng, Chem., 8S, 23 
(1941). 
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suflSciently nonporous and adherent effectively to keep more 
oxygen from coming to the surface after the film is several molec- 
ular layers in thickness. If the air is moist or dissolved in an 
aqueous medium, the oxide film is usually more porous and less 
adherent. In some such cases the attack may continue until all 
of the metal is converted into oxide or hydroxide. This type of 
attack is known as corrosion and will be discussed elsewhere (Chap. 
IX). At the higher temperatures involved in the mechanical 
working and heat-treating of iron and steel, air and various other 
oxidizing gases will form relatively thick oxide layers known as 
scale. All oxidizing gases also react with carbon to bring about 
decarburization, not only at the surface but also to some distance 
below the surface of the steel. Hydrogen, although it is a reducing 
gas, also will decarburize steel by uniting with the carbon to form 
methane. 


oxidizing 

CO 2 + Fe FeO (or higher oxides) + CO (16) 

reducing 

oxidizing 

H 2 O + Fe 2 FeO (or higher oxides) + H 2 (17) 

reducing 

oxidizing 

O 2 + 2Fe 2FeO (or higher oxides) (18) 

decarburizing 

CO 2 + FeaC ;i=ZZZZi:! 3Fe + 2CO (19) 

carburizing 
decarburizing 

H 2 O “f* FcbC ^ 3Fe “b CO + H 2 ( 20 ci) 

carburizing 

decarburizing 

2 H 2 O + FeaC , 3Fe + CO 2 + 2 H 2 (206) 

carburizing 

decarburizing 

2 H 2 “b FesC ^ 3Fe -b CH 4 (21) 

carburizing 

decarburizing 

O 2 ”b Fe^C ^ 3Fe "b CO 2 ( 22 (x) 

decarburizing 

O 2 + 2 Fe 8 C ^ 6 Fe + 2 CO (226) 


All these reactions except those involving oxygen [Eqs. (18) and (22)] 
are reversible reactions at the temperatures involved in hot working 
and heat treating. Hence the direction of reaction will depend 
upon the composition of the gas mixture that comes in contact 
with the hot steel. In general, lower concentrations of the oxidizing 
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gases are required for decarburization than for oxidation. If a 
gas is oxidizing to steel, we may expect oxidation (scaling) and 
decarburization to go on simultaneously. However, a leaner gas 
might still be decarburizing even though it does not form scale. 
A high degree of oxidation of a steel must be accompanied by low 
carbon because of the requirements for equilibrium in the reaction: 

FeO (in steel) + C (in steel) Fe + CO{g) 

FeO (in steel) + FesC (in steel) 4Fe + CO(^) (23) 

It would not be practical to provide an atmosphere other than air 
for the various processes for forming steel by hot working, and 
scaling invariably results in these processes. However, scaling 
losses in soaking pits and reheating furnaces can be reduced by 
applying our knowledge of the foregoing reactions to the control 
of the composition of the furnace gases. 

The prevention of oxidation and decarburization in heat-treat- 
ment processes frequently becomes sufficiently important to justify 
special means for their control. One of the simplest examples of 
control is found in the process of box annealing, much used for 
steel sheets. The steel to be heat-treated is packed in cast-iron or 
steel boxes which may be sufficient!}'' tight to prevent access of 
appreciable amounts of air. In some cases a protective atmosphere 
is admitted to the box or is caused to flow through the box during 
the heat-treatment process. In heat-treating furnaces, the atmos- 
phere may be controlled by using an inert gas such as nitrogen or 
by using various gas mixtures of properly adjusted reducing and 
carburizing power. When control is sufficiently important, the 
heating up, heating at temperature, cooling or quenching, etc., 
parts of the heat-treating cycle, all may be carried out in mediums 
of controlled oxidizing-reducing and carburizing-decarburizing 
power. The use of fused salt baths containing cyanides as heat- 
treating mediums where it was important to prevent surface oxida- 
tion and decarburization has already been mentioned. 

Wrought Iron and Open-hearth (Armco Ingot) Iron 

Ingot iron, melted and refined by the basic open-hearth process, 
is a conomercially pure iron. The carbon content rarely exceeds 
0.02 to 0.03 per cent and the total impurities normally lie in the 
range 0.10 to 0.26 per cent. Due to the low-carbon content, the 
properties of ingot iron cannot be improved by heat-treatment and 
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its structure at room temperature is entirely ferritic. Its physical 
properties thus are the properties of ferrite, and one may expect 
low tensile strength (approximately 40,000 psi) and high ductility 
(approximately 35 per cent elongation and at least 20 per cent 
reduction in area in tensile tests). Ingot iron is used chiefly in 
the form of galvanized and enameled sheet. 

Wrought iron also normally contains only 0.02 to 0.04 per cent 
of carbon. It usually is slightly lower in manganese and higher 
in phosphorus and silicon than ingot iron. One of the most dis- 
tinctive features of wrought iron is the 1.0 to 2.0 per cent of ferrous 
silicate slag that it contains. In well-made wrought iron this slag 
is distributed as long slender fibers in the direction of rolling and 
is responsible for the good welding properties of the product The 
slag also is undoubtedly responsible for the considerable difference 
between the longitudinal (tensile strength 47,000 psi; Charpy impact 
test, 17.5 ft.-lb.) and transverse (tensile strength, 34,500 psi; 
Charpy impact test, 5.0 ft.-lb.) properties. Owing to its ductility, 
toughness, and weldability, wrought iron finds some use for stay 
bolts, rivets, heavy chains and hooks, some grades of pipe, boiler 
tubes, ornamental ironwork, and other special applications. 

The annual tonnage production of wrought iron is insignificant 
and that of ingot iron is small compared to the low-carbon steels. 

Plain Carbon Steels 

The plain carbon steels, also spoken of as simple carbon, straight 
carbon, and ordinary carbon steels, are those in which carbon is the 
only important element employed to control physical properties. 
They also contain small and usually specified amounts of various 
other metals and metalloids, such as manganese up to 1.0 per cent, 
silicon up to 0.2 per cent, and smaller amounts of phosphorus, sulfur, 
oxygen, nitrogen, and hydrogen. Occasionally they also contain 
small amounts of copper, chromium, nickel, aluminum, tin, lead, 
molybdenum, and arsenic. Some of these, especially manganese, 
are added intentionally to improve quality, but most of them arrive 
as constituents of steel-making raw materials. 

Influence of Carbon Content. — ^The relation between carbon 
content and the microstructure of slowly cooled steels, and the 
influence of carbon on the structures and hardness that may be 
developed by heat-treatment have been discussed (page 318). 
Other variables being maintained constant, as the carbon content 
is increased up to about 0.85 per cent, there is an accompanying 
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regular increase in tensile strength, yield strength, and hardness, 
and a decrease in ductility as measured by reduction in area and 
elongation in tensile tests. The impact resistance of commercial 
hot-worked steel as measured by the Izod test also decreases with 
increase in carbon content. Further increase in carbon content 
above 0.85 per cent fails to increase the strength in the same ratio. 



Carbon, per cent 

Fig. 73. — Effect of carbon on tensile properties of hot-worked carbon steels. (Prom 
5isco, ** Modern MetaUurgy for Engineered' Pitman Publiehing Corporation.) 

Some of the properties to be expected in commercial hot-worked 
plain-carbon basic open-hearth steels or irons containing 0.30 to 
0.60, per cent of manganese and 0.02 to 0.04 per cent of phosphorus 
are well illustrated in Fig. 73. Available data were subjected to 
statistical analysis in the preparation of the figure. The center 
line of the hatched area represents the properties to be expected 
most frequently. The boundaries of the hatched area represent 
the limits within which one may expect the properties to fall 96 per 
cent of the time. One would expect, therefore, that in the commer- 
cial testing of hot-rolled or forged basic open-hearth carbon steel 
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relatively few specimens would have properties represented by 
points outside the hatched areas. 

The endurance limit (page 437) of hot-worked carbon steels 
increases with the tensile strength, but the ratio of endurance limit 
to tensile strength (endurance ratio) decreases somewhat as carbon 
content is increased, being 0.60 to 0.60 for irons and low-carbon 
steels and 0.35 to 0.45 for the high-carbon steels. 

Influence of Minor Elements in Carbon Steel. — Phosphorus, 
sulfur, oxygen, nitrogen, and hydrogen usually are classed as harm- 
ful elements in steel. Although this may in general be considered 
a useful classification, their presence in proper amounts may be 
desirable in steels for certain special applications. 

Phosphorus in appreciable amounts undoubtedly makes steel 
‘‘cold short, i.e., brittle when cold with a consequent low resistance 
to impact. The brittleness caused by phosphorus is marked if the 
amount of carbon plus phosphorus exceeds 0.30 per cent. Thus 
the effect is very pronounced in high-carbon and less important in 
low-carbon steels. In fixing specifications, a maximum of 0.10 to 
0.12 per cent of phosphorus is permitted in low-carbon acid bessemer 
steels; in basic open-hearth rails, structural shapes, sheet, strip, 
etc., it is held under 0.045 per cent; in tool steels and other quality 
high-carbon and alloy steels the maximum permitted is 0.02 to 
0.03 per cent of phosphorus. However, if the carbon is low, 
moderate amounts of phosphorus may be used to increase the tensile 
and yield strength and to increase the resistance to corrosion in 
certain environments. Some of the new high-strength low-alloy 
steels contain phosphorus to the extent of 0.10 per cent. Phos- 
phorus forms the phosphide FesP with iron, and, in the amounts 
usually present, this compound is completely soluble in both 
austenite and ferrite. 

In the absence of manganese, sulfur combines with iron to form 
the sulfide FeS which is soluble in molten iron but quite insoluble 
in solid iron. As a consequence, FeS precipitates as an inclusion 
when iron solidifies. Owing to its low melting point, FeS imparts 
“hot shortness’’ to steel, a term used to describe brittleness at 
elevated temperatures which makes the steel susceptible to cracking 
during hot working. If sufficient manganese is present, most of 
the sxilfur is converted to the more stable MnS which is less soluble 
than FeS in liquid iron. More of the sulfur is thus eliminated 
to the slag; that which remains in the steel as inclusions is in the 
form of a higher melting point compound that is less effective in 
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producing hot shortness. The only beneficial effect of sulfur 
in steel is to improve machinability. Free-cutting steels for 
automatic machining (screw stock) frequently contain as much as 
0.15 per cent of sulfur, but for most steels a maximum sulfur content 
will be specified that lies in the range 0.01 to 0.065 per cent. 

Until recently, the standard steel analysis consisted of the 
determination of carbon, manganese, sulfur, phosphorus, silicon, 
and those alloying elements specifically added. Owing to the 
differences in behavior of steels of the same standard analysis, 
it has been recognized that other elem^ts in small amounts may 
exert considerable influence. This is especially true of oxygen 
and possibly also of nitrogen and hydrogen. All oxygen in steel 
undoubtedly is combined with other elenients, hence not only the 
amount of oxygen but also the way it is combined is important. 
This whole subject of the relation of oxygen to carbon content, 
rimming action, deoxidation, grain size control, etc., has been 
discussed previously (page 301). The influence of the nitrogen 
and hydrogen content upon the properties of steel is little understood 
but is certain to be the subject of more investigation in the future. 

Manganese has been used to overcome the deleterious effects of 
oxygen (deoxidation) and sulfur in steel ever since 1856. For this 
purpose it is an essential and beneficial constituent of nearly all 
grades of steel. In amounts up to 1.0 per cent it is added prin- 
cipally as a curative and corrective agent. However, even small 
amounts of manganese improve the tensile strength and also the 
hardenability by decreasing the critical cooling rate (pages 329, 335). 
Steels containing as much as 1.0 per cent of manganese and 0.50 
per cent of carbon are susceptible to quench cracking and should 
not be quenched in water. There are a few important engineering 
steels, now widely used for railway rolling stock and bridges, which 
contain 1.00 to 1.90 per cent of manganese and must be classed 
as intermediate between plain carbon and low-alloy manganese 
steels. 

As has been mentioned (page 301), silicon is widely used as a 
deoxidizer in the manufacture of medium- and high-carbon steels. 
Residual silicon in the form of the compound FeSi dissolves in 
ferrite and increases the tensile strength. However, steels that 
contain more than 0.60 per cent of silicon should be classed as alloy 
steels or irons. 

The other elements that may be present in small amounts in 
plain-carbon steels do not exert a pronounced effect on physical 
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properties. Aluminum and titanium are used as deoxidisers, and 
copper to the extent of about 0.2 per cent, especially along with 
0.1 to 0.14 per cent of phosphorus, imparts superior resistance to 
atmospheric corrosion. 

Recently free-machining steels have been developed by the 
addition of 0.10 to 0.25 per cent of lead, incorporated in a highly 
dispersed state in low-carbon material. 



Reduction of area in drafting, per cent 

Fio. 74. — Effect of cold-working on tensile strength of carbon steel. (SueOf 
'' AUay of Iron and Carbon,** VoL II, McGhraio^HiU Book Company, Ine») 

bifluence of Cold Work on Carbon Steels. — Cold working (cold 
rolling, stampii^, pressing, drawing, etc.) is an important process 
because it is the most economical method for producing many 
classes of sted products in certain sizes and shapes and with the 
desired surface finish. Furthermore, it is possible to develop 
certain physical properties by cold work that cannot be secured by 
iuay otl^r method. Sheet, strip, tubes, and bars are cold-worked 
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in large tonnages primarily to obtain certain sizes, shapes, and 
surface finishes, and are annealed before use. The anneal effaces 
any effect of cold work on physical properties. 

On the other hand, much carbon steel, some in the form of sheet 
and strip but especially in the form of wire, is cold-worked and 
not annealed in order to preserve i^he physical properties induced 
in the operation. One of the most important cold-drawn products 


30- 

28 ^ 



10 20 30 40 50 60 TO 60 90 100. 

ReducHon of area In drafting.pcrcent 


Fig. 75. — Effect of cold-working on tlie elongation of carbon steel wire. (Staco^ 
** Alloys of Iron and Carbon^* Vol. II, McGraw-Hill Book Company, Inc.) 

is steel wire containing 0.25 to 1.00 per cent of carbon used for 
music wire, springs, rope and cable wire, needles, etc. The principal 
effect of cold work is to bring about a rapid decrease in elongation, 
as is well illustrated in Figs. 74 and 75, and in Tables 57, 58, and 59. 
Table 58 shows that the effects of cold work are effaced by a sub- 
sequent anneal. It is well known that with sufficient cold work, 
the yield point of carbon steel disappears and the yield strength 
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becomes the same as the tensile strength. Aimealing after cold 
work restores the yield point. 


Table 67. — Effect of Cold Rollino on Tensile Propekties of a 0.14 Per 
Cent Carbon Steel* 


Property 

Annealed 

Reduced 
30% by 
cold rolling 

Reduced 
60% by 
cold rolling 

Tensile strength, psi 

58,800 

34,400 

27,500 

41.7 

65.8 

80,600 

75,300 

15,600 

22 

58 

98.100 
96,700 

10.100 
10.5 
43 

Yield strength, psi 

Proportional limit, psi 

Elongation in 4 in., % 

Reduction of area, % 



♦From Siaco, “Modern Metallurgy for Engineers,” Pitman Publishing Corporation, New 
York. 


Table 58. — Comparison op Properties op Hot-lolled, Cold-rolled, and 
Annealed 0.05 Per Cent Carbon Steel* 


Condition 

Tensile 

strength, 

psi 

Yield 

strength, 

psi 

Elonga- 
tion in 

2 in., % 

Hot-rolled strip 

65.000 

96.000 

44.000 

1 

40.000 

96.000 

33.000 

28 

Cold-rolled, 50% 

2 

Annealed 

38 



♦ From Siaco, “ Modern Metallurgy for Engineers," Pitman Publishing Corporation, New 
York. 


Table 59. — Effect of Carbon Content on Steel Reduced 60 Per Cent by 

Cold Rolling* 


Carbon, 

% 

Increase in tensile 
strength, % 

Decrease in 
elongation, % 

0.10 

65 

70 

0.20 

63 

70 

0.30 

61 

68 

0.50 

57 

67 


♦From 8xsco, "Modern Metallurgy for Engineers," Pitman Publishing Corporation, New 
York. 

Cold working increases the endurance limit by about the same 
percenti^ as the tensile strength is increased. The endurance 
ratio is about 0.50 for cold-worked steel containing 0.05 per cent of 
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carbon, but drops to 0.25 to 0.36 for high-carbon wire. The resist- 
tance of carbon steel to impact is decreased by cold work. 

S,A.E. Classification of Carbon Steels. — Although various 
professional societies and standardizing bodies have adopted 
standard specifications for steels for certain uses and have made 
standard classifications, those adopted by the A.S.T.M. and the 
S.A.E. are in most general use. Of these the S.A.E. classification 
and numbering system is most convenient. In this system, each 
carbon steel is designated by a series of four digits (Ixxx); the 
first digit being 1 for all carbon steels. 


Type of Steel Number 

Carbon steel ^ Ixxx 

Plain carbon lOxx 

Free cutting (screw stock) llxx 

Free cutting (manganese) X13xx 


The last two digits are used to indicate the carbon content in 
points or hundredths of 1 per cent. Thus, S.A.E. 1040 is a 
plain carbon steel containing approximately 0.40 (0.35 to 0.46) 
per cent of carbon. For each S.A.E. steel, permissible ranges in 
the content of manganese, phosphorus, and sulfur are specified.^ 
S.A.E. 1112 is a free-cutting steel containing approximately 0.12 
(0,08 to 0.16) per cent of carbon and 0.10 to 0.20 per cent of sulfur. 
X1330 is a manganese free-cutting steel containing 0.25 to 0.35 
per cent of carbon, 1.35 to 1.65 per cent of manganese, and 0.075 
to 0.15 per cent of sulfur. 

Carbon Steels as Engineering Materials. — In this section, the 
principal uses for various grades of carbon steel will be mentioned 
and the extent to which heat-treatments are used to obtain desirable 
properties will be indicated. For a description of the heat-treat- 
ments recommended for various grades in their various applications, 
the reader must consult the larger treatises.^ 

S.A.E, 1010-1025. — Enormous tonnages of these low-carbon 
steels are produced annually in the form of sheet, strip, rod, plate, 
pipe and other tubular products, wire, and structural shapes. With 
the exception of carburizing, annealing of cold-worked material, 
and occasional normalizing and quenching to improve raachina- 
bility, these steels are rarely heat-treated because heat-treatments 

i*'S.A.E. Handbook,” Society Automotive Engineers, Inc., New York. 
Metals Handbook,” 1939 ed. 

* ‘*S,A.E. Handbook.” Metals Handbook,” 1939 ed. Bullens, op. cit. 
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by direct quenching do not appreciably increase their hardness 
and strength. As has been mentioned (page 352), the hardness 
and strength of these low-carbon steels can be increased about 
20 per cent by cold working. 

S.A.E. 1010, containing as low as 0.05 per cent of carbon, is 
widely used in the form of sheet for the production of auto bodies 
and fenders by deep-drawing operations. Most tin plate, galva- 
nized sheet, enameling sheet, fence wire, nails, much pipe, and other 
tubular products are made from this grade of steel. For most of 
these products a good surface finish is required; hence, most of it 
is of the “ rimmed (page 308) variety. However, killed steel of 
this grade is used for some applications. 

S.A.E. 1020 and 1025 without heat-treatment find extensive use 
as boiler plate, pipe, and in the form of lower strength structural 
shapes. These grades are readily brazed, welded, and drawn, 
although they are not so suitable for deep drawing as S.A.E. 1010. 
These are standard carburizing grades of plain carbon steel for the 
production of fan blades, camshafts, wrist pins, and numerous 
forged and automatic parts where high strength is not essential. 
The higher manganese S.A.E. X1020 also is a carburizing grade, 
possessing better machining and hardening properties than S.A.E. 
1020 . 

S.A.E. 1030-1050. — ^These medium-carbon steels are heat- 
treated for many of their applications because of the desirable 
strength, ductility, hardness, machinability, or other properties 
that can be induced by proper treatment. S.A.E. 1030 is used for 
forged, machined, or cold-worked parts requiring higher physical 
properties than are possessed by the low-carbon steels. It is 
suitable for casehardening when the section is large and when core 
hardness is desired. Without appreciable heat-treatment, this 
grade is used for seamless tubing and higher strength plain-carbon 
structural shapes. S.A.E. 1035 is suitable for small and medium- 
sized forgings. In the form of wire and rod it is used for shafting, 
axles, connecting rods, brake levers, gears, etc. Some hard-drawn 
wire for coiled springs is also made from these grades. For these 
same applications S.A.E. 1060 is frequently used when the sections 
are large. 

In general these medium-carbon steels are an extremely impor- 
tant class of materials for the production of a large number of 
machinery and automotive parts. Without extensive heat- 
treatments, steels of this group find application in the form of 
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structural shapes, concrete reinforcing bars, and lightweight 
rails. 

S.A,E, 1060-1095. — These, together with a few steels of even 
higher carbon content, may be classed as plain high-carbon tool and 

Table 60 . — Some Uses for High-carbon Steels 


S.A.E. number 



1060 

1065 

1070 

1075 

1080 

1086 

1090 

1095 

Bumper bars 






X 

X 

X 

Dies, drop forging 

X 

X 

X 






Dies, metal cutting 





X 

X 

X 

X 

Disks, clutch 

X 


X 



X 



Disks, cultivator 




X 





Disks, harrow, plow, seeder 





X 


X 


Mower knives 






X 



Plow beams and shares 



X 

X 

X 




Railway car wheels 

X 

X 

X 

X 

X 




Railway rails (heavy) . 

X 

X 

X 

X 





Rake teeth 







X 

X 

Saws, circular 





X 

X 

X 


Saws, band 



X 

X 

X 




Shovels 





X 




Springs, clutch 

X 








Springs, coil 

j 

X 

X 

X ! 

X 




Springs, cushion 

X 








Springs, leaf 






X 

1 X 

> X 

Springs, seat 





1 • • 


X 

X 

Springs, valve 

1 

X 

X 

1 






Tools, carpenters^ ... ... 

X 

\ 

1 ^ 

X 

X 

X 

X 

X 

Tools, cold chisels 



X 

X 

X 




Tools, hammers 

X 

X 

X 

X 

X 




Tools, machinists’ (general) ... 

■ ‘ j 


X 

X 

X 

X 

X 

X 

Tools, punches ... 



' • i 


X 

X 

X 

X 

Tools, rock drills 



j 

' j 


X 

X 

X 

X 

Wire, hard-drawn, spring 


X 







Wire, music 






X 



Wire, structural 




X 

X 

X 




die steels because they are used extensively for tools and dies 
where high hardness is the chief requirement. The principal uses 
for these steels are indicated in Tables 60 and 61. 

Medium- and high-carbon steels are rarely used in the quenched 
and untempered condition because of their brittleness. By tem- 
pering, this brittleness may be relieved. If the tempering tempera- 
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ture is high enough to change the particle size of the carbide, the 
strength and hardness decrease, and the ductility increases in 
the tempering process. The higher the tempering temperature, 
the more pronounced are these effects. The conditions for quench- 

Tablb 61. — Some Uses for Carbon Steels Containing 1.0 Per Cent or 

More op Carbon 


Carbon % 


Uses 

1.0 

1.1 

1.2 

1.3 

1.4 

1.6 

1.6 

Over 

1.6 

Dies, metal cutting 

X 

X 

X 






Dies, thread cutting 


X 

X 






Dies, wire drawing 




X 

X 

X 

X 

X 

Files 



X 

X 





Razor blades 



X 






Saws, for cutting steel 






X 

X 


Springs 

X 

X 

X 






Tools, carpenters* 

X 

X 

i X 


1 




Tools, lathe 

X 

X 

X 






Tools, machinists* (general) 

X 

X 

X 






“Tools, stone cutting 




X 

X 




Tools, wood cutting 


X 

X 





i 


ing and tempering must therefore be adapted to the grade of steel 
and to the properties desired for a particular application. 

Low-alloy Steels 

If an element other than carbon is added to steel, not primarily 
for deoxidation (page 302), in sufl&cient amount to cause a desired 
specific effect, the product is called an alloy steel. Many metals 
and some nonmetals have been alloyed with carbon steel and in 
many cases the properties of the alloys have been studied. The 
most common alloying elements are Mn, Si, Ni, Cr, V, W, Mo, Cu, 
and P. Of the more commonly used elements the ranges of per- 
centages found in the low-alloy steels are shown in Table 62. 

Since 1910 hundreds of alloy steels have been developed con- 
taining from one to a half-dozen alloying elements. Of these, 
several hundred low-alloy steels, and probably an equal number of 
high-alloy steels, are still being produced. The present number is 
undoubtedly too large; nevertheless, alloy steels have attained an 
extremely important place in our industrial civilization. Without 
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Tabus 62 . — Common Alloying 
Mement 

Chromium 

Copper 

Manganese 

Molybdenum 

Nickel 

Phosphorus 

Silicon 

Vanadium 


Elements in Low-alloy Steels 

Percentage Range in 
Low-alloy Steels 

0 . 25 - 3.50 

0 . 15 - 1.50 

1 , 00 - 2.00 

0 . 15 - 0.50 

1 . 00 - 5.50 

0 . 06 - 0.15 

0 . 50 - 5.00 

0 . 15 - 0.25 


them, the modern airplane and streamlined train would be impossi- 
ble, and our automotive equipment would probably be twice as 
heavy and only half as efficient. The mofit convincing proof of the 
importance of alloy steels as engineering materials is found in the 
fact that year by year they constitute a larger percentage of our 
total steel production. About 75 per cent of the alloy steel produced 
is used by the aircraft and automotive industries. Any alloy steel 
costs more than a plain-carbon steel of equal carbon content and 
should be selected for a certain application only if, after considering 
such factors as weight, design, cost of fabrication, and expected life, 
the use of the alloy steel represents an economy. 

Low-alloy steels may be roughly classified into two groups, 
namely, (1) the low-alloy low-carbon high-strength steels (sometimes 
called the low-alloy structural steels^’) and (2) the low-alloy 
engineering steels. Of the latter group, some 70 or 80 have been 
included in the list of specified S.A.E. steels.^ 

Influence of Alloying Elements. — To be successful, an alloy steel 
must overcome one or more of the following disadvantages that are 
inherent in the plain-carbon steels: (1) The ductility of carbon 
steel decreases rapidly as carbon content is increased. (2) Opti- 
mum properties can be developed in carbon steels by heat-treatment 
only in small sections. (3) The physical properties of carbon 
steels deteriorate markedly with increase in temperature. (4) 
Plain-carbon steels are quite susceptible to chemical attack by the 
environment, especially at elevated temperatures. 

In the low-alloy steels the primary effects of alloying elements 
are (1) to harden and strengthen the ferrite and (2) to make possible 
the development of more desirable properties, such as improved 
hardenability. Alloying elements also may influence properties by 
exerting an effect on grain size and by carbide formation. A few 


iSec*‘S.A.E. Handbook.” 
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of the common alloying elements (especially Cr, Mo, W, and V) 
have strong carbide-forming tendencies. This property, however, 
becomes important chiefly in the high-alloy steels. 

The Low-alloy Low-carbon High-strength Steels. — During the 
past 10 years the major steel companies have made available a 
variety of low-alloy ‘‘tailor-made’^ steels of “balanced” composition 
which have a yield strength almost twice that of low-carbon steel. 
These steels also possess good weldability, high ductility, and usu- 
ally a superior resistance to atmospheric corrosion. These steels 
are produced in large tonnages and usually are given no heat- 
treatment except by controlling the cooling rate after hot rolling. 
In general they cost 15 to 50 per cent more than plain-carbon steels 
but, due to their higher yield strength, the size of sections can be 
reduced by 25 to 35 per cent with a resulting saving of 10 to 15 per 
cent in the cost of a stru’cture. They are being used extensively 
for building railway rolling stock, streetcars, trucks, busses, and 
similar structures. In general, these steels will contain 0.08 to 
0.40 per cent of carbon and will have yield strengths in the range 
45,000 to 80,000 psi and tensile strengths from 65,000 to 100,000 psi. 
The percentages of the alloying elements in a few of these steels 
are given in Table 63. 


Table 63. — ^Low-alloy High-strength Steels 


Trade name 

Percentage of alloying element 









Cr 

Cu 

Mn 

Mo 

Ni 

P 

Si 

Cor-ten 

0.50-1.50 

0.30-0.50 

0.10-0.60 



0.10-0.20 

0.50-1.00 

Hi-steel 


0.90-1.25 

0.50-0.70 


0.45-0 65 

0.10-0.16 

0.30 max. 

Jaloten 


0.40 min. 

1.25-1.75 



0.40 max. 

0.30 max. 

Konik 

0.07-0.30 

0.10-0.30 



0.30-0.50 



Man-ten 


0.20 min. 

1.25-1.70 



0.04 max. 

0,30 max. 

RD8-1 


0.50-1.60 

0.50-1.00 

0.10 min. 

0.50-1 00 

0. 10 max. 


Yoloy 


0.85-1.10 

0.30-0.00 


1 50-2,00 


0.10-0.25 










S.A.£. Low-alloy Steels. — There are two series of intermediate 
manganese steels: S.A.E. X13xx, which are the free-machining steels 
containing 1.35 to 1.65 per cent of manganese and 0.075 to 0.15 per 
cent of sulfur, and S.A.E. T13xx containing 1.60 to 1.90 per cent of 
manganese and 0.05 max. per cent of sulfur. The remainder of 
these S.A.E. low-alloy engineering steels may be classified under the 
headings: nickel steels (S.A.E. 2xxx), nickel-chromium steels (S.A.E. 
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3xxx), molybdenum steels (S.A.E. 4xxx), chromium steels (S.A.E. 
5xxx and Sxxxx), chromium-vanadium steels (S.A.E. 6xxx), 
chromium-tungsten steels (S.A.E. 7xxx), and silico-manganese 
steels (8.A.E. 9xxx). As in the plain carbon steels, the last two 
digits in the S.A.E. number are used to indicate the carbon content 
in hundredths of a per cent. The second dipt is used to indicate 


Table 64, — S.A.E. Low-alloy Enoikebring Steels 


S.A.E., 

Range in percentage of alloying element 

series 

Chromium 

Manganese 

Molybdenum 

20xx 


0.30-0.60 

V 

21xx 


0.300.60 

iNickel steels 

23xx 


0.300.90 

( 

25xx 


0.300.60 

; 

31xx 

0.45-0.75 

0.300.90 


32xx 

0.90-1.25 

0.300.60 

f Nickel-chromium steels 

33xx 

1.25-1.75 i 

0.300.60 

( 

34xx 

0.60-0.95 

0.300.60 


41xx 

0.80-1.10 

0.400.90 

0.15-O.26\ 

43xx 

0.300.80 

0.500.80 

0 . 15-0 . 40 f Molybdenum steels 

46xx 


0.400.80 

0.200.30J 

48xx 


0.400.60 

0.200.30/ 

51xx 

0.60-1.10 

0.300.90 

[ Chromium steels 

521xx 

1.20-1.50 

0.200.50 

s 

61xx 

0.80-1.10 

0.200.90 

0.15 min.* Chromium-vanadium steels 

72xx 

0.50-1,00 

0.30 

1 . 50-2 . 00 1 Chromium-tungsten steels 

92xx 


0.600.90 

1.80-2. 20 1 Silicon-manganese steels 


* Per cent of vanadium, 
t Per cent of tungsten, 
t Per cent of eilioon. 


the percentage of an alloying element. In all of these steels, 
maximum percentages for sulfur (usuall)^ 0.04 to 0.05 per cent) 
and for phosphorus (usually 0.03 to 0.04 per cent) are specified.^ 
The range of percentage of the alloying element or elements in 
each of the S.A.E. series of steels is given in Table 64. 

The S.A.E. low-alloy steels must be heat-treated to develop 
optimum physical properties. When properly treated, they com- 
bine high ductility with high strength. As has been mentioned, 
these steels are widely used in the construction of automotive 
equipment, aircraft, and various types of machines; especially for 

^ See “S.A.E. Handbook^’ for complete composition specifications. 
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highly stressed parts such as shafts, axles, gears, crankshafts, cam- 
shafts, and steering knuckles. 

Heat-treated low-alloy steels usually will possess yield strengths 
30 to 40 per cent higher, elongations 10 to 20 per cent higher, reduc- 
tions in area 35 to 40 per cent higher, and impact resistances about 
80 to 100 per cent higher than plain-carbon steels of the same 
tensile strength and hardness. These steels have lower critical 
cooling rates than plain-carbon steels. They are therefore deeper 
hardening (it is easier to harden large sections throughout), and oil 
quenching suffices to obtain high hardness and strength with less 
likelihoods of distortion and the development of high internal 
stresses. 

For guidance in the selection of the best steel for a given applica- 
tion and the heat-treatment that will develop optimum properties, 
the reader should consult’ the larger treatises.^ 

Silicon Electrical “Steels.” — Low-alloy steels containing up to 
5.0 per cent of silicon and very low in carbon and other impurities 
find important use in the construction of transformers, motors, and 
generators. Silicon, by increasing electrical resistance and by 
promoting grain growth, gives an alloy in which eddy and hysteresis 
losses are small in alternating-current machinery. A typical high- 
grade transformer sheet will contain 1.0 to 5.0 per cent of silicon, 
manganese under 0.10 per cent, phosphorus under 0.02 per cent, 
sulfur under 0.02 per cent, and carbon under 0.05 per cent. The 
ordinary physical properties obviously are not very important in 
steels for this application. 

High-alloy Steels 

The many high-alloy steels may for convenience be divided into 
three classes: (1) high-speed tool, die, and valve steels, which 
are usually high in tungsten or chromium, or both, and sometimes 
contain appreciable amounts of vanadium and silicon; (2) special 
high-alloy steels for specific applications in which unique wear 
resistance, thermal expansion, magnetic or electrical characteristics, 
or other properties are highly important; (3) corrosion- and heat- 
resisting steels containing chromium in the range 10 to 30 per cent, 
or containing nickel or other alloying elements along with chro- 
mium. Of these high-alloy steels only those listed in Table 65 are 
included in the S.A.E. classification. Steels of the first class listed 

I ''S. A.E. Handbook.^' '' Metals Handbook, 1939 ed. Williams, What 
Steel Shall I Use,'* American Society for Metals, Cleveland, Ohio (1941). 
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above will be discussed in the next section along with other tool and 
die steels. 


Table 65. — S.A.E. High-alloy Steels 



Percentage of alloying element 

S.A.E. no. 

Tungsten steels 

j 

Carbon 

Manganese 

Chromium 

Tungsten 

1 

71360 

0.50-0.70 

0.30 max. 

3.00-4.00 

12.00-15 00 

71660 

0.50-0.70 

0 . 30 max. 

3.00-4 00 

15.00-18.00 



Corrosion- 

and heat-resisting steels 



Carbon 

Manganese 

Silicon 

Chromium 

Nickel 

30905 

0.08 

0.20-0.70 

0 . 75 max. 

17.0-20.0 

8.0-10.0 

30915 

0.09-0 20 

0.20-0.70 

0 . 75 max. 

17.0-20.0 

8.0-10.0 

51210 

0.12 

0.60 

0 50 max. 

11.0-13.0 


X51410 

0.12 

0.60 

0 . 50 max. 

13 0-15.0 


51335 

0.25-0.40 

0.60 

0 50 max. 

12 0-14.0 


51510 

0.12 

0.60 

0.50 max. 

14.0-16 0 


51710 

0.12 

0.60 1 

0 . 50 max. 

16.0-18.0 



Special High -alloy Steels. — One of the oldest high-alloy steels is 
Austenitic manganese steel {Hadfield manganese steel) which contains 
1,0 to 1,3 per cent of carbon, and 11 to 14 per cent of manga- 
nese, This steel may be hot-rolled into various shapes, but it work- 
hardens to such an extent that it cannot be machined readily. Cold 
shaping usually must be accomplished by grinding. Manganese, 
in the amounts present in these steels, forms solid solutions with 
both alpha and gamma iron. It forms the carbide, (Fe, Mn)8C, 
probably a solid solution of MnsC in FeaC. Manganese lowers the 
Az point; with 13 per cent of manganese and no carbon, the alpha 
to gamma transformation temperature is 620®C. (1150®F.). The 
phase relations for these steels containing carbon are very similar 
to those for iron-carbon alloys except that all critical points are 
lowered. Furthermore, the presence of high percentages of manga- 
nese make all phase changes very sluggish. As a consequence 
these steels, at ordinary rates of cooling, consist largely of gamma 
solid solution (austenite) plus a little alpha solid solution and a 
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small amount of carbide. By reheating and quenching a completely 
austenitic structure may be obtained which possesses tensile 
strengths in the range 130,000 to 160,000 psi and a Brinell hardness 
of 180 to 220. Cold work causes a rapid increase in hardness to 
values as high as 550 Brinell. For this reason the high-manganese 
steels have exceedingly high abrasion resistance and find important 
use in the construction of grinders, crushers, crossovers, switches, 
frogs, steam-shovel buckets, and a variety of articles that must 
withstand pounding and abrasion. For these purposes the high- 
manganese steels will have several times the life of a high-carbon 
steel. 

Nickel, like manganese, forms solid solutions with both gamma 
and alpha iron, lowers the Az critical point drastically and greatly 
decreases the speed of phase changes. As a consequence, highly 
important magnetic, electrical, and expansion characteristics may 
be obtained in iron-nickel alloys by proper selection of composition 
and heat-treatment (page 248). 

Corrosion- and Heat-resisting Steels. — As has been mentioned, 
these steels contain chromium, either alone or together with nickel 
or other alloying elements. Only a few of these high-chromium 
and chromium-alloy steels have been included in the S.A.E. classifi- 
cation. However, a fairly comprehensive classification has been 
adopted by the American Iron and Steel Institute which includes 
the assignment of AJ.S.I. type numbers.^ The limitations of 
space permit a discussion of only the most important types of these 
steels and the most essential facts concerning their constitution, 
properties, and behavior. For convenience this group of steels 
may be divided into three subgroups: 

1. Steels containing 3.5 to 10.0 per cent of chromium with or 
without 0.5 to 4.0 per cent of molybdenum, nickel, silicon, or 
tungsten as additional alloying elements. These steels are more 
corrosion and heat resistant than the low-alloy steels containing 
chromium in the S.A.E. series 51xx, 521xx, 61xx, and 72xx. Sili- 
chrome, containing 0.5 per cent of carbon, 1.0 to 3.75 per cent of 
silicon, and 7.0 to 10.0 per cent of chromium, is resistant to the 
exhaust gases of engines at dull-red heat and is used for valves in 
automobile and airplane motors. Another steel of this group, con- 
taining 4.0 to 6.0 per cent of chromium, 0.40 to 0.75 per cent of 
silicon, 0.50 per cent of molybdenum, and about 0.10 per cent of car* 
bon, has found extensive use in oil refinery equipment. 

^ Camp and Fbamcis, 5th ed., p. 1007. Hbtbb, op, eit,, p. 477. 



ALLOYS OF IRON 


365 


2. Steels containing more than 10 per cent of chromium and 
not more than 2.0 per cent of another alloying element. These 
steels find many applications because of their corrosion- and heat- 
resistant qualities as indicated below: 

а. Low-carbon, high-chromium steels (“stainless irons con- 
taining 12 to 18 per cent of chromium and less than 0.14 per 
cent of carbon. Martensitic steels of this class are used for 
turbine blades, pistons, valves, etc. In the ferritic state, 
steels of this group are quite ductile and may be cold- 
worked to produce parts for auto trim, interior work, etc. 
The resistance of these steels to high temperature oxidation 
may be improved by the addition of moderate amounts of 
aluminum; their machinabiUty may be improved by the 
addition of sulfur, selenium, or molybdenum. 

б. Steels containing 0.20 to 0.60 per cent of carbon and 12 to 
17 per cent of chromium constitute the important group of 
stainless cutlery steels (martensitic). 

c. A group containing 12 to 18 per cent of chromium and 
0.70 to 2.0 per cent of carbon (martensitic) find consider- 
able use as tool, die, and valve steels. 

d. For superior oxidation resistance at high temperatures, 
steels have been developed w'ith chromium contents in the 
range 20 to 30 per cent. If these steels are to be hot- 
worked, the carbon content is held under 0.50 per cent. 

3. Steels containing more than 10 per centof chromium and more 
than 2 per cent of one or more other alloying elements. These 
steels possess superior corrosion and heat resistance, desirable 
mechanical properties, and satisfactory weldability — a combination 
of properties that makes them exceedingly important engineering 
materials. By far the most important steel of this group is the 
famous 18 per cent chromium, 8 per cent nickel, low-carbon steel, 
known to metallurgists and other engineers as “18-8.'' The 
susceptibility to intergranular corrosion in 18-8 is offset in the 
“stabilized 18-8” steels by the addition of small percentages of 
molybdenum, titanium, or columbium. In 1939, 78,000 tons of 
18-8 were produced in the United States, a fourfold increase over 
the production in 1929. 

Constitution and Properties of IronHdiromium-oarbon Alloys, — 
As is evident from Fig. 76, chromium dissolves completely in carbon- 
free iron to the extent of slightly over 30 per cent at ordinary 
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temperature, and to higher percentages at higher temperatures. 
The addition of chromium to iron drastically lowers the A a point. 
Up to about 7.0 per cent, the addition of chromium also lowers the 
A 3 point in iron; but further additions raise Az until at about 12 per 
cent of chromium -4 3 and A\ merge, yielding the gamma loop^’ 
type of diagram which is characteristic of several of the binary 
systems in which iron is one component (iron with aluminum, 



Fio. 76. — The iron-chromium phase diagram. {From Kinzel and Crafts, Alloys 
of Iron and Chromium,'* Vol. II, McOraw^HUl Book Company, Inc,) 

molybdenum, silicon, tantalum, titanium, tin, tungsten, or 
vanadium). 

By reference to the diagram, it is evident that an iron-chromium 
alloy containing 10 per cent of chromium in the form of alpha solid 
solution at room temperature, if very slowly heated, will change to 
gamma solid solution at 900°C. (1650°F.), and then to alpha solid 
solution at 1200°C. (2350‘‘F.). A 15 per c^t chromium alloy lies 
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outside the gamma loop and would remain alpha solid solution at 
all temperatures up to the melting point, i.e., no phase changes occur 
on heating or cooling. If carbon is added to these iron-chromium 
alloys, the limit of the gamma loop is moved to higher chromium 
concentrations; whereas the limit of the loop extends to 12 per cent 
chromium with negligible carbon, it extends to 18 per cent chromium 
when the carbon is raised to 0.40 per cent. Furtht^rmoro, the addi- 
tion of carbon causes an increase in the distance between the inner 
and outer loop, z.c., the area of the t wo-phase alpha + gamma region 
is increased. It also is important to recognize that chromium 
forms carbides which with iron carbide form mixed carbides, 
(Cr, Fe) 7 C 3 and (Cr, Fe) 4 C, in the commercial high-chromium 
steels. These carbides, like iron carbide, have considerable solu- 
bility in gamma iron but little solubility in alpha iron. 

The foregoing facts, added to the knowledge that chromium 
retards the rate of austenite transformation, provide the basis for 
discussing the heat-treating characteristi(*s of high-chromiurn steels. 
Clearly, if the chromium and carbon contents of a steel are such 
that it lies outside the gamma loop at all temperatures (for example, 
16 per cent of chromium and 0.06 per cent of carbon), the steel will 
remain ferritic at all temperatures. Such high-chromium steels 
are relatively soft and ductile and cannot be hardened by heat- 
treatment. On the other hand, steels of such chromium and carbon 
contents that they fall within the gamma loop at elevated tempera- 
tures will respond to heat-treatment. The cutlery steels, containing 
12 to 16 per cent of chromium and 0.20 to 0.60 per cent of carbon 
serve as examples. When heated to temperatures above about 
980’"C. (1800°F.), alpha solid solution changes to gamma solid 
solution and the carbides dissolve to form a high-chromium aus- 
tenitic phase. Due to the high-chromium content, the critical 
cooling rate will be so low that these steels can be completely 
hardened (transformed to martensite) by quenching in oil, or even 
in air (air hardening). When these steels are cooled slowly, the 
austenitic phase decomposes into pearlite and excess ferritic phase 
or excess carbide, depending upon the carbon content. With high 
chromium the eutectoid composition is found to be at much lower 
carbon contents than in the plain-carbon steels. Thus, with 12 
to 14 per cent of chromium an entirely pearlitic structure is obtained 
at very low rates of cooling when the carbon content is 0.30 to 
0.40 per cent, whereas the eutectoid plain-carbon steels contain 
0.83 per cent of carbon. The higher carbon, high-chromium steels 
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are therefore hypereutectoid in type, and may, by proper heat- 
treatment, be given a microstructure involving excess hard carbide 
particles which impart the wear resistance desirable in tool and 
die steels. 

The steels containing 20 to 30 per cent of chromium will be 
ferritic at all temperatures if their carbon contents are less than 
0.60 to 0.80 per cent (25 per cent chromium steel is ferritic at all 
temperatures if it contains less than 0.70 per cent of carbon), and 
these steels will not respond to heat-treatment. 

Chromium has only a moderate strengthening effect on ferrite. 
As a consequence, the physical properties of annealed high-chro- 
mium low-carbon steels are not greatly superior to those of low- 
carbon steel. Owing, however, to the inhibitive effect of chromium 
on the rate of austenite transformation, very desirable physical 
properties may be developed by heat-treatment of the high-chro- 
mium steels which lie within the gamma loop at elevated tempera- 
tures. These statements are supported by the data in Table 66. 


Table 66. — Physical Properties or Plain Low-carbon and High-chromium 

Low-carbon Steels 


Steel 

Treatment 

Tensile 

strength, 

psi 

Yield 

strength, 

psi 

Elon- 
gation 
in 2 
in., % 

Reduc- 
tion of! 
area, 

% 

Brinell 

hard- 

ness 

% c 

% Cr 

0.10 

0 

Annealed 

50,000 

38,000 

44 


90 

0.10 

15.5 

Annealed 

75,000 

42,000 

33 


148 

0.10 

15.5 

Quenched and 








tempered at 








205^0. (400‘*F.) 

170,000 

160,000 

8 

18 

363 



315°C. (600°F.) 

168,000 

160,000 

10 

20 

363 



425^*0. (SOO^F.) 

166,000 

160,000 

15 

45 

363 



540‘>C. (lOOO^’F.) 

160,000 

148,000 

18 

46 

363 



eSO^’C. (1200"F.) 

90,000 

83,000 

21 

50 

200 


Constitution and Properties of Iron-chromium-nickel Alloys. — 

As was mentioned previously, nickel lowers Aa in iron and decreases 
the ‘^critical cooling rate.'' It has little effect on A4, and therefore 
as nickel is added to iron the area of the region in which gamma 
solid solution is stable is increased. Chromium, on the other hand, 
tends to restrict the gamma solid solution region (Fig. 76). When 
niekel is added to an iron-chromium alloy, it will enlarge the region 
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in which gamma solid solution is stable. This will be apparent 
from an examination of the sections of phase diagrams shown in 
Fig. 77. The lower left-hand section of the figure shows that in 
an iron-chromium alloy containing 18 per cent of chromium and 
low carbon, alpha solid solution is stable at all temperatures up to 
the melting point. However, if 8 per cent of nickel is added to 
this alloy, it may all be converted into gamma solid solution if the 
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Fig. 77. — The effect of nickel on the constitution of iron-chromium alloys. {'^Metals 
Handbook 1939 ed,, American Society for Metals.) 

temperature is raised above about 700°C. (1290°F.). By holding 
for a sufficient time at temperatures above 700°C., low-carbon 
“18-8^^ may therefore be converted completely to austenite. If 
the alloy is then cooled sufficiently slowly, it should begin to trans- 
form to alpha solid solution and the transformation should be 
complete at about 350°C. (660®F.). However, both chromium and 
nickel strongly depress the rate of phase transformation with the 
result that only a small amount of alpha solid solution is formed 
in ordinary slow cooling, and it is easy to cool rapidly enough so 
that the alloy will be entirely austenitic at room temperature. 
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Austenitic 18-8, as low as possible in carbon, is about twice as 
strong as plain carbon steel of the same carbon content, is ductile 
enough to be readily formed cold into a variety of useful articles, 
and it may be welded, riveted, and soldered. Owing to its high 
electrical and thermal resistance, spot welding has been especially 
useful as a method of fabrication. 

Resistance of High-chromium Steels to Corrosion and High- 
temperature Oxidation. — The resistance of high-chromium steels 



Fia. 78. — The effect of chromium on the resistance of steels to oxidation at 1000®C. 

(1830®F.). {From **Book of Stainless Steels,'* American Society for Metals.) 

to corrosion at ordinary temperatures by the usual aqueous and 
atmospheric environments, and by many chemicals, is discussed 
in Chap. IX, The resistance of high-chromium steels to oxidation 
at elevated temperatures (scaling) accounts for many of their 
industrial applications. In general, the resistance to high-tempera- 
ture attack increases with the chromium content in a rather irregular 
manner as indicated in Fig. 78. 

Iron-chromium-nickel alloys, such as 18-8 and alloys still higher 
in nickel and chromium, a few iron-chromium-aluminum alloys, 
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and some iron-chromium-nickel alloys containing small percentages 
of one or more additional elements (tungsten, molybdenum, titanium, 
copper, or silicon) possess even better resistance to high-temperature 
attack and to many corrosive environments at ordinary tempera- 
tures than the plain high-chromium iron alloys. 

The deleterious effect of precipitated iron-chromium carbides, 
which make high-chromium steels susceptible to intergranular 
corrosion, the difficulty of producing low-carbon, high-chromium 
steels, and the advantages gained by stabilizing the carbides by 
the addition of titanium, molybdenum, or columbium to high- 
chromium steels are discussed in Chap. IX. Finally, it should be 
mentioned that the addition of sulfur or selenium to improve the 
machinability of a high-chromium steel will also make the steel 
less resistant to corrosive environments. 

Creep Resistance of High-alloy Stoels. — It long has been known 
that metals and alloys will deform plastically, or creep, if stressed 
even helow the yield strength at sufficiently high temperatures. 
Indeed, many soft and ductile metals and alloys will deform plasti- 
cally when stressed at ordinary temperatures; lead, for example, 
will flow under its own weight. Up until 15 or 20 years ago, the 
temperatures and pressures involved in power-generating and 
processing equipment were low enough so that no appreciable 
plastic deformation occurred when plain-carbon steels and other 
high-melting alloys were used as materials of construction. In 
recent years, to gain increased energy efficiencies and to make 
possible various desirable chemical processes, higher temperatures 
and pressures have been used in all sorts of industrial equipment 
from boilers, superheaters, and turbines to petroleum refinery 
units and synthetic ammonia plants. Turbine failures emphasized 
the fact that steel, at the temperatures involved, will creep under 
stresses lower than the values that were considered conservative in 
good design. 

The realization that resistance to creep is a factor of prime 
importance in the selection of materials of construction and in design 
has provided the impetus for a great amount of research in this 
field during the last 15 years. The present state of our knowledge 
of creep has been summarized by Gillette in his Howe Memorial 
Lecture. The following statements seem important in considering 
the engineering aspects of creep: 
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1. A metallic material which is to be used in equipment operating 
at elevated temperatures under stress should 

а. Be resistant to oxidation or other forms of chemical attack 
by the environment. 

б. Have a stable structure that will remain relatively 
unchanged under the prevailing stress and temperature. 

c. Withstand the imposed stress with a harmless amount of 
distortion for the useful life of the equipment. As one 
extreme, Gillett mentions turbine disks which should not 
stretch more than 0.2 per cent in an estimated life of 25 
years (200,000 hr.). This means that for this application, 
the permissible rate of creep is of the order of 1/100,000,000 
in. per in. per hr. at the temperatures and stresses involved. 
In many other applications much larger distortions would 
not cause failure within the estimated useful life of the 
equipment. 

d. Withstand momentary overloads at the usual operating 
temperature and fluctuations in temperature for short 
periods at normal loads. 

2. No short-cut'' methods have been successful in evaluating 
the creep characteristics of materials. All attempts to predict 
creep characteristics from short-time physical tests at temperature 
have failed. The only reliable creep data have been obtained by 
long-time tests that actually measure the amount of creep under 
applied stress at carefully controlled temperatures. Creep 
testing requires elaborate equipment and much time and hence is 
expensive. 

3. There is no such thing as a ‘^creep limit" or ‘'limiting creep 
stress"; f.e., at a fixed temperature for a given material, there is 
no limiting stress below which creep will not take place. 

4. Creep as a function of time under constant stress and at 
constant temperature may be divided into three stages: 

a. The initial stage, which has been called the period of stress 
distribution and during which there is a relatively large 
deformatiom 

h. The second stage in which slip (p. 223) is uniform (constant 
rate of creep) and much smaller in magnitude than in the 
initial stage. 
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c. The final stage in which rate of creep may increase, remain 
essentially the same, or decrease. 

The behavior of a material in the second stage is the most impor- 
tant from the standpoint of engineering applications, but the 
^behavior in this stage cannot be predicted from the behavior in 
the initial stage. For this reason short-time creep data are of 
little value. 

5. Killed steel has a better creep resistance than rimming steel 
of the same composition. 

6. Among ordinary steels, those of coarse austenite grain size 
have better creep resistance than comparable steels of fine grain 
size. However, grain size seems to huve little influence upon the 
creep characteristics of the austenitic high-alloy heat-resisting 
steels such as 18-8. 

7. Carbon and most low-alloy steels containing lamellar pearlite 
possess better creep resistance than comparable steels in which the 
carbide is spheroidized. 

8. The creep strength of carbon steels can be increased by 
adding a carbide stabilizer such as molybdenum. Of the low-alloy 
steels, the molybdenum and the chromium-molybdenum steels 
probably have the best creep characteristics. 

9. Fortunately, the alloy steels that have outstanding resistance 
to oxidation at elevated temperatures also possess excellent creep 
strengths at elevated temperatures. As a consequence, 18-8 and 
steels containing still higher percentages of chromium and nickel, 
and sometimes one or more additional elements (tungsten, molyb- 
denum, silicon, etc.) in small percentages are finding wide applica- 
tion under high-temperature, high-stress service conditions. 

The creep characteristics of a material at any temperature are 
expressed by stating the creep stress required to produce a certain 
percentage of elongation in a fixed time; usually pounds per square 
inch required to produce an elongation of 1 per cent in 10,000 hr., or 
an elongation of 1 per cent in 100,000 hr. at a specified temperature. 
Thus, the creep stress required to produce 1 per cent elongation in 
10,000 hr. at 650°C. (1200®F.) is 800 psi for killed, plaincarbon 
steel; 1,800 psi for 0.6 per cent molybdenum steel; 1,800 psi for 
low-carbon, 15 to 18 per cent chromium steel; and 8,000 psi for 
18-8, 25-20, and 20-30 chromium-nickel steels. In general, the 
high-chromium, high-nickel austenitic steels are more resistant to 
creep at 820®C. (1610®F.) than are the plain-carbon steels at 
660®C. (1200®F,). 
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Tool and Die Steels 

In a study of the historical evolution of our present civilization 
one might well divide the study into epochs on a basis of the mate- 
rials used as tools in each historical period: the order would be stone, 
copper, bronze, iron, steel, and finally high-speed and other alloy 
steels. We are living in the high-speed tool age. Modem tool 
steels have an importance to civilization that greatly exceeds 
their relative tonnage in production. This is evidenced by the 
fact that the most serious bottleneck in our present (1940-1941) 
frenzied attempt greatly to expand production in all lines is our 
shortage of machine and other tools. Parenthetically, one might 
observe that our present-day efficient machines are not an unmixed 
blessing because their widespread use has also brought difficult 
social and economic problems. 

Intelligent care in the manufacture, care in the selection and 
control of heat-treatment, as well as composition, are important 
in the production of steels of **too\ steel quality.'^ Moreover, such 
steel products as dies for hot or cold forming, ball and roller bearings, 
races, and valves are made from steels that have the same composi- 
tion and have been given about the same heat-treatments as tool 
steels. These products, therefore, must be fashioned from steel 
of tool steel quality. Many commercial plain-carbon steels have a 
composition essentially identical with certain plain-carbon tool 
steels. It is therefore difficult to define the term ^'tool steeP’ 
and there seems little hope of improving upon the classification 
of tool steels on a basis of composition as given by Gill and repro- 
duced in Table 67. The characteristics of the principal types of 
tool steel as summarized by Gill are given in Table 68. 

The properties that should be possessed by cutting and shearing 
tools are high hardness, wear resistance, stability of structure at 
the temperatures attained on the cutting edge of a tool, sufficient 
toughness to withstand chipping and breakage, and resistance to 
distortion and cracking in heat-treatment. Forming tools in 
general must have most of the characteristics of cutting tools and 
must have resistance to deformation and cracking under sudden 
temperature changes during use. 

Plain High-carbon Tool Steels. — These steels, because of their 
low cost, are widely used for certain purposes in spite of the fact 
that they possess low wear resistance, are shallow hardening, have a 
low resistance to softening at elevated temperatures, and are more 
susceptible to distortion in quenching compared to the alloy tool 



Table 67. — Classification of Tool Steels According to Chemical Composition* 
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$ May contain cobalt and/or molybdenum. 
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steels. In general, high-carbon tool steels must be tempered after 
quenching at temperatures below 370®C. (700®F.) if hardness is 
to be retained, and these steels are not satisfactory for service in 
which the cutting edge of the tool exceeds the above temperature. 
The principal uses for high-carbon steels of tool steel quality have 
already been indicated (page 357). Since one cannot obtain marked 
toughness along mth high hardness in plain high-carbon steels, 
compositions and heat-treatments must be selected that give the 
best combination of properties for a particular application. The 
microstructure sought in the heat-treatment of these steels consists 
of small carbide particles dispersed in a martensitic matrix. 


Table 68. — Characteristics of Principal Types op Tool Steels* 


Type 

no. 

Usual 

working 

hardness, 

Rockwell 

C 

Resist- 
ance to 

wear 

Tough- 

ness 

Distor- 
tion in 
heat- 
treat- 
ment 

Resist- 
ance to 
soften- 
ing at 
elevated 
temper- 
ature 

Quench- 

ing 

medium 

Depth 
of hard- 
ening 

1 

t 

Low 

t 

High 

Low 

Water 

Shallow 

2 

t 

Low 

t 

High 

Low 

Water 

Shallow 

3 

t 

Low 

t 

High 

Low 

1 Water 

Medium 

4 

58-62 

Low 

Medium 

Low 

Low 

Oil 

Medium 

5 

50-57 

Medium 

Medium 

Medium 

Medium 

Water 

Medium 

6 

62-65 

Medium 

Medium 

Low 

Low 

Oil 

Medium 

7 

^55 

Medium 

High 

Low 

Medium 

Oil 

Medium 

8 

63-66 

Medium 

Low 

High 

Medium 

Water 

Deep 

9 

45-50 

Medium 

Medium 

Low 

Medium 

Air or oil 

Deep 

10 

45-55 

Medium 

Medium 

Low 

High 

Air or oil 

Deep 

11 

43-50 

Medium 

Medium 

Low 

High 

Air or oil 

Deep 

12 

58-66 

High 

Low 

Low 

High 

i Air or oil 

Deep 

13 

62-66 

High 

Low 

Low 

High 

Air or oil 

i 

Deep 


♦From Gill, “Tool Steels,*’ American Society for Metals, Cleveland, Ohio, 
t Depends upon carbon content and heat-treatment. 


Manganese Tool and Die Steels. — ^Steels of this class (type 4, 
Table 67), owing to the effect of manganese on the critical cooling 
rate, can be hardened by oil quenching and thus are less liable to 
distortion and cracking in heat-treatment. Sometimes these steels 
are modified by the addition of 0.10 to 0.25 per cent of vanadium 
to reduce their tendency to grain growth. Other modifications 
consist in reducing manganese to 1.2 to 1.4 per cent and adding 
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0.5 per cent of chromium and 0.5 per cent of tungsten, or in reducing 
manganese to 1.0 per cent and adding 0.75 per cent of chromium. 
The latter steels are not so susceptible to quench cracking as the 
higher manganese varieties but they also possess a lower hardness. 

Owing to their reasonable price and moderately desirable prop- 
erties, these steels are widely used as dies for molding plastics, 
stamping dies, punches, thread-rolling dies, and as master tools 
and gauges. Because of their wear resistance, toughness, and 
low cost, the silicomanganese steels, (type 5, Table 67), S.A.E. 
9255 and 9260 have been used for punches, chisels, and shear 
blades. These steels are intermediate between plain carbon and 
higher manganese steels in hardeaability and must be water 
quenched. 

Low-chromium and Low-tungsten Tool and Die Steels. — These 
steels (types 6 to 9, Table 67) are fair to deep hardening and are 
not very susceptible to distortion and cracking in heat-treatment. 
It is possible in general to develop a better combination of hardness 
and toughness in these steels than is possible with the plain high- 
carbon tool steels. They are not, however, resistant to tempering 
and the steels of this group soften when the cutting edge of a tool 
reaches temperatures in the range 150 to 315°C. (300 to 600®F.). 
Nevertheless, these steels find important use as taps, reamers, 
chisels, punches, shear blades, some dies, and cutting tools for 
smooth finishings at low speeds and feeds. 

High-tungsten and High-chromium Tool and Die Steels. — All 
steels of this group are deep hardening and may be hardened by 
quenching in oil or air. The steels of type 10 (Table 67) retain 
their hardness at temperatures as high as 595^C. (1100°F.) and 
are used for forging dies, shears, and punches for hot-working metals 
and even as permanent molds for die-casting nonferrous alloys. 
Steels of type 1 1 retain their hardness up to working temperatures 
of about 450°C. (840^F.) and are used as permanent molds for 
die-casting aluminum alloys and in some instances as forging dies. 
Steels of type 12 are widely used as die steels because of their high 
hardness, which is retained up to 480®C. (900°F.), and their superior 
wear resistance. 

High-speed Steel. — The first high-speed steel was developed 
in America by Taylor and White in 1898. Since that time there 
has been a slow but steady evolution in the quality and applications 
of these remarkable tool steels. Their great virtue lies in the fact 
that they retain their hardness at red heat and permit machining 
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at high speeds with heavy cuts. Many modern production rates 
would be impossible without these high-speed tool steels. The 
composition ranges of the principal types of high-speed steel as 
summarized by Gill are given in Table 69. 


Table 69. — Composition of High-speed Steels 


Type 

Composition, % 

C 

W 

Cr 

i 

V 

Mo 

18-4-1 

0.56-0.75 

17.00-19.00 

3.50-4.50 

0.7&-1.25 


20-4-1 

0.55-0.75 

19.00-21.00 

3.75-4.50 

0.75-1.25 


14-4-2 

0.55-0.75 

13.00-15.00 

3.504.50 

1.75-2.25 


18-4-1 Mo 

0.65-0.85 

17.00-19.00 

3.504.50 

1.75-2.25 

0.40-0.90 

Molybdenum 

0.55-0.75 

2.00- 4.00 

3.504.50 

0.75-1.25 

6.00-9.00 


Equally, if not more, important than composition is the heat- 
treatment whereby the important properties are developed in these 
steels. The usual treatment consists in heating the tool slowly 
to about 815®C. (1500°F.), then rapidly to a little below the melting 
point. (Incidentally, heating to this temperature would ruin a 
plain-carbon or low-alloy steel.) With most modern compositions, 
this top temperature lies in the range 1205 to 1285°C. (2200 to 
2350®F.). After holding at the high temperature for a sufficient 
time, the steel is quenched in oil, or sometimes in air, and then 
tempered immediately by reheating at 540 to 620°C. (1000 to 
1150°F.). Temperatures, time at temperature, rates of heating, 
and rates of cooling must be carefully determined and controlled 
to develop the most desirable properties in a steel of given composi- 
tion. Relatively small departures from a standardized prac- 
tice may cause undesirable variations in quality and general 
performance. 

Properly treated high-speed steels are hard and strong, but rela- 
tively brittle at room temperature. They, in general, retain their 
hardness at temperatures up to 595 to 650°C. (1100 to 1200°F.). 
The cutting performance of high-speed steel may be as much as 
fifty times that of plain high-carbon steel. 

The recently developed molybdenum high-speed steels have the 
advantage of being cheaper and the disadvantage of being harder 
to heat-treat and more difficult to make and forge. Approximately 
85 per cent of the high-speed steel produced is type 18-4-1 (Table 
69). 
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No short-time test has yet been evolved that is satisfactory for 
evaluating the relative merits of the various brands of tool steels. 
Relative merit for a particular type of work can best be evaluated 
by a statistical study of the performance of various brands over a 
long time. 

Cast Irons 

Any iron-carbon alloy that contains more than 1.7 per cent of 
carbon is called a cast iron. Actually, most cast irons of engineering 
importance contain carbon in the range from 2.0 to 4.0 per cent. 
Ordinary plain cast irons also will contain 0.05 to 0.20 per cent of 
sulfur, 0.5 to 3.0 per cent of silicon, 0.50 to 1.0 per cent of manganese, 
and 0.10 to 1.0 per cent of phosphorus. The solidification of cast 
iron from the melt has already been discussed (page 316). Since 
most commercial cast irons contain less than the eutectic carbon 
concentration (4.3 per cent of carbon), the iron after solidification 
will consist of primary proeutectic saturated austenite and the 
eutectic of saturated austenite and cementite (ledeburite). The 
presence of silicon in iron brings the iron-carbon eutectic to lower 
carbon concentrations; thus, with 3.0 per cent of silicon, the eutectic 
carbon concentration is only 3.50 per cent. It is possible, therefore, 
that the higher-silicon, higher-carbon cast irons will after solidifica- 
tion consist of proeutectic cementite and ledeburite. As solidified 
cast iron is cooled, more cementite is formed by its precipitation 
from the austenite solid solution (proeutectoid cementite). When 
the eutectoid temperature is reached, austenite transforms into 
pearlite (eutectoid of ferrite and cementite). Silicon is soluble 
in CL iron and will be present in cast iron at ordinary temperatures 
in solid solution in the ferrite. Phosphorus forms the compound 
FeaP which is slightly soluble in ferrite; however, when phosphorus 
exceeds 0.1 per cent, FeaP forms a eutectic with iron (steadite) which 
is easily recognizable as a microconstituent. 

In the foregoing discussion it has been assumed that the cast 
iron is of such composition and has been treated in such a manner 
that cementite does not decompose to iron and graphite. Under 
these circumstances, cast iron at room temperature would be made 
up of ferrite and cementite. The total cementite would consist 
of eutectoid cementite in pearlite, proeutectoid cementite precipi- 
tated from austenite above the eutectoid temperature, eutectic 
cementite from the ledeburite, and possibly some proeutectic 
cementite (if the iron contains more than the eutectic carbon 
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concentration). It must be remembered, however, that cementite 
is unstable at all temperatures below the solidification temperatures 
of iron-carbon alloys and it will therefore, to a greater or less extent, 
depending upon the composition, rate of cooling, and heat-treat- 
ment, decompose into iron and graphite (graphitization). Carbon 
remaining in the form of cementite is referred to as combined carbon 
and that in the form of graphite is called free carbon, Silicon has a 


Table 70. — ^Typical Analyses op Commercial Cast Irons 


Use 

Per cent 

C (total) 

Si 

Mn 

P 

S 

Auto cylinders 

3.25 

2.25 

0.65 

0.15 

0.10 

Auto pistons 

3 35 

2.25 

0.65 

0.15 

0.10 

Auto castings (general) 

3.40 

2.60 

0.65 

0.30 

0.10 

Auto piston rings 

3.50 

2.90 

0.65 

0.50 

0.06 

Machinery iron : 

Light sections , 

3.25 

2.25 

0.50 

0.35 

0.10 

Medium sections 

3.25 

1.75 

0.50 

0.35 

0.10 

Heavy sections 

3.25 

1.25 

0.50 

0.35 

0.10 

Water pipe: 

Light and medium 

3.60 

1.75 

0.50 

0.35 

0.08 

Heavy 

3.40 

1.40 

0.50 

0.80 

0.08 

Plowshares, chilled 

3.60 

1.25 

0.50 

0.40 

0.10 

Plow moldboards ; 

3.75 

0.85 

0.50 

0.40 

0.10 

High-strength iron, plain 

2.75 

2.25 

0.80 

0.10 

0.09 

Heat-resistant iron, pots, and kettles . . 
Caustic pots, plain 

3.50 

3.60 

1.15 

1.00 

0.80 

0.75 

0.10 

0.20 

0.07 

0.07 

Ingot molds 

3.50 

1.00 

0.90 

0.20 

0.07 

Car wheel iron 

3.35 

0.65 

0.60 

0.35 

0.12 

Pressure cylinder, air and ammonia 

Valves and fittings 

3.25 

3.30 

1.25 

2.00 

0.65 

0.50 

0.20 

0.35 

0.10 

0.10 



very pronounced effect in promoting graphitization; manganese 
tends moderately to hold more carbon in the combined form, and 
sulfur shows a marked effect in opposing graphitization. 

The chemical composition of cast iron may be controlled (1) 
by selection of pig iron, (2) by adjustment of the relative amounts 
of pig iron, cast-iron scrap, steel scrap, and other additions in the 
charge of the cupola or air furnace (page 387) and (3) by ladle 
additions to the molten iron. Unlike the practice in steelmaking, 
very little effort is made to adjust the composition of cast iron by 
chemical reactions during the melting process. The recommended 




ALLOYS OF IRON 


381 


analyses^ of plain cast irons for some of the most common engineer- 
ing applications are given in Table 70. 

As has been mentioned previously, cast iron cannot be formed 
into desired shapes by the mechanical processes of forging (hammer- 
ing or pressing) or rolling at any temperature. It must be formed 
by casting into molds and, if necessary, machining operations on 
the solidified material. The processes of melting, molding, and 
casting are described in Chap. VIII. 

Cast iron in which most of the cementite has dissociated into 
iron and graphite has a gray-black fracture and is therefore known 
as gray cast iron. Iron that contains practically all of the carbon 
as combined carbon has a silvery white fracture and is called white 
cast iron. In intermediate irons, containing roughly half of the 
carbon as graphite, the other half being combined, the fracture 
possesses a mottled appearance, and the name mottled cast iron is 
hence applied. As might be expected, mottled cast iron has 
properties that are intermediate between those possessed by white 
cast iron and by gray cast iron. 

White Cast Iron. — To produce a white iron, silicon must be low 
and rates of chill must be high. As carbon is increased, the lower 
the upper limit for silicon if the carbon is to be retained in the 
combined form.^ White irons are very hard and brittle and 
practically unmachinable. As a consequence, white cast iron has 
little engineering importance except (1) as an intermediate material 
in the production of malleable cast iron (page 383) and (2) as a thin 
surface layer produced by rapid chill on the surface of a casting 
which is composed of the softer, tougher gray cast iron in the 
interior. The latter are known as chilled castings and are widely 
used as rolls and dies when surface hardness and wear resistance 
are needed. 

Gray Cast Iron. — Roughly 95 per cent of all iron castings are of 
gray cast iron. Low cost, ease of melting, ease of machining, 
notch insensitivity, high damping capacity, and high compressive 
strength are its principal properties, and account for its wide use 
as an engineering material. The compositions for many of the 
important uses have been given in Table 70. Gray cast iron is 
of course much inferior to steel in tensile strength, toughness, and 
ductility. In spite of these shortcomings which make it unsuitable 

^ Metals Handbook,” 1939 ed., p. 360. 

* See the Maurer diagram for oast iron in Sisco, ** Modem Metallurgy for 
Engineers,” p. 199, Pitman Publishing Corporation, New York (1941). 
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for many applications, between 5 and 6 million tons of gray iron 
castings are made in the United States each year. 

The structure of a gray cast iron normally consists of a pearlitic 
steeHike matrix, consisting of ferrite and undecomposed cementite, 
in which graphite is dispersed. The properties of a cast iron will 
depend upon the relative amount, composition, and structure of 
the steely matrix and upon the sizes and shapes of the graphite 
particles dispersed in the matrix. These matters, and hence the 
properties of a cast iron, may be controlled by (1) control of com- 
position, (2) control of rate of cooling, and (3) proper heat-treatment 
after the initial cooling. Graphite particles prevent continuity 
of the grains of the steel-like matrix and as they increase in size 
and become more platelike, the strength of the iron decreases and 
the brittleness increases. The problem of producing high-strength 
cast iron is therefore one of obtaining a structure that consists of a 
steel-like matrix containing considerable pearlite with the free carbon 
(graphite) finely dispersed within this matrix. By application of 
our improved knowledge of how to attain these desirable structures, 
it has been possible to produce gray iron castings with tensile 
strengths of 50,000 psi, whereas 20 years ago the average tensile 
strength was only 25,000 psi. 

Several methods have been used to control the size of graphite 
particles in gray iron castings: (1) Melt iron of white iron composi- 
tion and add powdered silicon or calcium silicide as a graphitizer 
just before the castings are poured. (2) Just before casting, mix a 
proper amount of gray iron from one cupola with w^hite iron from 
another cupola. (3) Superheat the molten gray iron to a tempera- 
ture considerably above the normal casting temperature. (4) Pour 
a low-silicon iron (which normally would yield a white iron) into 
a preheated mold. (5) Make proper additions of alloying elements 
(alloy cast irons). By modern methods it is possible to produce 
various classes of gray iron castings which possess average properties 
with the following ranges: tensile strengths, 18,000 to 55,000 psi; 
compressive strengths, 65,000 to 160,000 psi; shear strengths, 27,000 
to 61,000 psi; endurance limits, 8,000 to 25,000 psi; and Brinell 
hardness numbers, 120 to 270. 

Alloy Cast Irons. ^ — The possibility of controlling and improving 
the mechanical properties of gray cast iron by alloy additions has 
been mentioned. Chromium, copper, molybdenum, nickel, and 
possibly a few other elements, alone or in various combinations, 

1 Mbbica, TranB. A.LM.E,, 125, 13 (1937). Howe Memorial Lecture. 
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have been used for this purpose or also to impart higher wear, 
corrosion, or heat resistance to the iron. 

Nickel (0.15 to 4.00 per cent) promotes graphitization slightly, 
reduces the size of graphite particles, reduces grain size, strengthens 
the matrix, and prevents the formation of white iron at corners and 
edges and in thin sections. Chromium (0.10 to 1.75 per cent) 
hinders graphitization, reduces the size of graphite particles slightly, 
and strengthens the matrix. Molybdenum (0.20 to 1.20 per cent) 
reduces the size of graphite particles and strengthens the matrix. 
Copper (0.10 to 1.00 per cent) hardens iwad strengthens the matrix. 
Titanium or vanadium in small amounts produces a smaller grain 
size in the matrix and produces small graphite flakes. Alloying 
additions in the above amounts are chfety for the improvement of 
the general physical properties; for ittiparting the resistance to 
corrosion and to scaling at elevated temperatures, larger additions 
are made. For example, an austenitic gray iron containing 14.0 
per cent of nickel, 5.5 per cent of copper and 2.0 to 6.0 per cent of 
chromium has good corrosion resistance and is little attacked by 
oxidizing atmospheres up to temperatures of 815®C. (1500®F.). 

Malleable Cast Iron. — In the production of malleable castings, 
molten iron of such composition that it will yield a white cast iron 
on solidification is poured into a sand mold. After solidification 
and cooling, the hard, brittle casting is malleabilized (annealed) to 
decompose most of the cementite. When the annealing is accom- 
plished in an oxidizing environment, much of the carbon is elim- 
inated and the final structure consists mostly of ferrite (white heart 
castings). In the United States, the white iron is usually annealed 
in a nonoxidizing environment provided by packing the casting 
in a ferrous silicate slag or scale; this treatment yields a black heart 
malleable casting. Although temperatures and holding times 
during annealing are adapted to the properties desired in the casting, 
the usual procedure consists in heating up slowly to about 870°C. 
(lOOO^F.), holding at temperatures for 40 to 60 hr., and then cooling 
to room temperature at a rate of about 5®C. (9°F.) per hour. 

Malleable cast iron usually contains 2.0 to 2.5 per cent of carbon 
(practically all in the form of graphite, called temper carbon), 
0.7 to 1.2 per cent of silicon, 0.40 to 0.60 per cent of manganese, 
less than 0.20 per cent of sulfur, and less than 0.10 per cent of 
phosphorus. The usual microstructure consists of a ferrite matrix 
in which nodules or '‘nests'' of graphite are dispersed as shown in 
Fig. 79. 



CHAPTER VIII 

TECHNOLOGY OF SHAPING METALS AND ALLOYS 

By J, C. Warner, Ph.D. 

For their various uses, metals and alloys must be provided in 
the form of articles of definite size and shape, and these are made 
from molten metal by casting processes, from ingots by the various 
hot- and cold-working operations, from simple shapes by cutting, 
machining, welding, riveting, soldering, etc., or from metal powders 
by compression and sintering. It is the purpose of this chapter 
to give a brief account of the technology of shaping metals and 
alloys. 


Casting Processes 

In a broad sense a casting is produced whenever molten metal 
is poured into a container and allowed to solidify. Thus a steel 
ingot produced by teeming liquid steel into a cast-iron mold is a 
casting. Usually, however, the term casting is restricted to a 
solidified metal or alloy whose shape is not to be further modified 
by hot or cold working. Castings may be made by pouring molten 
metal or alloy into sand molds, permanent metal molds, or by 
forcing the molten metal under pressure into a die (die casting). 
Mo.st iron and steel castings are made in sand molds because of the 
difficulty of finding a metal mold material that will withstand 
the high temperatures. Many nonferrous metal and alloy ca* tings 
also are made in sand molds but the use of permanent metal molds 
is very common in nonferrous foundry practice. 

Melting Metals for Casting. — Metal for gray iron castings 
usually is produced by melting pig iron and scrap iron in a cupola 
furnace. The cupola furnace is a vertical, cylindrical, steel struc- 
ture lined with fire-clay brick and equipped with a door near the 
top for the introduction of the charge, which consists of alternate 
layers of coke, limestone, and pig iron and scrap. Air that is not 
preheated is supplied through tuyeres near the bottom. Below 
the tuy^e level the furnace is provided with tap holes and spouts 





388 


CHEMISTRY OF ENGINEERING MATERIALS 


for withdrawing slag and molten iron. The construction of the 
cupola is well illustrated in Fig. 80. 

The gases rising through the stack in the cupola are slightly 
oxidizing in character, resulting in the oxidation of some silicon, 
manganese, iron, etc., from the charge. The cupola is an efficient 
type of furnace for iron melting but does not permit the control or 
modification of metal composition which can be accomplished in 
the “air furnace.” The air furnace is a reverberating-type furnace^ 
fired by coal, powdered coal, or oil. It is much used for the pro- 
duction of metal for malleable and alloy iron castings. Electric 
furnace melting also is being used in the production of high-grade 
malleable and alloy iron castings. 

Melting for steel castings is accomplished in small bessemer 
converters, open-hearth furnaces, or electric arc or induction 
furnaces. 

Nonferrous alloys usually are melted for casting without much 
attempt to change composition except by allo 3 dng additions. 
Owing to their higher price more care is used in melting these 
alloys to preserve quality and to keep melting losses to a minimum. 
In nonferrous foundry practice, melting furnaces^ may be divided 
into (1) those in which the metal is melted in contact with the 
products of combustion (air reverberatory furnaces and small 
oil- or gas-fired open-hearth furnaces), and (2) those in which the 
metal is protected to at least a considerable extent from products 
of combustion (crucible and electric furnaces). The crucible 
furnaces may be coke-fired pit furnaces, coke- or oil-fired tilting 
furnaces, or electric resistance, arc or induction furnaces. Although 
refractory crucibles of graphite and clay are used in melting most 
nonferrous metals and alloys, iron pots are satisfactory for many 
of the low-melting materials. 

Molding of Sand Castings. — As the first step in the production 
of a sand casting, a pattern is made. A pattern is a wood or metal 
copy of the desired article with slightly larger dimensions to allow 
for the natural contraction that occurs when metals and alloys 
solidify and cool. The contraction allowance for ordinary gray 
cast iron is about in. per ft.; for white cast iron and steel, iii. 
per ft.; for copper and brass, about He ft.; and for lead and 

zinc, about He ft. Molding for small articles may be 

1 ‘^Metals Handbook,*' 1939 ed., p. 642. 

*Laino and Rolfs, ** Non-ferrous Foundry Practice," Chapman & Hall, 
Ltd., London (1941). 



TECHNOLOGY OF SHAPING METALS AND ALLOYS 389 


accelerated by using single or multiple gated patterns, consisting 
of two or more patterns of the article and patterns for the necessary 
connecting channels or runners to permit proper flow and distribu- 
tion of the molten metal. 

For most castings the pattern is divided into two parts and the 
mold consequently consists of a lower part called the drag and an 
upper part called the cope. In making up the drag, the lower 
portion of the pattern is placed bottom side up on a moldboard; 
it is surrounded by a rectangular frame of wood or metal, called a 
flaskj the space between the pattern and the flask is rammed full 
of molding sand moistened with sufficient water to render it coher- 



Fia. 81. — Sand mold with pattern, core, etc. {Reprinted by permiseion from J oseph 
Newton, Introduction to Metallurgy,'^ John Wiley & Sone, Inc,) 


ent, and a number of small vent holes are punched through the 
sand to the pattern. Next a bottom board is placed over the drag, 
which is then inverted. Parting sand is sifted over the top of the 
drag, the pattern being kept clean. The cope is made up in a 
similar manner, additional patterns being used to provide for gates, 
runners, and risers (see Fig. 81). Next the patterns are withdrawn, 
any loose sand is removed from the mold, any portion of the mold 
surface damaged in the removal of the pattern is repaired, and a 
facing applied to the mold surface to make it smoother and less 
easily penetrated by metal. 

Hollow castings are made by inserting cores which are held m 
the proper position in the mold by projecting fins which rest in 
core prints made in the mold by corresponding projections on the 
patterns or by thin shapes of steel called chaplets. After the mold 
been prepared as indicated and the cores have been properly 
located, the cope is locked in place over the drag. In green-sand 
ntalding, the mold is now ready to receive the molten metal. How- 




390 


CHEMISTRY OF ENGINEERING MATERIALS 


ever, if the casting is to be made in a dry-sand mold, the mold is 
next dried at 300 to 400®F. After baking, the mold surface is 
usually coated with a wet mixture of graphite or charcoal with 
clay. Dry-sand molds are strong, will withstand hard usage, and, 
if properly vented to permit the escape of gases, will produce smooth, 
sound castings. They are well adapted to the production of 
large, heavy castings. In general, castings made in dry sand molds 
are more sound, smoother, and freer from inclusions of sand and 
dirt than castings made in green-sand molds. 

Runners, gates, and risers have been mentioned. The runner 
is the canal through which the molten metal is poured. It has an 
enlarged basin at the top and is connected to the mold at the 
bottom by an opening called a gate. Risers are vertical canals 
leading from the high points in the mold to the top of the cope. 
They serve to vent the mold, to supply metal as the casting solidifies, 
and to carry off dirt and inclusions from the casting. 

It frequently is desirable to accelerate the rate of cooling of 
certain parts of a casting, either to make the cooling rate of heavy 
sections of a casting more nearly equal to the rate for thin sections, 
or to harden the surface of a casting which is to be subjected to 
heavy wear. This is accomplished by inserting pieces of cast iron 
or other suitable metals called chillSy so that they form a portion 
of the mold surface and extend back from the surface. Owing 
to the higher heat conductivity of the chills, heat is transferred 
from the casting to the surroundings more rapidly at these points. 
Sticking of the casting to the chills is prevented by coating the 
exposed faces of the latter with shellac and graphite or with a light 
oil. The bearing surfaces of rolls and the treads of car wheels are 
cast against chills. 

Loam molds frequently are used for large iron castings which 
are bounded by a surface of revolution. Flywheels are generally 
cast in loam molds. For such molds an outer casing is built of brick 
or iron lined with brick. This casing is plastered with a moistened 
loam mixture and the surface of the mold is generated by revolving 
a sweep designed to conform with the surface desired in the casting. 
After baking and facing, the mold is ready to receive the molten 
metal. 

Molding sands when made up in the form of a mold must be 
sufficiently refractory and strong to withstand handling and the 
pressure apd strain produced by the molten metal. In addition 
they must be sufficiently porous to permit the escape of air, of steam 
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from moisturo in the sandy and of gases generated during solidifica-* 
tion of the casting. The sands in common use in both iron and 
nonferrous foundry practice are either natural or synthetic mixtures 
consisting principally of free silica and clay, but usually containing 
small amounts of magnesia, lime, titania, iron oxides, and alkali 
metal oxides. Free silica will range from 55 to 85 per cent and clay 
from 12 to 30 per cent. The clay serves as a binder for the silica 
grains, imparting strength to the mold. However, the higher the 
silica content, the more refractory is the mold. Hence the clay 
content is kept to a minimum in making castings of high-melting- 
point metals and alloys such as steel castings. In general, physical 
tests are more nearly indicative of the sfuitability of a molding sand 
than exact chemical analysis. For thisaeason standard tests^ have 
been devised for fineness, particle sfoe and shape distribution, 
permeability, crushing strength of standard rammed specimens, 
cohesiveness, strength in shear, moisture content, etc. 

Loam sand is a highly bonded molding sand which may contain 
as much as 40 per cent of clay and usually contains more or less 
decayed organic matter. The term also is used for synthetic 
mixtures made of clay and sand with some sawdust or similar 
material as an addition. 

Core sands resemble, as a rule, the medium- or coarse-grained 
molding sands of low-clay content. Cores in general must be more 
refractory and permeable than the mold. They must be strong 
enough to withstand the pressure of the molten metal but must 
permit ready escape of gases and contraction of the casting as it 
cools and solidifies. For small cores, sand with no clay frequently 
is used, the necessary bond being obtained Iby the use of adhesives 
or core hinders such as molasses, starch, dextrin, resins, pitches, 
tars, and oils. The most important oil binder is linseed, although 
tung, soybean, cottonseed, corn, fish, and rosin oils also are used. 
Cores also are strengthened by the use of reinforcing wires. 

Parting sand used between the cope and the drag is a highly 
refractory fine silica or burned sand containing no binder. It 
cannot be rendered cohesive by the addition of water and prevents 
the lower surface of the cope from adhering to the upper surface 
of the drag. Soot from a smoky flame, lycopodium powder, and 
various artificially prepared products have been successfully used 
as parting materials. 

1 Standard tests are published by the American Foundrymen’s Association, 
Chicago, 111. 
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Facing materials are used to line the mold to prevent the forma- 
tion of a scale by a reaction between the silica of the sand and the 
metal oxide developed at the surface of the molten metal. Thus 
facing materials assist in the production of castings that leave the 
mold freely with a bright surface and can be cleaned at low cost. 
Fine soft coal, graphite, charcoal, and talc are among the substances 
that are mixed with six to fifteen times as much fine molding sand 
to make facings. 

The production of castings from ferrous and nonferrous metals 
is an intricate art which only recently has begun to benefit from 
scientific research. It is beyond the scope of this book to describe 
the art in detail. It is our purpose here to give engineers a brief 
account of the process so that they may be in better position to 
understand its limitations and to use judgment in the design of cast 
articles. The following points should be kept in mind in the design 
of castings: (1) Patterns should be of such shape that they may be 
removed without damaging the mold. For intricate shapes it is 
necessary to make the pattern in several parts. (2) Fillets of large 
radius should be provided at all sharp angles and corners to avoid 
planes of weakness. (3) Avoid joining light and heavy sections 
whenever possible to prevent high stresses at their junction due to 
unequal rates of cooling. If such junctions are unavoidable, the 
heavy sections should be provided with chills to ensure more nearly 
equal rates of cooling. (4) Avoid designs in which certain parts of 
the casting would be held rigidly by the mold leading to high con- 
traction stresses. 

For more detailed discussions of the production of castings in 
sand molds, the reader should consult the references given at the 
end of this chapter. 

Permanent Mold Castings. — When a large number of identical 
metallic objects are to be produced by casting, it is advantageous 
to carry out the operation in permanent metal molds which can be 
used over and over again, thus eliminating the work of rebuilding 
or extensively repairing sand molds for each casting. Owing to 
the high temperatures involved it is difficult to find a permanent 
mold material for iron and steel castings unless the casting is of a 
simple shape such as an ingot. Many of the nonferrous alloys are 
satisfactorily cast in permanent metal molds to produce sounder, 
cleaner castings with better mechanical properties than can be 
obtained by casting in sand molds. Among the alloys that are 
especially suitable for permanent mold casting are lead-antimony- 
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tin printing or type metals, aluminum bronzes, aluminum-silicon 
alloys, and various alloys of magnesium, copper, and zinc. 

Most permanent metal molds consist of two cast-iron halves 
with the parting surface arranged vertically. Hence most per- 
manent mold or chill castings are produced with the largest dimen- 
sion parallel to the vertical parting plane. Openings in permanent 
mold castings are produced by the use of steel or sand cores. In 
some cases slightly tapered steel cores pass through the mold wall 
and can be pulled independently of the operation of the mold. 
Since, as in sand casting, the molten metal flows into the permanent 
mold under the force of gravity, the mold must be vented to permit 
the escape of gases and must be provided with risers to feed metal 
to the casting during solidification. Owing to their higher thermal 
conductivity, castings solidify and cool at a much more rapid rate 
in metal than in sand molds. 



82. — Plunger-typo die-caatuig machine. {From Sacha and Van Horut Ptac- 
tical MciallurQy'" American Society for Metals.) 


Die Casting. — In the die-casting process, molten metal is forced 
under pressure through a gate into a die. The gate usually is 
perpendicular to the parting surface of the die. Dies for tin and 
lead alloy castings (page 256) can be made of plain-carbon steel 
but special chromium-vanadium and chromium-tungsten-cobalt 
steels (page 375) are generally used in dies for casting aluminum 
(page 240) and zinc (page 257) alloys. The pressure for forcing 
metal into the die may be generated by the forward motion of a 
piston in a cylinder filled with molten metal or by admitting air 
at pressures of 200 to 500 psi behind metal in a gooseneck attached 
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to the die. A commonly used plunger type of die-casting machine 
is illustrated in Fig. 82. The cylinder in which the plunger operates 
is submerged under molten metal in a pot and fills with metal 
, through a side port on the upstroke of the plunger. 

Dies usually are water cooled and should be provided with vents 
on the parting surface to permit the exit of air. The casting 
normally adheres to that side of the die in which the larger part 
of the casting is formed. This side is therefore provided with 
devices for ejecting the casting. With alloys of suitable composi- 
tion, it is possible to produce smooth, clean die castings which 
require little finishing and are sounder than castings produced by 
other methods. It should be noted that the linotype and mono- 
type machines used in the printing industry are specialized die- 
casting machines. 

The die-casting pnocess has found a continuously expanding 
field of application 1 for the mass production of a great variety 
of castings due to the high speed of the process and the low cost 
of finishing operations. 

Centrifugal Castings. — This process is limited to the production 
of relatively simple shapes which have rotational or nearly rotational 
symmetry. Its main field of application has been in the production 
of large-size tubing or pipe of cast iron, steel, bronze, gun metal, 
nickel. Monel, aluminum, lead, etc. Interesting applications are 
found in the production of centrifugally cast steel gun barrels and 
in the lining of cylindrical or semicylindrical bearing shells with 
Babbitt and cadmium base alloys. The most complicated shapes 
yet made by centrifugal casting probably are steel and bronze gears. 

The centrifugal casting machine consists of a refractory or metal 
cylindrical mold which is rotated at speeds up to 10,000 r.p.m. for 
castings of small diameter. Pouring spouts are provided at one or 
both ends of the mold, and the metal supply is carefully controlled. 
The pressure on the metal is greater than in sand casting due to 
the centrifugal force generated by the rotational motion. This 
results in a greater density, a finer grain structure, and better 
mechanical properties than are obtained in ordinary castings. The 
metal nearest to the rotational axis has the same function as the 
metal in the gates and risers in ordinary castings. This rather 
porous layer, relatively high in inclusions and impurities, frequently 
is machined from the inner surface of the casting. 

^ For information on the principal die-oasting alloys, see ** Metals Hand- 
book,” 1939 ed., pp. 1302, 1694, 1733, 1770. 
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Defects in Castings. — metal or alloy is said to have excellent 
casting properties if it will completely fill a mold of intricate design 
to produce a sound casting possessin*^ quite uniform mechanical 
properties. It is safe to say that a completely sound casting has 
not yet been produced in practice, but successful foundry practice 
requires that imperfections in castings be held to a minimum. The 
principal defects are the following: rounded-off edges, cold 
and misruns due to the fact that the metal was too cold to com- 
pletely unite and fill the mold before solidification. An alloy with 
which these difficulties are not usually encountered is said to have 
good mold-filling capacity, high fluidity ^ or good running quality. 
Cracks in castings are a common defect, and two types are rec- 
ognized, Cooling cracks are characteristic of brittle alloys such as 
cast iron. A casting may be perfect after complete solidification 
but, during cooling, stresses may develop due to unequal rates of 
cooling or to restraints imposed by the mold which exceed the 
strength of the material, and a crack will develop during cooling, 
afterward during machining, or in a service involving vibrations. 
A wsecond type of crack, called a shrinkage cracky is more common in 
nonfcrrous alloys. It is believed that these cracks develop at a 
high temperature where certain localized regions, such as grain 
boundaries, still remain liquid, and very little force is needed to 
cause rupture. Alloys susceptible to shrinkage cracking are said 
to be hot short. 

Cavities of various sorts in solidified castings represent an 
important type of de?fect. Shrinkage cavities are analogous to pipe 
in an ingot. These cavities should form outside the casting proper, 
in the gates and headers, if the mold is properly designed. Large 
blowholes may result either from entrapped air due to improper 
venting and feeding or from gas produced in reactions between 
the molten metal and moisture in the sand. Small pinholes usually 
are caused by the entrapment of gases that are dissolved in the 
liquid metal and come out of solution during solidification. In 
addition small intcrcrystalline fissures of rather obscure origin 
have been observed. 

Internal defects in castings are revealed by X-ray inspection 
if sections are not too thick (up to about 6.5 in. for steel). Defects 
in heavier sections may be detected by use of radiographic methods. 
The magnaflux methods reveal surface or near-surface cracks in 
steel. In this method the surface is covered with a suspension of 
very fine iron or magnetite powder, after or during magnetization. 
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Cracks are revealed by local accumulations of the magnetic 
powder. 


Shaping by Hot or Cold Working 

The major portions of metals and alloys are formed into the 
desired shapes by progressive plastic deformation of the solid 


Method 

1 Principle of operation 

Action on metal 

Forging 

Hammering 

Pressing 

t-. 

Jm 

T-' 

□ 

Pressure on unoonfined metal 

Die forging 

1 



Forces metal into a die 

© 



Extrusion 

c 


Squirts metal through a die 


Piercing 


mi 

g 

iS 

mmrn 

Pressure exerted by ntandrel 
on confined n\etal 

Wire drawing 


Wire or rod drawn through 
die 

Tube drawing 

(o) (b) 

(а) Reduction in wall thick'* 
ness between die and 
plug 

(б) ^‘Sinking** or reduction 
in diameter 


Fio. S3* — Shaping operations. {From Liddell and Doan^ ** Principles of MetaUvrgyf*) 


metallic material. These operations begin with the metal or alloy 
in the form of an ingot. The temperatures employed vary all the 
way from temperatures slightly under the melting point to room 
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temperature, being adjusted to the character of the metal and the 
type of the operation. 

Inasmuch as these operations are essentially mechanical in 
nature, a detailed discussion is beyond the scope of this book. The 



Action on metal 


(a) ('urviiiK plates 

\b) Curving ends of cylinder 


l-<f>urlinK edges of disk 


Stretching of walls (car- 
I tridge manufacture. auto> 
, mobile bodies) 


Stretcliiug by rolling 



It oils and mandrel rotate in 
same direction 


Fig. S3.- Shaping operations (c*ontinued). 


principle of operation of each of the common hot- or cold-working 
methods is well illustrated in Fig. 83. 

Shaping by Cutting and Joining 

Frequently the dimensions given to metallic articles by the 
processes of casting, hot working, or cold working, are not suffi- 
ciently precise to meet requirements and the needed precision 
in dimensions is obtained by such operations as machining with 
lathe tools, sawing or flame cutting, drilling, milling, and grinding. 
Furthermore, many articles of intricate design are made by the 
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various machining operations, starting with solid metal or alloy 
in the form of such simple shapes as bars, rods, wires, sheets, plates, 
and pipes. The production of screws and bolts from rod serves 
as an example. Finally, everyone is familiar with the fabrication 
of more intricate shapes by joining suitable simple shapes by the 
processes of riveting, bolting, soldering, brazing, and welding. 

Machinability. — For any metal or alloy that is to be subjected 
to machining operations, the machinability^ is an important prop- 
erty. The greater the machinability, the more satisfactory the 
operation from the standpoint of cost, speed, and character of 
the finish on the article. The relation between composition and 
structure and machinability is not well understood, and most of 
our present knowledge has been obtained empirically. The wide 
interest in the free-machining sulfur- and lead-bearing steels is 
evidence of the importance of this subject in industry. As has been 
indicated, the factors of importance in machinability are cutting 
speed, tool life, power consumption, the finish left on the cut surface, 
and the accuracy of dimensions of the finished product. Standard 
tests have been devised to measure one or more of the above factors. 

Flame and Arc Cutting and Machining. — Flame cutting^ has 
become an important operation for contour cutting of machine 
and structural parts from plate stock. A cutting torch, hand or 
mechanically guided, burning acetylene, propane, or other fuel 
gases in oxygen, serves to raise the metal to its kindling tempera- 
ture (about 1500° F. for steel). Another jet on the torch supplies 
oxygen at high pressure to the heated surface and supports the 
exothermic combustion reaction. The oxygen jet also removes 
some molten metal from the cut without oxidation. Very heavy 
sections may readily be cut with the torch and close dimensional 
tolerance can be maintained if the torch is mechanically guided. 
Owing to the high thermal conductivity and heat capacity of the 
mass of metal adjacent to the cut, the temperature of the cut 
surface drops at rates comparable to those attained in quenching. 
The surface hardening thus induced is not troublesome with steels 
containing less than 0.30 per cent of carbon. Steels with over 
0.30 per cent of carbon and some alloy steels harden to such an 
extent that the cut surface will have poor machinability and will be 
susceptible to cracking and warping. For these steels this diflSculty 
may be overcome by flame annealing or tempering following the 

1 Metals Handbook,’* 1939 ed., pp. 634, 839, 891, 1318, 1940, 1603, 1679. 

> Metals Handbook,” 1939 ed., pp. 921<-939. 
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cutting operation. With proper equipment and precautions it is 
even possible to flame-cut metals submerged under water. 

Electric-arc cutting also has found some applications. In the 
process the metal is melted away due to the heat generated in the 
arc. It does not equal flame cutting from the standpoint of smooth- 
ness, quality, or accuracy of the cut surface. 

Welding, Soldering, and Brazing,^— In these processes, metals, 
after being joined, are held together by forces of interatomic attrac- 
tion. It is essential, therefore, that the surfaces to be joined be 
made clean, either by cleaning previous to joining or by fluxing off 
scale and other impurities during the operation. 

Pressure welding is accomplished by heating the parts to be 
joined into the plastic range and then applying pressure sufficient 
to give intimate contact and to squeeze out any scale, dirt, etc., 
that would interfere with the union. The hammered welds of the 
blacksmith were of this type. Today most pressure welds are made 
by heating the parts electrically. Current flowing through the 
parts to be joined heats them most rapidly at the contact between 
the parts where the resistance is the highest. When the parts are 
plastic, pressure is applied to squeeze out oxide and slag and form 
the union. This method is applied to both butt and lap welding 
in the production of pipe out of sheet by rolling the sheet into a 
cylinder and welding the longitudinal seam. It has many other 
applications in the fabrication of automobile bodies, metal furni- 
ture, refrigerators, etc. When electrical power is applied in large 
amounts for short periods, special names have been given to various 
modifications of the process: flash welding, spot welding, percussion 
welding, projection welding, shot welding, etc. It is an interesting 
fact that about 3,500 spot welds were made in fabricating the body 
and chassis of a recent model of the Ford V8. 

Fusion welding includes those joining processes in which the 
intimate union between the parts is obtained by actual fusion of 
metal along the contact. In fusion welding, the connecting metal, 
whether melted from the edges to be joined (autogenous welding), 
or supplied separately by using welding rod, solidifies from the 
liquid state and usually cools below the recrystallization tempera- 
ture without any applied load sufficient to cause deformation. A 
fusion weld is therefore essentially ^ chilled casting. In some cases, 

1 “Metals Handbook,” 1939 ed., pp. 220-256, 1205-1215. Hbyer, “Engi- 
neering Physical Metallurgy,” pp. 387-412, D. Van Nostrand Company, Inc., 
New York (1939). 



400 


CHEMISTRY OF ENGINEERING MATERIALS 


subsequent operations such as hammering and annealing are 
employed to modify the cast structure of the weld beneficially. 
On the other hand, the hammering or compression in pressure 
welding brings about a certain amount of grain refinement, recrys- 
tallization, and grain growth and makes the union essentially a 
forging. The heat necessary for fusion welding may be supplied 
by the oxyaeetlyone flame, by an electric arc between metallic 
or between carbon electrodes, by the atomic hydrogen torch,* or 
by very exothermic chemical reactions as in the thermit* process. 

Many important metallurgical problems have arisen in the 
various welding processes. Most of these are due to the fact that 
metal in the wedd usually is of slightly different composition than 
the remainder of the metal, and to the very great differences in 
temperatures and rates of heating and cooling at the weld and in 
the adjacent metal. 1 mportant scientific and engineering investiga- 
tions of these ])rol)lems have been made in recent years, but the 
reader must consult the references for this information. 

In soldering and brazing,^ the parts to be joined are heated but 
not melted, and a lower melting alloy, which will adhere to both 
surfaces aft(T solidification, is fused over the union. There is no 
sharp distinction between .soldering and brazing; when the joining 
is accomplished by the use of low-melting-point alloys it is called 
soldering; the term brazing is applied when the alloys have high 
melting points. The compositions of the various soldering and 
brazing alloys and their utilization are discussed on pages 251 to 256. 

Powder Metallurgy 

Powder metallurgy^ is the art of making objects by the heat- 
treatment of compressed metallic powders. The process may be 
applied to a single metal powder, to mixtures of metal powders, 
or to mixtures of metals and nonmetals. The pressing operation 
may l)e carried out at ordinary or at elevated temperatures depend- 
ing upon the composition and the properties desired in the product. 
In a sense, powder metallurgy is an old art. Wollaston, in 1828, 
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reported to the Royal Society on the production of dense ductile 
platinum from platinum powder by the process of compressing 
and sintering. Ductile tungsten, molybdenum, and tantalum have 
been made from the respective metal powders by this process for 
some years. From the standpoint of a process that has wide 
application in forming objects of definite shape from a great variety 
of powder compositions, the art is oomparatively ik^w. 

Applications of Powder Metalluify — The prestait-day applica- 
tions of powder metallurgy may be class(‘(l as follows: 

1. The production of dense ductile forms of the high-mc'lting- 
point metals, such as tungsten, molybdenum, and tantalum from 
these metals in powder form. 

2. The manufacture of porous and graphit (^-containing metal 
bearings. 

3. The production of cemented hard carbides, tungsten, molyb- 
denum, and tantalum carbides in a matrix of cobalt or nickel, for 
cutting and wear-resisting tools, and for dies that must withstand 
unusually severe service^. 

4. In making eh^trical contacts consisting of a current- and 
heat-conducting matrix in which are embedded wear-resisting 
particles, 

5. In the production of heat-treated powder compacts of definite 
sliape which compete with castings and shapt\s made by the more 
conventional methods. 

In the first four fields, we have applications that are not possible 
by other methods. In the fifth field, powd<*r metallurgy can com- 
pete with the older methods to a limited extent only. 

Production of Metal Powders. — At the prest^ut time, the follow- 
ing metal, alloy, and nonmetallic powders are available in very pure 
form and are finding fields of application: aluminum, antimony, 
bismuth, brasses, bronzes, cadmium, chromium, cobalt, columbium, 
copper, gold, graphite, iron, lead, manganese, molybdenum, nickel, 
palladium, silicon, silver, tantalum, tellurium, tin, titanium, tung- 
sten, vanadium, and zinc. Furthermore, many metal phosj)hides 
are available as powders, and some pow dors consisting of one metal 
coated with a thin film of another metal have been used. 

The various metals are produced in powdered form by one oi* 
more of the following methods: 

1. Deposition from a gas. Typical of powders by this method 
are iron and nickel produced by the decomposition of the gaseous 
metal carbonyls. 
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2. Electrolytic processes. There are three distinctly different 
electrolytic methods: (a) A hard brittle electrodeposit is obtained 
which is subsequently ground to a powder, (b) The powder is 
deposited directly as such, (c) A soft spongy deposit is obtained, 
which may be rubbed into a powder. 

3. Chemical reduction of the finely divided oxide or other 
compound of the metal by hydrogen or other reducing gases at the 
lowest temperature at which the reduction can successfully be 
accomplished. This method is very similar to that used in the 
production of many metal catalysts. 

4. Mechanical methods: pulverizing, grinding, and stamping. 

6. Other methods that are of limited use are (a) atomization of 
molten metal; (b) precipitation of metal in finely divided form by 
reducing a compound of the metal in solution; (c) controlled con- 
densation of metal vapors obtained by direct distillation; and (d) 
condensation of metal vapors produced in the electric arc or other 
types of electric discharge in controlled atmospheres. 

Most metal powders are produced by the first three methods. 
The following properties of powders are important in determining 
their behavior in the powder metallurgy process: particle size, 
particle size distribution, shape (sphere, plates, etc.), purity, oxide 
content, apparent density, cohesive ability, and flow characteristics. 

Mixing, Compression, and Heat-treatment. — Mixing in tum- 
blers or ball mills precedes the compression operation if two or more 
metal powders are to be blended or if various lots of powder of a 
single metal are to be mixed to obtain a desirable particle size 
distribution. The powders are then pressed in dies, usually at 
room temperature but sometimes at elevated temperatures, using 
hydraulic, cam, friction, or knuckle-type presses that develop 
pressures in the range from 5 to 100 tons per square inch. The 
compression ratios vary from 3:1 to as high as 8:1 depending upon 
the character of the powder and the article being made. 

The compressed compact is next given a suitable heat-treatment. 
This treatment usually is accomplished in furnaces with controlled 
atmospheres or in vacuum. During this operation gases may be 
absorbed or eliminated, oxide impurities may be reduced, diffusion 
of one metal into another and crystal growth may occur. The 
porosity of objects made by powder metallurgy may be estimated 
by comparing the density with that of highly worked material of 
the same composition. For most purposes it is desirable to reduce 
the porosity to a minimum. In the production of oilless bearings, 
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however, porosity is desirable and is intentionally created in the 
heat-treated articles by the incorporation of volatile salts or metals 
which evaporate at the temperatures employed to leave a more 
or less interlocking network of pores. 

For many applications, the compressed and heat-treated product 
will possess sufficiently precise dimensions. If greater accuracy of 
dimension is required, the heat-treated object is subjected to a 
machining or coining operation. 

For further information on the technology of shaping metals 
and allo.ys, the reader should eon.sult the n^ferences given throughout 
and at the end of this chapter. 
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CORROSION OF METALS AND ALLOYS 

By J. C. Wauner, Ph.D. 

Most common metals and their alloys are attacked by ordinary 
environments such as the atmosphere, water, or aqueous solutions, 
to form compounds of the metal. This destruction of metals and 
alloys by chemical attack is known as corrosion, in contrast to 
erosion which means destruction by mechanical agencies. The 
chemical attack of an environment upon a metal results in the 
oxidation of the metal and the, formation of a corrosion product, 
usually the oxide, hydrated oxide, hydroxide, carbonate, sulfide, 
etc. In most cases the corrosion product is insoluble in the envi- 
ronment and forms a separate phase on or adjacent to the mt^tal. 
The corro.sion of a metal is es.sentially the reverse of the process 
whereby the metal was obtained from its ore. In obtaining a 
metal from its ore by smelting, electrowinning, etc., energy must be 
supplied to the process; in the reverse process, corrosion, energy 
is liberated. 

The economic importance of this subject is emphasized by the 
estimate that the annual loss to the world through the corrosion 
of metals is approximately 2 or 2}^ billion dollars. For this reason, 
research and development work leading to a better understanding 
of the corrosion process and means for its prevention are of more 
than usual interest and importance. 

In any discussion of corrosion and its prevention it is important 
to recognize that both the extent and rate of attack will depend 
upon the nature of the environment as well as upon the nature of 
the metal or alloy. The importance of the environment is neglected 
too frequently. Progress has been made on the corrosion problem 
along several definite lines: 

1. The development of alloy compositions which are less liable 
to attack in certain environments. 

2. The adjustment of environments so that materials of other- 
wise satisfactory properties are less liable to attack. 

404 
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3. The development of suitable protecth e coatings. The coat- 
ings may be metallic, inorganic, or organic in nature. 

4. Cathodic protection. 

Along each of these lines, progress has been accelerated by 
improvements in our understanding of the fundamental theory of 
the mechanism of the corrosion process. 

It is generally agreed that metals may bt^ corroded by direct 
chemical attack or by an electrochemical m(‘chanism. Reactions 
of dry chlorine, hydrogen sulfide, oxyg(‘n, and oth(‘r dry gases with 
diy metals are examples of direct chemicaJ attack. The scaling 
of iron or steel in soaking pits, reheating furnaces, and during hot 
working, undoubtedly is an example of direct chemical attack. 
On the other hand, it now s(H?ms well established that in most cases 
the attack on metals and alloys by hioist air, water, or aqueou.s 
solutions proc(‘e(ls by an electrochemical nu*chauism. 

The Electrochemical Mechanism.— When a metal corrodes, it 
is oxidized (its valence is mcr<3ased by the loss of (doctrons) and 
some substance in the environment is rtnliu'c^d (its valence is 
decreased by the gain of electrons). To say lliat corrosion occurs 
b.y an (4(*ctrochemioal mechanism means that these two parts of 
the j)ro(‘ess do not take place at th(3 same s}X)t on the metal surface* 
but on diffenmt, usually not widedy separated, ar(*as. Tho area 
over whi(‘h metal is attacked is called the aiKKle and that at which 
some substance from the. environmcait is nMluced is the cathode. 
If the process is to continue, an electrical curnmt; must flow betweeai 
these areas through the environment (usually an aqueous solution) 
and between these areas in the metal. The com])iiiati()n of anode 
areas, cathode areas, and a(pieous solution constitutes a small 
galvanic cell and the corrosion reaction proceeds with a flow of 
current in a manner analagous to the way current is gtmerated by 
chemical action in a primary cell or in a storage battery on discharge. 
To understand corrosion b)^ the electrochemical mechanism it is 
necessary to have some knowledge of the principloKS and phenomena 
related to galvanic cells in general. 

Galvanic Cells. — Reactions that proceed with the liberation 
of energy are called spontaneous reactions because they can proceed 
of their own accord without the application of energy from an out- 
side source. Oxidation-reduction reactions are reactions in which 
electrons are transferred from the substance being oxidized to the 
substance being reduced. Spontaneous oxidation-reduction reac- 
tions are therefore reactions in which a liberation of energy accom- 
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panics the electron exchange. The displacement of cupric ions 
from solution by metallic zinc is a reaction of this type. The total 
reaction 

Zn(s) + Cu‘^(ag) = Zn++(ag) + Cu(s) (1) 

may be divided into the two parts 

Zn(s) = Zn“*"“^(ag) + 2e [oxidation of Zn(5)] (2) 

Cu++(ag) + 2e = Cu(s) [reduction of Cu*^] (3) 


If metallic zinc is dipped into a solution containing zinc ions, and 
metallic copper in a solution containing cupric ions, the two solu- 
tions being separated by a porous diaphragm or by gravity, the 
reaction does not proceed because the zinc atoms cannot come in 


Zn Cu 
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(cafhode^but positive 
pole of cell) 


Zn(S)-Zn^^-i-2e (from externa! 

(to external drcuitj circuit) •CufS) 

Fio. 84. — The Daniell cell. 


direct contact with the cupric ions. If, however, the metallic zinc 
and copper are connected by means of a conducting wire, the reaction 
will proceed, the electrons passing from the metallic zinc through 
the external circuit to the copper where they are given to the cupric 
ions. This flow of electrons through the external circuit constitutes 
an electrical current and such a current may be used to do electrical 
work. This arrangement (Fig. 84) for carrying out the spontaneous 
displacement of cupric ions by metallic zinc with the production of 
electrical energy is a primary or galvanic cell (Daniell cell). 

If in a galvanic cell, such as the one just described, the electron 
exchange is allowed to take place only very slowly, one is able to 
obtain practically all of the energy liberated in the oxidation- 
reduction reaction as electrical energy in the external circuit. 

Energy liberated in reaction electrical energy produced 
Electrical energy produced volts X amperes X time 
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The quantity of electricity (amperes X time) that will flow through 
the external circuit when gram equivalent weights^ of oxidizing and 
reducing substances react in a galvanic cell is fixed by Faraday's 
law and is equal to 96,500 amp.-sec. (coulombs) or 26.81 amp.-hr. 
(one Faraday of electricity). Thus for every 32.69 g. of zinc oxi- 
dized and every 31.78 g. of cupric ions reduced in the Daniell cell 
reaction, 96,500 amp.-sec. or 26.81 amp.-hr. of electricity will flow 
through the external circuit. Since the amount of electricity pro- 
duced when reaction occurs between gram equivalents of reducing 
and oxidizing substances is the same in all cells, the differences in the 
energies liberated in the various ceU reactions manifest themselves 
as differences in cell voltages. If Q represents the energy liberated 
when gram equivalents react, E represents the cell voltage, and F 
denotes the Faraday, one may write the following equality when the 
cell is discharged under such conditions that all of the available 
energy liberated in the chemical reaction is converted into electrical 
energy:^ 

Q^FE (4) 

Evidently, then, the cell voltage E is proportional to Q, and a cell 
in which the reaction liberates a large amount of energy per gram 
equivalent will have a high voltage. When a cell is discharged 
under such conditions (extremely low rate of discharge) that all 
of the available energy from the chemical reaction is converted into 
electrical energy, the cell is said to be reversible, and E under these 
conditions is called the reversible electromotive force of the cell. 
Thus, we may consider E (reversible) as a measure of the driving 

^ The gram equivalent weight of an clement or substance is the atomic or 
molecular weight divided by the valence change. Thus, in the foregoing exam- 
ple the valence of zinc is increased from 0 to -f 2 (valence change *= 2); hence a 
gram equivalent weight of zinc = atomic weight of zinc/2 = 65.38/2 = 32,69 g. 
The valence change for copper in the reaction also is 2 and a gram equivalent 
weight of copper *= 63.57/2 ~ 31.78 g. 

* To be accurate, it must be mentioned that Q represents the decrease in the 
free energy or potential energy that lias occurred in the chemical system when 
gram equivalents have reacted. This energy term should not be (’onfused wdth 
the ordinary heat of reaction w'hich is repro.sented w'ith the symbol —A// by 
physical chemists. The Q used in this discussion means the energy term wdiich 
is represented by —AF in textbooks of physical chemistry. E Is in volts, and 
F » 96,500 coulombs if Q is expressed in volt-coulombs (watt-seconds). If, 
however, Q is expressed in gram calories, F » 23,066. If Q' represents the 
energy liberated when n equivalents react, the equation becomes 

g' » nFE 


(4a 
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force that makes the oxidation-reduction reaction take place; it is a 
measure of the tendency of the reaction to proceed or of how com- 
plete the reaction must be before a condition of equilibrium is 
attained. 

Electrode Reactions (Half Reactions). — As has already been 
indicated, every oxidation-reduction reaction may be divided into 
two parts: one part showing the loss of electrons (oxidation) and 
the other showing the gain of electrons (reduction). Reactions (1), 
(2), and (3) and the following examples will serve as illustrations: 


Total reaction: Fe(6') + Cu^(ag) = Fe~^-^(aq) + Cu(s) (5) 

Oxidation part: Fe(s) = Fe'^'^(aq) + 2e^ (6) 

Reduction part: Cu“^'^(a^) -f- 2c = Cu(s) (7) 

Total reaction: Fe(5) + 2H'^(a^) = Fe'^'^{aq) + H 2 (sr) (8) 

Oxidation part: Fe(s) = Fe'‘^(ag) + 2e (9) 

Reduction part: 2H+(ag) + 2e = n 2 (^) (10) 

Total reaction: Zn(s) + Cl 2 (g) = Zn'^'^(aq) + 2Cl~'(a^) (11) 

Oxidation part: Zn(s) = Zr&^{aq) + 2e (12) 

Reduction part: Cl 2 (^) -f 2c — 2Cl"(ag') (13) 

Total reaction: Fe(5) + 2 H 2 O == Fe(OH) 2 («) + H 2 (^) (14) 

Oxidation part: Fe(s) + 20H~ == Fe(OH)2(5) + 2e (15) 

Reduction part: 2 H 2 O + 2e = FL2{g) + 2011"“ (16) 


These half reactions representing the oxidation part and the 
reduction part of a complete oxidation-reduction reaction represent 
the changes that occur at the electrodes in a galvanic cell, or in an 
electrolysis cell. They usually are called electrode reactions or 
single electrode reactions. At the anode, electrons are continually 
being given to the external circuit (oxidation is taking place) and 
at the cathode, electrons from the external circuit are being con- 
sumed to reduce some substance. To avoid confusion, one always 
should define the anode as the electrode at which oxidation occurs, 
and the cathode as the electrode at which reduction takes place. 

^ The symbol e may be used to represent a single electron or a mole (Avoga- 
dro^s number * 6.02 X 10**) of electrons. Thus Eq. (6) may be read; “One 
atom of iron forms a ferrous ion in aqueous solution and two electrons'* or 
“One mole (gram atomic weight) of solid iron forms a mole of ferrous ions in 
aqueous solution and two moles of electrons." When a mole of electrons has 
passed through an external circuit, a Faraday of electricity (96,500 coulombs) 
has passed. 
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Most persons are familiar with anode reactions that, like 
reactions (9) and (12), involve the oxidation of a free metal to form 
the simple positive ion of the metal in solution. In any study of 
corrosion reactions due to galvanic couples, however, it is important 
to recognize that the metal ions formed at anodic areas frequently 
encounter some ion in the solution with which they will precipitate 
an insoluble compound of the metal. All the metals that^are impor- 
tant as engineering materials form hydroxides and oxides which 
are quite insoluble in water and in a(|ueous solutions near the 
neutral point. ^ Some of these oxides and hydroxiiles become less 
soluble as the solution becomes mom alkaline, a few which are 
amphoteric^ in character become soluble in strongly alkaline solu- 
tions, and most of them are soluble in solutions containing a suffi- 
cient amount of the proper acid. 

The more common cases of corrosion involve metals in contact 
with water which is either neutral, or only slightly acid, or slightly 
basic. Therefore the metal ions produced by oxidation of the 
metal at anodic areas usually find OH“ ions at sufficient concen- 
tration in the aqueous solution to precipitate a hydroxide or oxide 
as the corrosion product on or near to the anodic areas. This type 
of process is represented by Eq. (14). Although the primary anode 

^ Water itself dissociates slightly into hydrogen and hydroxyl ions, 
H 2 () -f OH“, and in water or in any aqueous solution, the concentrations 

of and OH” must be such that they satisfy this equilibrium: Cn+ X Con 
= 1.0 X 10”^^ (ion product of water). In pure water and in neutral solutions 
CJh+ C'oH- = 1*0 X 10“^ mole per liter. If the C^oh- in a solution is increased 
by adding a base, Ch+ must correspondingly be decreased to satisfy the ion 
product of water. Thus if Con- = 0.1 mole per liter, C-h+ ~ (1 X 10“^^)/0.1 
=« 1 X mole per liter. In like manner, if Cu^ is increased by adding an 
acid, Con- must be decreased to satisfy the ion product of water. If ('!h + 
~ 0.01 = 1 X 10”* mole per liter, CoH- =* (1 X 10“^^)/(1 X 10”*) « 1 X 10”^* 
mole per liter. A convenient and commonly used scliemc for expressing the 
acidity or alkalinity of a solution is by stating the pH of the solution: pH 

« iQg If Iyi a solution, Ch+ = 10“® mole per liter, pH « log « 3. 

Kor a neutral solution pH » 7; when pH < 7, the solution is acid and when 
pH > 7 the solution is alkaline. 

* Amphoteric hydroxides are those which may dissociate either as an acid or 
as a base. Example: Zn(OH) 2 (s) ;=iZn++ >{- 20H” (dissociation as a base); 
Zn(OH) 2 («) 2H+ 4- ZnOj — (dissociation as an acid). In acid solutions 

Zn(OH )2 acts as a base and dissolves, Zn(OH) 2 («) +2H'’(ag) + 2Cl“(a<?) 
^ Zn'^^(ag) -h 2Cl~(ag) + 2 H 2 O but in sufficiejitly alkaline solutions, it acts 
as an acid and also dissolves, Zn(OH) 2 (i{) + 2Na**“(a9) + 20H“'(a^) « 2Na'’'(a^) 
-h ZnO.— (ag) -f 2H2O 
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reaction may be written 

¥e($) = Fe++(og) + 2e (17) 

it is followed by the reaction 

Fe++(a^) + 20H“(a^) = Fe(OH)2(«) (18) 

and Fe(OH )2 is precipitated on or adjacent to the anodic areas. 
It is customary therefore to write the complete anodic reaction 
as the sum of the above two reactions, yielding Eq. (15). 

In some cases negative ions other than the OH'" ion are present 
in the solution in sufficient amounts to bring about the precipitation 
of the compound of the metal ion with the other negative ion. For 
example, when metallic lead, exposed to sulfuric acid solution, 
behaves as an anode (the lead plate in the discharge of a lead storage 
battery) the primary anode reaction may be written 

Pb(s) = Vh-^{aq) + 2e (19) 

but Pb+"^ ions quickly encounter SO 4 ions in sufficient concen- 
tration to precipitate finely divided PbS 04 (.s‘) over the anode surface 

Pb++(a^) -+• SO 4 — (a^) - PbS 04 (s) (20) 

Usually, therefore, the anode reaction in the discharge of the lead 
storage cell is written as the sum of Eqs. (19) and (20). 

Pb(s) + SO— (aq) = PbS 04 (^?) + 2e (21) 

When zinc is attacked by solutions of the proper pH and CO 2 
content, the solid corrosion product is the carbonate rather than 
the hydroxide. In this case the anodic processes may be written 

Zn(s) = Zn'^'+'(ag) + 2e (22) 

Zn++(ag) + CO.— (ag) - ZnC 03 (s) (23) 

or 

Zn(s) + CO,— (aq) - ZnC 03 (if) + 2e (24) 

The reduction of metal ions to form free metal is a common 
cathode reaction, Eq. (3), but the cathode reactions most frequently 
encountered in corrosion processes are either (1) the reduction of 
hydrogen ions to form hydrogen gas, or (2) the reduction of oxygen 
gas at the cathode to form hydroxyl, OH~, ions. 
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2H+(ag) + 2e = Uiig) (25) 

2 H 2 O = 20H-(ag) + 2H+(ag) (26) 

2}lHaq) + 2e ^ B,(g) (27) 

2 H 2 O + 2e =~20H-(a^) + (28) 


If the solution is acid, one usually writes Eq. (25) to represent the 
formation of hydrogen gas on the cathode areas. However, if 
the solution is neutral or alkaline and the hydrogen ions must come 
from the dissociation of water molecules, the cathode process is 
probably best represented by the steps indicated by Eqs. (26) and 
(27). The sum of these two steps yields Eq. (28), which frequently 
is written to represent the cathodic production of hydrogen gas 
in neutral or alkaline solutions. 

The cathodic reaction whereby oxygen gas is reduced to hydroxyl 
ions at the cathode areas may be represented by the equation 

02 (g) + 2 H 2 O + 4c = 401I-(a(/) (29) 

It is sometimes assumed that the primary electrochemical step in 
the reduction of oxygen at a cathode is the discharge of hydrogen, 
Eqs. (25) to (28), but that oxygen, if present, will react with the 
hydrogen atoms (4H + O 2 = 2 H 2 O) before they can combine with 
each other and be evolved as hydrogen gas, H + H == H 2 (g). As 
shown by Eqs. (26) to (28), the discharge of hydrogen ions results 
in the production in solution of an equivalent quantity of h.ydroxyl 
ions. 

When metallic zinc is attacked by water in the presence of 
oxygen or air, a solid corrosion product of Zn(()H )2 is deposited on 
the surface of the metal. The total corrosion reaction is 

2Zn(,^?) + 2 H 20 (/) + 02 (g) = 2Zn(OH)2(6*) (30) 

At the anode areas, zinc is oxidized in the electrode reaction 

2Zn(s) + 40H-(ag) = 2Zn(OH)2(s) + 4c (31) 

Oxygen is reduced at the cathode areas by reaction (29), Obvi- 
ously, the sum of Eqs. (31) and (29) is the over-all corrosion reaction 
represented by Eq. (30). 

Single Electrode Potentials. — Just as we may divide a total 
oxidation-reduction reaction into two half reactions, so we may 
divide the total energy liberated in the reaction between the half 
reactions. 
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Total reaction: 

Zn(«) + aq) ^ Zn++(1M, aq) 

+ n^ig, V = 760 mm.) + Qr (32) 


Anode reaction: 

Zn(s) = Zn''"'^'(lM, aq) + 2e + Qa (33) 

Cathode reaction: 

2H+(1M, aq) + 2e = p = 760 mm.) + Qc (34) 

Since Eq. (33) added to (34) yields (32) 

Qr = Pa + Pc (35) 

Qt = uFEt] Qa = nFEa] and Qc == nFEr (36) 

Hence 

Er Ea + Er (37) 


Et may be measured or it may be calculated from Qt. It seems 
impossible to obtain an absolute value for Ea or j&,., but accurate 
relative values are obtained by arbitrarily assigning a value of zero 
to Ec for the electrode reaction represented by Eq. (34) when the 
active concentration of hydrogen ion in the solution is one mole 
per liter and the hydrogen gas on the electrode surface is at a pres- 
sure of 1 atm. (760 mm. Hg). This means that we are assigning 
a potential of zero to the electrode consisting of a noble metal (for 
example, platinum covered with platinum black) whose surface 
is kept saturated with hydrogen gas at a pressure of 1 atm. immersed 
in a solution containing hydrogen ions at an active concentration 
of one mole per liter. This standard hydrogen electrode reaction 
may be combined with other electrode reactions to make complete 
galvanic cells whose voltages {Et) may be measured. Et then 
becomes Ea for the other electrode compared to the standard hydro- 
gen electrode. For example, the reversible Et for the galvanic cell 
in which (32) is the reaction is 0.762 volt. 

Er « 0.762 - E^Zn - Zn++ + 2e) + E^{2ll^ + 2e = II 2 ) 

Inasmuch as we have arbitrarily made 

£^[2H“^(1 mole per 1.) + 2e:^ VL^igy 1 atm.)] = 0.000, 

J?®[Zn(«) « Zn^(l mole per 1.) + 2e] = -1-0.762 volt. This rep- 
resents the potential, relative to the standard hydrogen electrode, 
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of a pure unstrained zinc electrode in contact with a solution con- 
taining zinc ions at an active concentration of one mole per liter. 
It is called the standard single electrode potential of zinc. 

By setting up galvanic cells in which various standard electrode 
reactions are combined with the standard hydrogen electrode, the 
standard single electrode potentials corresponding to the various 
electrode reactions may be determined. If the potentials corre- 
spond to the electrode reactions in the direction in which electrons 
are lost, they also may be called standard oxidation potentials 
because they reprc'sent the tendency of some substance to be 
oxidized to a more positive valence by losing electrons. 

The potential corresponding to the reverse process (gain of 
electrons) is called a reduction potential. The standard oxidation 
j)otcntial and the standard reduction potential for an electrode 
reaction are the same numerically but are opposite in sign. For 
example, 

Fe(,s‘) = Fe+'^(1 mole per 1.) + 2c; E° — +0.-140 (38) 

Fe'^'‘"(l mole per 1.) + 2e = Fe(s); = —0.440 (38a) 

A fairly comprehensive list, including most of the standard oxidation 
potentials for electrode reactions encountered in corrosion problems, 
is given in Table 71. 

The more positive (or less negative) the standard potential, the 
greater the tendency of the electrode reaction to proceed in the 
direction in which electrons are lost. The convention that has 
been used concerning the sign of the electrode potential is just 
the opposite from that used by maii}^ j)ractieal ehHdTochemists who 
are more interested in the sign of the charge on an electrode than 
in the significance of the electrode potentials as indicators of the 
energy change accompanying the electrode reaction. The sign 
used in Table 71 and in this di.scussion is in agreement with that 
used by the majority of physical chemists and theoretical electro- 
chemists in America. Furthermore it is the convention used in 
most standard textbooks and reference books^ in this country. It 
usually is possible to eliminate any controversy over the sign of 
electrode potential by saying that an electrode is a certain number 
of volts more anodic (or less anodic) than the standard hydrogen 
electrode. Thus, the zinc-zinc ion electrode is 0.762 volt more 

‘Sec, for example, *Tnternational Critical Tables,” McGraw-Hill Book 
Company, Inc., New York. Latimee, “Oxidation Potentials.” Prentioe-Hall 
Inc., New York (1938). 
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anodic than the standard hydrogen electrode. The copper-cupric 
ion electrode is 0.3448 volt less anodic (or 0.3448 volt more cathodic) 
than the standard hydrogen electrode. 

Table 71. — Standard Oxidation Potentials 


Electroda reaction E® 

Na « Na+ + c 2.712 

Mg + 20H- - Mg(OH)s(«) 4- 2e. . 2.67 

Mg - 4- 2« 2.34 

Al + 30H- « Al(OH)i(«) 4- 3tf. . . . 2.31 

A1 - Ar'*"*- + 3e 1.07 

Mn 4- 20H- - Mn(OH)t(«) 4- 2e.. 1.47 

Mn 4* COr- - MnCO,(«) 4- 2«. . . 1.35 

Cr 4 30H- - Cr(OH)a(«) 4 3^. ■ • 13 

2n 4 20H- - Zn(OH)t(a) 4 2«. . . 1.245 

Zn 4 CO|— - ZnCOa(«) 4 2e.. . . 1.07 

Mn-Mn++4 2e 1.05 

3Fe 4 80H~ - Fei04(«) 4 4HtO 

4 8« 0.91 

Fe 4 20H- * Fe(OH)t(*) 4 2«.. . . 0.877 

Ha(a) 4 20H- - 2HiO 4 2« 0.828 

Cd 4 20H- - Cd(OH)j(«) 4 2e.. . 0.815 

Cd 4 COr- - CdCO,(«) 4 2«. . 0.80 

Zn - Zn*^* 4 2« 0.762 

Fe 4 COs— - FeCOi(«) 4 2e 0.755 

Fe 4 30H- - Fe(OH)i(«) 4 3«.. . . 0.73(?) 

Co 4 20H- - Co(OH) 2(«) 4 2e. 0.73 

Cr*Cr^++4 3« 0.71 

Ni 4 20H- « Ni(OH)2(«) 4 2«... . 0.66 

Co 4 CO«— - CoCOi(«) 4 2e. . . 0.63 

Pb 4 20H- * PbO(«) 4 HaO 4 2«| 0.578 
Pb 4 COi— » PbCOi(«) 4 2e. . . 0.506 

Ni 4 CO»““ - NiCO,(«) 4 2e. . . . 0.45 

Fe*Fe+^+4 2e 0.440 

H»(flr) « 2H+(10-’mole/l) 4 2« 0.414 

Cd » Cd++ 4 2e 0.402 

2Cu 4 20H- - Cu80(«) 4 HaO 4 2e| 0 . 361 
Pb 4 SO4-- » PbS04(«) 4 2e 0.355 


Electrode reaction 


Co - Co++ 4 2e 0.277 

Ni-Ni+^4 2e 0.260 

Cu 4 20H- - Cu(OH) 2(«) 4 2e 0.224 

Sn - 811++ 4 2e 0.136 

Pb-Pb++4 2e 0.126 

Fe-Fe^^++4 3e 0.036 

Hiio) - 2H+ 4 2e 0.000 

Cu 4 CO,— - CuCO,(«) 4 2e. -0.053 

Hg 4 20H- - HgO(») 4 H,0 

4 2e -0.0984 

2Hg 4 20H- - Hg,0(») 4 H2O 

4 2e -0.123 

Ag 4 Cl- » AgCl(«) 4 <f. . . -0.2222 

2Hg 4 2Cr * HgiChCa) 4 2e. . -0.2676 

2Ag 4 20H- - Ag20(«) 4 HaC) 

4 2e -0.344 

Cu * Cu++ 4 2e -0.3448 

40H- * Os(g) 4 2H80 4 4e -0.401 

40H'* - Oa(g,p 0.21 atm.) 

4 2H20 4 4« -0.391 

2Ag 4 CO,— - AgaCOsU) 4 2e. -0.47 

Cu - Cu+ 4 e -0.622 

2Hg » Hgj++ 4 2e -0.7986 

Ag*Ag+4« -0.7995 

2HjO » 0,(a) 4 4H^-(10-’mole/l) 

4 4c -0.815 

Hg « Hg++ 4 2c -0.864 

Pt*Pt++4 2c -1.20 

2H2O - Ozig) 4H+ 4 4c -1.229 

2Cr - Cl2(g) 4 2c -1.3683 

Au Au"*”*’"^ 4 3c —1.42 

2F-' - FaCi^) 4 2c . .. -2.86 


An examination of the table will reveal that the electrode reac- 
tions involving free metals forming their simple positive ions in 
solution stand in the order of the familiar displacement or electro- 
motive force series: Na, Mg, Al, Mn, Zn, Cr, Fe, Cd, Co, Ni, Sn, Pb, 
H 2 , Cu, Hg, Ag, Pt, Au. Any metal will displace from aqueous 
solution the ions of a metal below it in the series. Any metal with a 
positive standard potential can displace hydrogen ions from a solu- 
tion containing them at a concentration of one mole per liter or 
higher. Examples already have been given in Eqs. (1), (5), and 
(8). Of all the substances listed in Table 71, metallic sodium 
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(E^ aas 4'2.712) is the best reducing agent (most easily oxidized) 
and fluoride ion (J?® = — 2.85) is the poorest reducing agent. If the 
sign of the electrode potential is changed, it is a measure of the 
tendency of the electrode I’eaction to proceed in the reverse direc- 
tion; i.e.f it is a measure of the oxidizing power of the substance that 
appears on the right-hand side of the equation in the table. Thus 
fluorine gas is the best oxidizing agent, since Fa (fir) + 2c == 2F“*, 

= +2.85 volts, and sodium ion is the poorest oxidizing agent 
with E"^ = —2.712 for Na**" + c = Na. 

Standard Electromotive Force of Cells and Standard Electrode 
Potentials. — The combination of two of the single electrode reac- 
tions listed in the table, one in the direction given and the other in 
the reverse direction, will constitute a complete oxidation-reduction 
reaction. In some cases it is necessary to multiply one or both 
of the electrode reactions by a factor to make the electrons lost in 
the anode reaction equal to the electrons gained in the cathode 
reaction. For example, in the displacement of Ni++ ion by alumi- 
num, the anode reaction A1 == Al’^"^+ + 3c must be multiplied 
by 2, and the cathode reaction, Ni++ + 2e = Ni, must be multiplied 
by 3. 


2A1 = 2Al-^++ + 6c; = +1.67 

3Ni++ + i\e = 3Ni; = -0.25 

2A1 + 3Ni-^“^ = 2A1^++ + 3Ni; == +1.42 

It should be noted that even though the electrode reaction is mul- 
tiplied by a factor, E"" for the electrode reaction remains unchanged, 
because depends upon the energy change per gram (Kiuivalent. 
The sum of the electrode potentials would be the reversible voltage 
of the galvanic cell (couple) in which the oxidation-reduction reac- 
tion was occurring. This total reversible voltage will be a measure 
of the driving force in the reaction and hence of how complete the 
reaction can be before equilibrium is reached and the couple is 
completely discharged. For example, the standard voltage of 
the Daniell cell may be obtained by adding 

Zn = Zn++ + 2c; E^ = +0.7620 

Cu++ + 2c = Cu; E^ = + .3448 

Zn + Cu++ - Z"n++ + Cu; E^ ^ +1.1068 (39) 

The positive sign of E^ for the complete couple means that the 
reaction is spontaneous; i.e., that the galvanic couple actually could 
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supply electrical energy. If for a cell is negative in sign, it means 
that the proposed reaction is not spontaneous and that electrical 
energy would have to be supplied from a source outside the system. 
As an example of the latter, consider 

Cu = Cu++ + 2c; = -0.3448 

Ni++ + 2c = Ni; E^ = -0.250 

Cu’+Ni+“^- = Cu+++'Ni; = -6.5948 (40) 

The proposed reaction is not spontaneous; ^c., metallic copper 
cannot displace nickel ions from solution, indeed the reverse reaction 
is well known to be spontaneous. 

Suppose one washed to know whether lead in the presence of 
pure winter and in the absence of oxygen would spontaneously 
corrode to form PbO(<s) and II 2 gas as corrosion products, the answer 
could be obtained from our table of electrode potentials as follows : 

Pb + 20H- = PbO(6) + H 2 O + 26; E^ = +0.578 

2 H 2 O + 26 = 20n~ + H2(<7); E^ = -0.828 

Pb + H 2 O - PbO(s) E^ ="-0.250 (41) 

We may therefore statci that load in contact with pure water could 
not corrode to form solid PbO and (‘volve H 2 (( 7 ) against atmospheric 
pressure. One might next ask whether lead could corrode to form 
PbO(.s‘) if oxygen at atmospheric pressure w^ere admitted to the 
system. 

2Pb + 40H" = 2PbO(6‘) + 2 II 2 O + Ic; = +0.578 

02 (g) + 2 H 2 O + 4c = 4011 ; = +0.401 

~ 2PboTs) ; "+0.979 (42) 

From these data, it is evident that the corrosion of lead in the 
presence of oxygen would be a very spontaneous reaction. 

Influence of Concentrations upon Cell Voltages.— It seems 
logical that the amount of energy liberated in a chemical reaction 
should depend upon the concentrations of the reactants and upon 
the concentrations at which the products are being formed. This 
must be true because the potential or free energy of any substance 
in solution is increased as its concentration is increased, and th(^ 
amount of energy liberated in a reaction increases as the concentra- 
tipns of reactants increase and as the concentrations of products 
decrease. Applied to the case of the galvanic cell, this means that 
the vol^ge of the cell will increase as the concentrations of reactants 
increase and the concentrations of products decrease. 
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In the Daniell cell reaction, Zn(s) + Cxi’^ = Zn*^ + Cu(«), 
this principle tells us that the cell voltage would increase as Czno 
and Ccu++ are increased, and as Czn++ and Ccu(«) are decreased. How- 
ever, the concentrations of the solid metals are fixed and the voltage 
will depend upon Cz„^+ and Ccu^-. To give this cell a high voltage, a 
low Czn^+ and a high Ccu++ are necessary. When Cz„++ = = 1 .0 

mole per liter, the potential of the Daniell cell is +1.1068 volts [see 
Eq. (39)]. As current is taken from the cell, the Cz„++ will increase 
due to oxidation of metallic zinc and the Oou'+ will decrease because 
Cu*^*^ ions are reduced to metallic^ eopp(T. Hence as the cell is 
discharged, its revcrsi])lc (max.) voltage gradually will drop. 

If one represents any galvanic cell reaction by 


a A + hB =fF + gCr 


(13) 


the revc‘rsi])le voltage at 25'^C. may b(^ exi^ressed in terms of for 
the cell and the conc(‘nt rat ions by the equation^ 


E = E^ 


0.05915 , {CpyiCaY 


(44) 


in which a represents the moles of -t, b the moles of B, etc.» and 
71 represents the numlx'r of Faradays of current that pass through 
the external circuit whim a moles of A react with b moles of B. An 
(‘ntirely similar equation gives the single electrode potential in 
terms of the standard electrode potential and the conc(^ntrations 
of the substances iin'olv(*d in the electrode reaction. Any electrode 
becomes less anodic as the concentrations of the products of the 
electrode reaction arc iii(*reased and as the concentrations of the 
reactants arc decreased. 

Polarization in Galvanic Cells. — The galvanic cell or couple 
potentials which have been the subj<‘ct of the discussion up to this 
j)oint have been reversibk^ potentials; potentials when all of 
the potential or free ('nergy liberated in the reaction is converted 
into electrical energy. All j)rocesses for the conversion of energy 
from one form into anothcT become less efficient as the speed of the 
conversion is increased, increasing portions of the available energy 
being dissipated as heat. This applies to the galvanic cell. If 
current is taken from a cell at a rapid rate, only a fraction of the 


^ For a more detailed discussion of this equation, its applications, and the 
subject matter of this section, see Getman and Daniels, ^‘Outlines of Theoretical 
Chemistry,*' 6th cd., pp. 414 440, John Wiley Sons, Inc., New York, or any 
other standard text in physical chemistry or electrochemistry. 
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energy liberated in the cell reaction is converted into electrical 
energy and the voltage drops. The difference between the revers- 
ible (maximum) voltage and the actual voltage is called polarization^ 
A dissipative effect is sometimes referred to as an irreversible effect^ 
or a hack- or counter-electromotive force. 

It is convenient and instructive to classify the various dissipative 
or irreversible effects as follows: 

1. Dissipation due to the resistance of the electrolyte between 
anodic and cathodic areas. This is equal to IRi, where 1 represents 
the current flowing and Ri the total resistance of the electrolyte 
(internal resistance) between the anode and cathode. From Ohm^s 
law this may be set equivalent to a voltage drop. E\ = IRi 

2. Dissipation due to the resistance of the external circuit 
between anode and cathode. This also may be set equal to a 
voltage, = IRe. This effect is very small in corrosion problems 
because the corrosion couple is essentially a short-circuited cell, 
the resistance of the metal, 22^, between anodic and cathodic areas 
being very small. 

3. Polarization at the anode. The total anodic polarization is 
the sum of (a) concentration polarization at the anode, (6) a possible 
anodic overvoltage due to some slow process in the over-all anodic 
reaction, and (c) the resistance of films that may cover the anode 
surface. This sum may be expressed as a back electromotive force, 
Elf called the total anodic polarization. 

4. Polarization at the cathode which is usually the sum of (a) 
concentration polarization at the cathode, (b) cathodic overvoltage 
due to a slow step in the over-all cathode reaction, and (c) the 
resistance of films on the cathode surface. The last is a much less 
frequent contributor to cathodic polarization than it is to anodic 
polarization. El may be used to denote this sum at the cathode 
expressed as a back electromotive force and called the total cathodic 
polarization. 

Concentration Polarization. — ^The concentrations of substances 
right at the electrode are those which determine the potential of an 
electrode. It should be evident that as electrode reactions proceed 
the concentrations in the immediate vicinity of the electrode will 
be different from those in the main body of the electrolyte, because 
as the process continues ions or molecules must diffuse away from 
or into the film adjacent to the electrode. These concentration 
gradients which are set up about the electrodes when a cell or couple 
is discharged at an appreciable rate cause a back electromotive force 
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which is called concentration polarization. For example, when a dry 
cell^ is discharged, zinc ions are formed about the zinc electrode and 
as their concentration is increased the zinc become less anodic. To 
minimize concentration polarization, ammonium chloride is used 
in the electrolyte to remove zinc ions by the reaction 

Zn-^ + 4NH4CI ;n± [Zn(NH8)4]++ + 4 HC 1 ( 45 ) 

Hydrogen ions are discharged at the carbon cathode to form hydro- 
gen gas resulting in a depletion of hydrogen ions about the cathode, 
which therefore becomes less cathodic. Also, as hydrogen ions are 
discharged, the pressure of H2 gas on the cathode increases to cause 
additional concentration polarization. Polarization due to this 
source is partly counteracted by packing manganese dioxide about 
the cathode. This substance, called a ''depolarizer,'' reacts with 
H2 and keeps its pressure low on the cathode. 

H2 + MnOa = H2O + MnO ( 46 ) 

H 2 + 2Mn02 = H 2 O + MnaOs 

In addition to the concentration polarization due to the accumula- 
tion of H2 at the cathode, there is another source of polarization 
in this case; namely, the overvoltage for the discharge of hydrogen 
ions at the cathode surface. 

Overvoltage or Overpotentials. — Even though one eliminated 
the possibility of concentration polarization at an electrode, one 
still would find a polarization effect in many electrode reactions. 
Anodic or cathodic polarization which cannot be attributed to 
concentration polarization or film resistances is called overvoltage 
or overpotential. Overvoltages may be of considerable magnitude, 
especially in electrode reactions that involve gases, the discharge 
of hydrogen or the reduction of oxygen gas at cathodes, or the 
discharge of oxygen, chlorine, etc., at anodes. In general, over- 
voltages in electrode reactions involving the metals and their 


^ The dry cell contains a zinc anode and a carbon cathode upon which 
hydrogen is liberated. The cathode, therefore, is essentially a hydrogen elec* 
trode. The fundamental cell reaction is 

Zn(«) 4- 2H+ « Zn++ -f H,(a) 

Anode: Zn(s) *■ Zn"***^ -b 2c 

Cathode; 2H+ -b 2c « H*(g) 



420 


CHEMISTRY OF ENGINEERING MATERIALS 


ions are quite small. Overvoltages^ depend upon the following 
variables: 

1. The current density (amperes per unit area of cathode or 
anode surface). Overvoltage increases rapidly at first with current 
density, but finally attains a maximum value at high current 
densities. 

2. Overvoltage decreases with increase in temperature. 

3. The magnitudes of the gas overvoltages depend upon the 
nature of the electrode. For example, hydrogen overvoltages are 
low on Pt, Au, and Ag, intermediate on Fe, Xi, Co, C, and Cu, and 
high on Pb, Zn, Cd, and Hg. 

4. Gas overvoltages are lower on rough, abraded metal surfaces 
than on smooth, polished surfaces. 

5. Overvoltages may be increased by the addition of suitable 
substances to the electrolyte. For example, hydrogen overvoltages 
are increased by the addition of such substances as glue, gelatin, and 
the types of substances used as inhibitors (page 429) in acid pickling. 

Polarization Due to Films. — Films on an anode or cathode 
surface, separating these areas from the main body of the electrolyte, 
will increase the anodic or cathodic polarization for two principal 
reasons: (1) they cause an increase in the resistance of the path 
between anode and cathode, and (2) they decrease the rate of 
diffusion of reactants and products of the electrode reactions toward 
and away from the electrode surfaces, thereby increasing concen- 
tration polarization to values that may be much higher than those 
which would prevail in the absence of the films. 

The more adherent and nonporous the film, the more it will 
serve to increase the polarization at an ele(*trode, but even porous, 
loosely adhering films may exert a pronounced effect. As will 
become evident in the later discussion, these films, whether they 
are naturally formed on metal articles during manufacture, are 
formed by application of special coatings, or consist of corrosion 
products, will play an important role in determining the rate of 
attack of an environment upon a metal or an alloy. 

The Spontaneity of Corrosion Reactions. — It is always important 
to know whether a specific metal can spontaneously react with a 
specific environment. For example, for many years much time 

* For a more detailed discussion of overvoltage and other aspects of polariza- 
tion see Creighton and Kohler, ** Electrochemistry,^' Vol. I, pp, 260-275, John 

Wiley ds Sons, Inc., New York (1935); Glasstone, Textbook of Physical 
Chemistry," pp. 994-1023, D. Van Nostrand Company, Inc., New York (1940). 
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was spent in debating the question, ''Can pure iron react with pure 
water if oxygen is absent from the system?’’ Today it is possible 
to answer such questions with certainty in most cases because data 
usually are available that permit a calculation of the change in 
potential energy (free energy) accompanying the proposed reaction. 
As has been indicated (page 407), the reversible electromotive force 
or driving force of th(‘ corresponding corrosion coiiph* may be cal- 
culated from the energy chang(\ If the calculated voltage is 
positive, the proposed reaction can 0(*cur; if it is negative, the 
corrosion reaction is impossible under the conditions postulated. 
The limitations of space prohibit giving the results of such calcula- 
tions for a great variety of metals in a large number of environments. 
It is instructive, however, to list the results for a number of common 
metals on the assumption that tliey corrode to form solid corrosion 
products in two of the most common en\ironments: (a) in water 
with oxygen absent, and (b) in water saturated with air (assuming 
air contains 21 per c(mt of oxygen, po, = 0.21 atm. = 159.6 mm. 
Hg). If a metal corrodes in oxygen-free water, hydrogen must be 
displaced; ther(4ore this type of corrosion will be referred to as 
“hydrogen type.” Corr(»sion in water in the presence of oxygen 
will be called “oxygen type.” Thcvse types will be illustrated using 
zinc as an example. 

If the corrosion of zinc is of the hydrogen type: 

At anode areas: 

(a) Znf.s) = Zn'^‘‘-(ag) + 2e 

(b) -f- 20TT^ (formed at cathode) — Zn(OH) 2 («) 

-1-1.24.5 (47) 

At cathode areas: 

2 H 2 O + 2 c = 20H " + Iliij) 

" -0.828 

Total corrosion reaction: 

Zn(,sA -f 2 H 2 O = Zn(OH) 2 («) + YLtig) 

/?« +0.417 

The calculation shows that zinc can corrode in pure oxygen-free 
water to form solid zinc hydroxide and hydrogen gas. The driving 
force of the corrosion couple is +0.417 volt, which corresponds 
to a liberation of potential energy equivalent to 9,622 cal. for every 
gram equivalent weight of zinc that corrodes. 
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In the presence of oxygen, the changes at the anode areas would be the same 
as in the foregoing example. 

At anode areas: 

2Zn(«) + 40H- « 2Zn(OH),(«) + 4e 

E^ « -hi. 245 

At cathode areas: 

Ot (in air) + 2Ha() -h 4e « 4QH~ E^ « +0.39 1 (48) 

Total corrosion reaction: 

2Zn(«) -h OtCm air) + 2 H 2 O - 2Zn(OH*)(s) « -hi. 636 


It is evident that the corrosion of zinc in water saturated with 
air is a much more spontaneous reaction than in pure water. How- 
ever, the calculation shows that the corrosion of zinc is a quite 
spontaneous process even when oxygen is excluded from the water. 


Table 72. — Spontaneity of Corrosion Reactions 


Metal 

Solid 

corrosion 

product 

Hydrogen type 

Oxygen type 

E 

PH, “ 1.0 
atm. 

Qy cal. per g. 
mole of metal 

E 

P02 * 0.21 

atm. 

Q, cal. per g. 
mole of metal 

Mg 

Mg(OH)2 

-hi. 84 

85,100 

-h3.06 

142,000 

Al 

Al(OH)a 

-hi. 48 

102,570 

-h2.70 

180,700 

Mn 

Mn(OH )2 

-hO.64 

29,660 

+1.86 1 

85,800 

Cr 

Cr(OH)s 

-h0,47 

32,700 

-hi. 69 ' 

117,000 

Zn 1 

Zn(OH )2 

-h0.417 

19,260 

+ 1.636 

75,200 

Fe 

FesOi 

-h0.082 

4,990 

+1.30 

79,800 

Fe 

Fe(OH )2 

-KP.049 

2,260 

+ 1.268 

58,500 

Cd 

Cd(OH)2 

-0.013 

-600 

+ 1.206 

55,600 

Fe 

Fe(OH), 

-0.098 

-6,780 

+ 1.12 

77,800 

Co 

Co(OH)2 

-0.098 

-4,520 

+ 1.12 

51,700 

Ni 

Ni(OH)2 

-0.168 

-6,760 

+ 1.05 

48,600 

Pb 

PbO 

-0.250 

-11,550 

+0.969 

44,500 

Cu 

Cu,0 

-0.467 

-10,780 

+0.752 

17,400 

Cu 

Cu(OH)2 

-0.604 

-27,900 

+0.615 

28,400 

Hg 

HgO 

-0.926 

-42,600 

+0.293 

13,600 

Hg 

Hg.O 

-0.951 

-21,970 

+0.268 

6,190 

Ag 

AgjO 

-1.172 

-27,070 

+0.047 

1,080 


It is interesting to note that of the metals listed in Table 72, 
Mg, Al, Mn, Cr, Zn, and Fe can corrode to form a solid corrosion 
product (water is saturated with the oxide or hydroxide) even in 
the absence of oxygen. Iron can corrode in oxygen-free water to 
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form ferrous hydroxide or to form magnetite, Fe804, but cannot 
form ferric hydroxide. The corrosion reaction leading to the forma- 
tion of Fe804 is the more spontaneous, and it is interesting to point 
out that recent investigations^ show quite conclusively that magnet- 
ite is the final solid product of the corrosion, of iron in oxygen-free 
water. The other metals in the list cannot corrode in oxygen-free 
water, but all the metals listed can corrode spontaneously in water 
saturated with air. 

The data in Table 72 emphasize one important aspect of the 
whole corrosion problem; namely, since the corrosion of almost 
every metal in the presence of water containing oxygen is spon- 
taneous, the real problem is one of understanding the factors that 
control the rate of discharge of the galvanic corrosion couples so 
that steps may be taken when possible to decrease the corrosion 
rate. 

Anode and Cathode Areas in Corrosion Couples. — It is impor- 
tant to recognize the factors that cause certain areas of an exposed 
metallic structure to be anodic to other areas of the structure. The 
anodic areas, of course, are the areas attacked, because it is here 
that metal is oxidized. As will be emphasized later, there is no 
advantage in limiting the anodic areas unless the total amount of 
corrosion is correspondingly decreased, since a limitation in area 
without a proportionate decrease in the amount of corrosion would 
lead to pitting. 

The principal factors that, alone or in combination, determine 
which areas will be anodic and w^hich cathodic may be summarized 
as follows:- 


Anodic Areas 

1. Strained metal 

2. Areas at which there is a low oxygen 
concentration 

3. Areas at which a protective filin has 
been broken 

4. Impurities in metal or in electrical 
contact with metal which are anodic 
to the metal 


Cathodic Areas 

1. Unstrained metal 

2. Areas where oxygen concentration 
is high 

3. Impurities in the metal ui>on which 
there is a low oxygen or low hydro- 
gen overvoltage 

4. Impurities in metal or in contact 
with metal which are cathodic to 
the metal 


^ Corby and Finnegan, Proc* A.S.T.M.^ 39 , 1242 (1939). See discussion to 
this paper by J. C. Warner. Thompson, Trans. Electrochem. Soc.f 78, 261 
(1940). 

* For an excellent and more complete summary of these factors see Mears 
and Brown, Ind. Eng. Chem., 38 , 1001 (1941). 
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The Limiting Corrosion Rate. — The reversible voltage of the 
corrosion couple may be considered the driving force of the corrosion 
reaction. As has been mentioned, each of the dissipative effects, 
which together make up the total polarization, increases as the 
amount of current flowing between anodic and cathodic areas is 
increased. If, therefore, corrosion proceeds by an electrochemical 
mechanism (by the discharge of galvanic couples), one may conclude 
that the steady-state corrosion rate will be the rate that makes the 
sum of all the dissipative effects, expressed as counterclectromotivo 



limiting corrosion rate. control. 

brces, equal to the driving force. Hence, for the steady state, one 
nay write: 

= K + K + E',^, + e:„. (49) 

where 

Er = reversible electromotive force of the couple (Table 72), 

Ea = total polarization at the anode areas. 

Ec ~ total polarization at the cathode areas. 

= IKi = current flowing X resistance of electrolyte between 
cathode and anode areas. 

= current flowing X resistance of the metal between 
cathode and anode areas. This resistance, jB«, ordinarily 
is very small and hence may be neglected in most 
cases. 

The significance of the limiting corrosion rate may be demon- 
strated graphically by reference to Fig. 86. Curve D repre- 
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sents the sum of A, B, and C. When corrosion proceeds at 
a rate corresponding to a current I flowing between anodic 
and cathodic areas, the sum of the irreversible or dissipative effects 
(total polarization) is equal to the driving force of the corrosion 
couple. Therefore, a rate corresponding to the current I will be the 
steady-state corrosion rate if the character of the over-all corrosion 
n^action is not changed. From the diagram, it should be evident 
that anything that will increase the resistance of the electrolyte, 
increase the total anodic polarization, or increase the cathodic 



Current or corrosion rate 

Fig. 87. — Corrosion process under cathodic control. 


polarization, will decrease the corrosion rate. This conclusion is 
veiy useful in any endeavor to find a means of decreasing the corro- 
sion rate in a given system. 

In most cases E[ and E[ are large compared to A’',,., and one 
may consider that polarization makes anode areas less anodic and 
cathode areas less cathodic. Thus, as polarization increase's, the 
two areas are being brought more lU'arly to the same potential. 
If Eir^ may be neglected, the corrosion rate that will yield sufficient 
polarization to bring the anodic and cathodic areas to the same 
potential will be the limiting corrosion rate. This scheme is illus- 
trated in Figs. 86, 87, and 88. 

The difference between the potential of the anode and tlu. 
cathode at zero current represents the reversible electromotive 
force or driving force of the corrosion couple. As the rate of 
discharge of the couple is increased, the potentials (including 
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polarization) of the anode and cathode approach each other, and 
become equal at the limiting or steady-state corrosion rate. If 
Eim has an appreciable value, the corrosion rate is set at a lower 
limit; namely, the rate at which is equal to the difference 
between the anodic and cathodic curves. In Fig, 88, I represents 
the limiting rate if Eir^ is very small, but F is the limiting rate 
when Eih, ^ A B, 



Fig. 88. — Corrosion process under mixed control. 


Anodic Control and Cathodic Control. — If, as is illustrated in 
Fig, 86, anodic polarization is the predominant dissipative effect, 
the corrosion process is said to be under anodic control.^^ The 
case illustrated in Fig. 87 obviously is under cathodic control.” 
Figure 88 represents an example of ** mixed control” in which anodic 
and cathodic polarizations are comparable in magnitude. In any 
attempt to apply protective measures it usually is important to 
recognize the type of control that prevails in the unprotected case. 

In the attack of zinc by acids leading to hydrogen evolution, 
the process is most certainly under cathodic control, the overvoltage 
for hydrogen evolution at cathode areas being the most important 
contributor to the total polarization. 

The corrosion oi partly immersed low-carbon steel in pure water 
or neutral salt solutions in the presence of air, also is under cathodic 
control. The areas just below the water-air interface are cathodic 
and the surfaces immersed to greater depths are anodic. That 
the corrosion rate is determined by the rate at which oxygen can 
reach the cathodic areas by diffusion (oxygen concentration polari- 
zation at the cathode) is demonstrated by the fact that the weight 
loss is essentially the same for specimens of equal width immersed 
to different depths. With all depths of immersion of like samples, 
the cathodic area remains essentially the same; t.e., the area just 
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below the interface which can be reached by oxygen diffusing into 
the liquid from the atmosphere. As the depth of immersion is 
increased, the anodic area is increased, but in spite of the increased 
anodic area, the weight loss remains the same because the process 
is under cathodic control. 

If increasing the anodic area causes no appreciable increase, 
but a restriction in the cathode area causes a decrease in the corro- 
sion rate, one concludes that the process is under cathodic control. 
On the other hand, a process in which the corrosion rate is 
essentially independent of the cathode area but decreases as the 
anodic area decreases is under anodic control. 

The corrosion of aluminum, stainless steels, and other metals 
and alloys that form adherent, quite nonporous films on their sur- 
faces in many common environments provides examples of processes 
that are under anodic control.^ 

Inhibitors and Intensity of Attack. — ^Any substance that, when 
added to the environment of a metal or alloy, decreases the corrosion 
rate is called an inhibitor. As the names imply, anodic inhihitora 
decrease the rate by impeding the anodic process and cathodic 
inhibitors serve to increase the total polarization at cathode areas. 
The use of chromates, phosphates, silicates, etc., to decrease the 
rate of corrosion of iron and other metals serves as examples of 
anodic inhibition. These substances in general serve to help form 
or keep in repair a protective film on the metal surface. The addi- 
tion of calcium, magnesium, zinc, or nickel salts will decrease 
the rate of corrosion of iron and steel under conditions of partial 
immersion. At the cathodic areas near the water line, the alka- 
linity is increased as oxygen is reduced, leading to a precipitation 
of Mg(OH)2, Zn(OH)2, or Ni(OH)2 over the cathodic surface as a 
more or less adherent, porous deposit. To reach the cathodic 
surface, oxygen must diffuse through these deposits and iterate 
of arrival is therefore decreased. To make calcium salt additions 
effective, the solution must contain carbonate or bicarbonate ion 
so that CaCOs will precipitate in the region of high alkalinity 
about the cathode. These substances function, therefore, as 
cathodic inhibitors. 

Another important class of cathodic inhibitors are the organic 
substances which decrease the rate of acid attack on metals in such 
processes as pickling. These are discussed in more detail in a 
later paragraph, 

^ Bbnson, Brown, and Msars, Trans. Eledrochem. <Soe., 70, 259 (1039), 



428 


CHEMISTRY OF ENGINEERING MATERIALS 


It must be emphasized that the successful use of inhibitors 
frequently requires considerable knowledge of their action and a 
thorough understanding of the corrosion process in the system 
under consideration. Substances that may successfully decrease 
the rate of attack on a metal, or stop it entirely, in one environment 
may in another environment stimulate corrosion. In still other 
environments the inhibitor, although decreasing the over-all 
corrosion rate, may bring about an increase in the intensity of 
attack at restricted anodic areas, leading to pitting and rapid 
perforation. 

Oxygen, depending upon conditions, may act as an inhibitor 
or a stimulator of corrosion. Oxygen tends to make a surface 
cathodic because it is a reactant in the cathodic reaction in oxygen- 
type corrosion, and also because it, in many cases, helps keep in 
repair a passivating oxide film. It has been definitely shown ^ 
that the higher the oxygen concentration at a metal surface, the 
lower the probability of attack on iron or steel. However, once 
weak points are attacked, the rate of attack will be stimulated by 
increasing the oxygen concentration. 

The prevention of localized corrosion or pitting is obviously 
more important than bringing about a decrease in the over-all 
corrosion rate. Failures rarely are due to moderate corrosion 
spread over large areas; they usually result from intense attack on 
small, localized areas leading to pitting and early perforation. 
For this reason one must consider the influence of an inhibitor on 
the area attacked of equal importance to its influence upon the 
over-all corrosion rate. Inhibitors that may increase the intensity 
of attack are classed as dangerous. In general, intensification of 
attack results when the anodic areas are very small and the process 
is under cathodic control. This situation frequently results when 
an insufficient concentration of an anodic inhibitor is added to a 
system in which the corrosion process is under cathodic control. 
For example, the addition of insufficient chromate to completely 
stifle oxygen type corrosion of iron, steel, zinc, and aluminum, has 
been shown to cause serious intensification of the attack. The use 
of still larger amounts of chromates in these cases usually will 
bring the process under anodic control and give almost complete 
protection. It is important to mention that the amount of chro- 
mate necessary to eliminate pitting and give protection will depend 
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upon the concentration of such ions as sulfate and chloride, in the 
aqueous medium. These ions interfere with the formation of 
passivating films on the metal. 

Mears* divides inhibitors into three classes: 

1. Dangerous Inhibitors. — Those which reduce the total corro- 
sion but reduce the area attacked still more rapidly, so that the 
intensity is increased. 

2. Safe Contractive Inhibitors. — Those which reduce the area 
attacked but reduce the total corrosion still more rapidly, so that 
the intensity is decreased. 

3. Safe Expansive Inhibitors. — Those which reduce the total 
corrosion but increase the area attacked, so that for two reasons 
the intensity is decreased. 

Inhibitors in Acid Pickling of Iron and Steel. — Properly to 
prepare the surface of iron and steel for galvanizing, tinning, 
enameling, electroplating, etc., it is necessary to remove the scale 
that is formed in the hot-working operations. The usual method 
for scale removal is acid pickling. In recent years organic-type 
inhibitors have been (juite universally used to decrease acid attack 
on the basis metal leading to hydrogen evolution, without appre- 
ciably altering the rate of scale removal. 

From the inve.stigations of Pilling and Bedsworth* and of PfeiP 
we learn that the normal scale formed on iron and steel consists of 
three layers: an outer layer which is approximately Fe 203 , a middle 
layci' of Fe 304 , and a layer next to the iron which is approximately 
FeO in composition. The FeO phase decompo.ses on slow cooling, 
at about 575°C. (1065°F.) into Fe 304 and microscopic or subraicro- 
scopic particles of iron. Such a decomposed phase, produced in 
the normal cooling of scale, is vigorously attacked by even dilute 
acids. If, however, the scale has been rapidly quenched, or if the 
decomposed phase has been annealed for about an hour at 500 to 
550°C. (930 to 1020'’F.) to permit growth of the iron particles, 
it is only slowly attacked by even strong acids. When the normally 
cooled ferrous material is dipped into the pickling acid, there appear 
to be three spontaneous reactions involving the hydrogen ion from 
the acid which may go on by electrochemical mechanisms: 



430 


CHEMISTRY OF EmiNEERINO MATERIALS 


Anod6 reaction: Fe(«) = Fe++ + 2c 
Cathode reaction: Fe( 04 ( 8 ) + 8H+ + 2c = 3Fe++ + 4HiO 
Total: Fe(«) + Fe«04(fi) + 8H+ = 4Fe++ + 4H*0; 

F® = +1.42 volts , 

Anode reaction: Fe(8) = Fe++ + 2c 
Cathode reaction; Fe20»(«) + 6H+ + 2e = 2Fe++ + 3H*0 
Total: Fe(8) + FejO,(8) + 6H+ = 3Fe++ + SHsO; 

F® = +1.18 volts , 

Anode reaction: Fe(8) = Fe"*^ + 2e 1 

Cathode reaction: 2H+ + 2c = H 2 (^) > 

Total: Fe(s) + 2H+ = Fe++ + F® = +0.44 volt) 

The first two reactions lead to scale removal and some iron 
oxidation. The finely divided iron in the decomposed FeO phase 
is likely to be the first oxidized because of its higher activity and 
its dispersion throughout the Fe804 matrix. As long as scale is 
close to the basis metal, it seems likely that reactions (50) and (51) 
will be predominant over reaction (52). They are more spon- 
taneous, and polarization effects accompanying their cathode 
reactions are almost certain to be much lower than the polarization 
for hydrogen deposition. It seems logical to assume that only 
when appreciable areas (at least microscopic areas) of basis metal 
are exposed does the acid attack on iron (leading to hydrogen 
evolution) begin. 

The rate of acid attack on the basis metal is undoubtedly con- 
trolled by the cathodic polarization for hydrogen evolution and 
cathodic inhibitors may be added to the pickling acid which will 
greatly decrease or even practically eliminate the acid attack on 
the basis metal. It is believed that inhibitors function in this 
case by being adsorbed on the metal surface to form a fairly well 
organized and oriented film which serves to increase the polariza- 
tion for hydrogen evolution by increasing the hydrogen overvoltage 
or by Introducing a high transfer resistance^ between the solution 
and the metal surface. 

The decrease in acid attack on iron caused by the presence of 
organic inhibitors probably was first reported in 1872. Since that 
time at least 150 organic substances have been shown to possess 


(50) 

(51) 

(52) 
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inhibiting properties. These materials cover the range from 
cabbage leaves, bran, extracts and residues from organic processes, 
sludge acids from petroleum refineries, and coal-tar products, in 
which the active ingredient may not be known, to highly complex 
synthetic organic chemicals of definitely known structure and 
composition. In general, organic compounds that possess inhibitor 
properties will be found to contain nitrogen, oxygen, sulfur, or 
other elements in the fifth and sixth periodic groups. The property 
is possessed particularly by aliphatic and aromatic amines and 
their derivatives, heterocyclic nitrogen compounds (pyridine and 
quinoline) and their derivatives, substitution products of urea 
and thiourea, mercaptans, organic SUlfides, aldehydes, ketones, 
and some organic acids. The inhibit4r may be truly soluble in 
the pickling acid or may be colloidally dispersed (gelatin and glue). 
It seems evident that an inhibitor must consist of a hydrocarbon 
part attached to a polar or ionizable group. The systematic 
studies* on the relation between structure and inhibitor effectiveness 
should be consulted by the reader interested in the subject. 

The properties desired in an inhibitor have been summarized 
by Warner.* It should be pointed out that in the selection of the 
most suitable inhibitor for a given purpose, only plant trials will 
give the final answer. However, many laboratories have devised 
tests* which will select the few out of the hundreds that are worthy 
of such a trial. 

Importance of Films on Metals . — As has been mentioned, the 
attack of an environment upon a metal or an alloy usually leads 
to the formation of a corrosion product which is insoluble in the 
environment. The film of corrosion product tends to stifle the 
corrosion process by increasing anodic polarization, cathodic polari- 
zation, or the resistance between anodic and cathodic areas. The 
protective power of a film is a relative term depending upon all 
the existing conditions. A film that affords excellent protection 
in one environment may be quite useless in a different set of cir- 
cumstances. One encounters films that afford all intermediate 
degrees of protection from that offered by a spongy mass, which 
merely hinders the . diffusion of reactants and products (most 
films formed at cathodic areas are of this type), to that given by 
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highly organized, adherent, practically nonporous and insoluble 
films that cause the metal or alloy to become completely passive. 

All metals, except the very noble metals, when exposed to air 
at room temperature, or at higher temperatures, in the process 
of manufacture or fabrication, are attacked by oxygen to form an 
oxide film on the surface. If the oxide has a lower specific volume 
than the metal, the film must shrink and crack, providing channels 
for the further rapid access of oxygen to the metal. Such films 
are not protective and should be expected in the case of the alkali 
and most of the alkali earth metals (lithium, sodium, potassium, 
calcium, strontium, barium, etc.). 

When, however, the oxide has a higher specific volume than 
the metal, the oxide film will be formed under compression and, at 
temperatures that are not too high, the metal will be completely 
covered and the protection may be complete when the film has 
grown to only a few molecular layers in thickness. Films of this 
type are formed on copper, brass, tin, lead, iron, nickel. Monel 
metal, stainless steel, zinc, chromium, aluminum, and many other 
metals and alloys when they are exposed to relatively dry air. 
These films are responsible for the relative permanence of these 
metals and alloys under atmospheric exposure. When the tem- 
perature of exposure is high enough so that the film can continue 
to grow by the diffusion of oxygen or of metal through the film, 
the film usually will wrinkle and crack due to the strain. A com- 
mon example is found in the scaling of iron and steel at higher tem- 
peratures. Such films no longer offer much protection and the 
metal continues to oxidize. This explains the fact that the films 
that give complete protection by making the metal passive are 
invariably very thin films. Indeed, passivating films, originally 
postulated by Faraday, are so thin that they are ordinarily invisible. 
Only recently through the investigations of Evans^ have these 
films been isolated and made visible. Although passivating films 
are most commonly produced when metals are exposed to air, they 
are formed in some cases in attack by aqueous mediums. As 
examples, one may cite the passivating films formed on iron in 
concentrated nitric acid; on iron in solutions containing sufficient 
chromate, permanganate, or hydrogen peroxide; on stainless steel 
in most aqueous solutions; on aluminum in most aqueous solutions; 
on copper in chromate solutions; etc. 

* Evaws, ** Metallic Corrosion, Passivity and Protection,*' pp. 48-94, 
Edward Arnold k Co., Tx>ndon (1937). 
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The behavior of a metal or alloy, with its air-formed film, when 
it is brought into contact with water or an aqueous solution will 
depend to a great extent upon the effect of the aqueous medium 
on the character of the film. The air-formed film, due to impurities 
in the metal, mechanical damage, or other chance variations, will 
develop weak spots. If the environment is such that film defects 
are kept in repair, the film will continue to afford protection. If, 
on the other hand, the environment does not aid in the repair of 
film defects or causes film deterioration, the protective action 
is lost and the rate of corrosion will increase with time. 

In general, anions that are oxidizing and anions that form very 
insoluble compounds with the metal tend to aid in film formation 
and film repaii*. As examples, One may cite the use of soluble 
chromates, phosphates, silicates, borates, and hydroxides in proper 
amounts to give protection to iron and steel in atiueous mediums. 
I^ad becomes passive in sulfuric acid and sulfates owing to the 
formation of an insoluble adherent film of lead sulfate. The 
reader will recognize these instances as cases of anodic inhibition. 
Except for the unusual cases such as iron in concentrated nitric 
acid, most protective oxide films are destroyed if the aqueous 
medium is made acid. The presence of many anions such as 
chloride, bromide, iodide, etc., will cause film breakdown and 
accelerate corrosion as in the familiar ‘‘salt spray test and in 
exposure to sea water. It also is interesting to note that lead 
does not become passive in sulfuric acid containing acetate, nitrate, 
and a number of other anions that form soluble salts with lead. 

The protective film on metals that form amphoteric hydroxides 
(page 409) may be destroyed if the aqueous medium is made suffi- 
ciently alkaline. Thus, zinc, lead, and aluminum are rapidly 
attacked by alkaline solutions. It is important to note that zinc 
shows the greatest tendency to become passive in aqueous solutions 
at a pH of about 10. This is the pH at which zinc hydroxide is 
least soluble. A useful method for vstudying the influence of an 
environment upon film breakdown or film formation has been 
devised by Burns ^ who plots the potential of the metal in various 
mediums as a function of the time. 

If the film that naturally forms on a metal or alloy before or 
after exposure is porous, nonadherent, and not strong enough to 
give protection and if the environment cannot economically be 
altered to yield a protective film, it frequently is possible to produce 

‘ Burns, J, Applied Phys., 8, 398 ( 1937 ). 
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or apply an artificial film that will give protection. Such films 
will be the subject of discussion in a later chapter of the text. 

Oxygen Concentration Cells. Differential Aeration.-^The fact 
that areas on a metal surface at which the oxygen concentra- 
tion is low are anodic with respect to areas at which the oxygen 
concentration is higher already has been mentioned. Corrosion 
of the less noble metals in many practical cases may be attributed 
to these differential aeration couples. If a drop of dilute salt 
solution is placed on an iron surface, the anodic area at which 
the iron is attacked will be found in the center of the wetted surface; 
the outer portion of the wetted surface to which oxygen has easiest 
access will be cathodic and free from attack. Ferrous ions will 
be produced at the anodic area and hydroxyl ions at the cathodic 
area; these ions will meet by diffusion in the intermediate region 
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Fig. 89. — Differential aeration type of attack. 


and deposit a ring of rust. The situation is well illustrated in 
Fig. 89. 

When iron and various other metals are partly immersed in 
water that is not agitated, the surface just below the air interface 
is immune from attack because it is kept cathodic due to the easy 
access of oxygen to this area. The attack occurs on the areas 
that are immersed to greater depths. If the aqueous medium is 
agitated to bring oxygen at equal concentrations to all portions of 
the surface, anodic and cathodic areas will be determined by other 
factors. 

In totally immersed structures, pitting frequently occurs at 
areas that are screened from oxygen by deposits of porous corrosion 
products, dirt, or a variety of solid substances. Thus, wire screens 
usually corrode at the point of contact between the wires, ^ and 
pitting has been observed under blocks of wood or pieces of glass 
resting on metal immersed in aqueous mediums. 

^ McKay and Worthington, “Corrosion Resistance of Metals and Alloys,’ 
p. 28, lleinhold Publishing Corporation, New York (1936). 
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As a final example^ recent measurements^ may be cited which 
show that when a zinc plate in contact with a rubber sheet bent to 
a radius of in. was immersed in aerated tap water, the portion 
of the sheet in contact with the rubber was about 0.20 volt anodic 
to the portion of the plate to which oxygen had easy access. 

Water-line Attack. — The use of the case of immunity at and 
immediately below the water line in stagnant water as an example 
of a differential aeration cell should not be taken as an indication 
that attack at the water line is a rare occurrence. Indeed, intense 
attack at the water line is very frequently encountered in a variety 
of practical circumstances. If the liquid is in motion and contains 
chlorides and anodic inhibitors such as hydroxide, carbonate, 
chromate, phosphate, or silicati in insufficient amount to stifle 
the corrosion reaction completely, the situation^ is favorable for 
intense attack at the water line. A variable position for the water 
line also favors intensification of attack because the porous layer of 
corrosion product made more compact and adherent when above 
the liqxiid medium will, when again submerged, screen the metal 
surface from oxygen and make that portion of the surface anodic. 

Influence of Bacteria on Corrosion. — In a variety of cases it 
has been demonstrated that certain types of bacteria may influence 
the corrosion process. Oxygen-consuming bacteria in bodies of 
water or in soils may bring about a great decrease in the oxygen 
concentration in the medium in contact with a metal structure. 
If the structure is entirely exposed to the medium in which the 
oxygen has been depleted by bacteria, their action may be beneficial. 
On the other hand, if the structure is only partly exposed to the 
low-oxygen environment, the bacterial action may lead to intensi- 
fication of attack due to differential aeration couples. 

Certain bacteria {microspira or vibrio desulfuricans) can, under 
anaerobic conditions, extract sulfur from sulfates to build up the 
sulfur-containing albuminous constituents of their protoplasm. 
In the process, it is supposed that these bacteria can render the 
oxygen of sulfates into such form that it can act as a depolarizer 
in the corrosion of iron. The presence of the iron thus assists in 
the life process of the bacteria by removing one of the products. 
When these organisms die, sulfur is liberated as hydrogen sulfide, 
which converts at least a portion of the corrosion product into FeS 
which is less effective than oxide or hydroxide in stifling the corro- 

‘ McKiknet and Wabneb, unpublished data. 

* Evans, op. ett., pp. 29^-298. 
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or apply an artificial film that will give protection. Such films 
will be the subject of discussion in a later chapter of the text. 

Oxygen Concentration Cells. Differential Aeration. — The fact 
that areas on a metal surface at which the oxygen concentra- 
tion is low are anodic with respect to areas at which the oxygen 
concentration is higher already has been mentioned. Corrosion 
of the less noble metals in many practical cases may be attributed 
to these differential aeration couples. If a drop of dilute salt 
solution is placed on an iron surface, the anodic area at which 
the iron is attacked will be found in the center of the wetted surface; 
the outer portion of the wetted surface to which oxygen has easiest 
access will be cathodic and free from attack. Ferrous ions will 
be produced at the anodic area and hydroxyl ions at the cathodic 
area; these ions will meet by diffusion in the intermediate region 
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and deposit a ring of rust. The situation is well illustrated in 
Fig. 89. 

When iron and various other metals are partly immersed in 
water that is not agitated, the surface just below the air interface 
is immune from attack because it is kept cathodic due to the easy 
access of oxygen to this area. The attack occurs on the areas 
that are immersed to greater depths. If the aqueous medium is 
agitated to bring oxygen at equal concentrations to all portions of 
the surface, anodic and cathodic areas will be determined b}'^ other 
factors. 

In totally immersed structures, pitting frequently occurs at 
areas that are screened from oxygen by deposits of porous corrosion 
products, dirt, or a variety of solid substances. Thus, wire screens 
usually corrode at the point of contact between the wires, ^ and 
pitting has been observed under blocks of wood or pieces of glass 
resting on metal immersed in aqueous mediums. 

‘ McKay and Worthington, ‘‘Corrosion Resistance of Metals and Alloys/ 
p. 28, lleinhold Publishing Corporation, New York (1936). 
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if the boundary material has a decidedly lower tendency than the 
adjacent material to befjome passive in the environment. 

In general, susceptibility to stress corrosion cracking attack can 
best be minimized by one or more of the following: (1) by treatments 
to relieve internal stress, (2) by adjusting composition, including 
the elimination of certain impurities, to prevent the development 
of marked differences of composition between the grains and the 
grain boundary material, and (3) by suitable heat-treatments to 
prevent the above-mentioned heterogeneity. 

The earlier stainless steels were very susce^ptible to grain bound- 
ary corrosion and failure in certain environments due to the fact 
that the steel adjacent to the ^ain boundaries was impoverished 
in chromium by the precipitation from solid solution of carbides 
richer in chromium than the steel. The regions low in chromium 
did not possess the same tendency to become passive as the main 
portion of the grains. This difficulty is overcome by reducing the 
carbon content of stainless steels to such low values that carbide 
precipitation does not occur at the grain boundaries, or by adding 
alloying elememts that form very stable carbides (page 371). 

The ''season cracking'' of brass (page 22()), long a source of 
failure in cold-drawn brass articles such as cartridge cas(;s, espe- 
cially when exposed to environments containing ammonia, can be 
largely eliminated by a low-temperature anneal (one hour at 275®C. 
is satisfactory for a brass) to remove internal stresses without 
appreciable loss of hardness. Brass with not less than 67 per (;ent 
of copper is homogeneous, being entirely alpha solid solution. How- 
ever, the lower copper brasses are heterogeneous, containing some 
beta solid solution which is anodic to alpha solid solution, and 
corrodes to low^er the zinc content of the alloy. This type of 
corrosion is known as "dezincification." 

The so-called "caustic embrittlement" of boiler plate (page 26) 
is another example of grain boundary corrosion and failure. 

A metal or alloy subjected to alternating stresses may survive 
a large number of cycles of applied stress and yet finally fracture. 
The number of cycles needed to cause failure naturally increases as 
the stress range is reduced and finally, in the absence of a corrosive 
environment, a lower limit of the stress range is reached below 
which the specimen will not fail with an infinite number of cycles of 
applied stress. This is known as the fatigue strength or endurance 
limit (page 129), as illustrated in Fig. 90. As illustrated in Fig. 
90, there is no endurance limit for a specimen subjected to alternat- 
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ing stress in a corrosive environment; the curve always falls below 
that for a like specimen under noncorrosive conditions and the curve 
never becomes horizontal. This result might easily be predicted 
since, if corrosion is continued long enough, even with no applied 
stress, the metal will lose its strength. The term corrosion fatigue 
limit can only mean the stress range below which no fracture would 
result within some definite number of cycles. If a numerical value 
of a corrosion fatigue limit is to have meaning, the number of stress 
cycles must be specified. Corrosion endurance limit would seem 
a better term to use than corrosion fatigue limit. 

When corrosion continues in small pores and cracks and the cor- 
rosion product has a lower density than the metal, stresses leading 



Logarithm of number of cycles needed ibrfhidure— ^ 

Fio. 90 . — Fatigue strength or endurance limit. 

to failure may result directly from the corrosion process. Disin- 
tegration and swelling by this mechanism are frequently encoun- 
tered in laminated metallic structures. 

Stray Current Corrosion. — Metallic structures such as water 
and gas pipes and lead cable sheath, adjacent to direct-current 
circuits, may suffer severe attack due to leakage from the main 
circuit, a portion of the current flowing through the adjacent 
structure. The most serious trouble is encountered in the vicinity 
of trolley lines. Positive current is fed to the overhead trolley 
and returned through the rails to negative feed points. If the soil 
in contact with the rails is moist and appreciably conducting, there 
will be more or less leakage at points to adjacent pipe lines, etc., and 
at some other point current will return to the rails. At the point 
of entrance of the current cathodic reactions occur and little damage 
is done. However, at the point at which current leaves the struc- 
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ture, anodic reactions involving metal oxidation occur and rapid 
perforation frequently results. Since cathodic and anodic areas 
are widely separated, there is less stifling of the corrosion process 
than normally occurs due to the formation of insoluble substances 
by reaction between the products of the cathodic and anodic 
reactions. 

To reduce corrosion due to stray currents to a minimum it 
obviously is necessary to make the resistance of the desired return 
line (the rail system) as low as possible and the resistance of the 
undesired return line as high as possible. Good electrical contact 
between rails and adequate drainage of soil between rails and adja- 
cent pipe lines and structures will produce beneficial results. Any 
attempt to apply remedial measures should be preceded by a 
survey^ of the entire situation by a competent person. 

Electrolytic Protection. — Since metal oxidation in corrosion 
always occurs at anodic areas, it long ago occurred to investigators 
that one might protect a metallic structure by making the structure 
cathodic through the use of an externally applied electromotive 
force. To give complete protection, sufficient current must be 
passed, with the structure as cathode, to polarize the entire surface 
up to the potential of the local anodes. Although some important 
applications have been made, the scheme is not so generally useful 
as might be expected, because of the difficulties involved in obtain- 
ing proper current distribution and because of the cost of the 
electrical energy consumed when sufficient current is passed to 
give protection. The reader is referred to other publications® 
for a more detailed discussion of this subject. In spite of the 
difficulties encountered in providing electrolytic protection, the 
method has been very useful for protecting pipe lines and other 
equipment. 

Corrosion in Soils. — The enormous investment in underground 
conduits, water, oil, and gas pipe lines, and other underground 
metallic structures has stimulated investigations on the relation 
between the constitution of soils and their corrosive properties. 
In nonacid soils,® the conductivity of a soil, which depends 

1 Knudson, Trans. Electrocheni. Soc., 3, 202 (1903). Evans, op. dt., pp. 
23-37. 

• McKinney, Trans. Electrochem, Soc.^ 76, 31 (1939). Evans, op. cit., pp. 
27-29, 517-519. 

• ^ANS, op. cit, pp. 192-206, 281-282. See «Jso many excellent papers 
published by the National Bureau of Standards. 
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upon the moisture and electrolyte content, is the best measure 
of its corrosive character. In these soils, corrosion usually 
occurs due to differential aeration couples, and the resistance 
between anodic and cathodic areas, as well as the rate of oxygen 
arrival at cathodic areas, will be important in determining the 
corrosion rate. In highly acid soils, the attack may be of hydrogen 
type (page 421) with anodic and cathodic areas very close together, 
the conductivity of the soil being of little importance. In soils 
high in organic matter, the formation of soluble complex compounds 
of the metal and the peptizing of corrosion products may prevent 
the stifling of the corrosion process that would be expected in the 
absence of the organic matter. 

Influence of Contact between Dissimilar Materials. — This 
subject is of prime importance in considering the corrosion charac- 
teristics of galvanized sheet, tin plate, metals and alloys bearing 
electroplated coatings, cladded materials, structures containing 
metals or alloys of unlike composition in electrical contact, hetero- 
geneous alloys, soldered and welded structures, etc. 

Contact between metallic and nonmetallic materials such as 
wood, porous corrosion products, glass, and other ceramics is likely 
to bring about an intensification of the attack on the metallic mate- 
rial due to differential aeration caused by nonmetallic material 
screening the metallic surface from ready access to oxygen. This 
subject has already been discussed. We are concerned here pri- 
marily with the influence of contact between dissimilar metallic 
substances upon their corrosion characteristics. 

If dissimilar metals in contact are exposed to a corrosive environ- 
ment in which the more active metal (metal higher in the E.M.F. 
series, page 414) does not become passive, the more active metal 
will be anodic and give cathodic protection'’ to the less active 
metal for some distance from the point of contact. The distance 
to which protection is given will depend upon the conductivity of 
the environment, the potential of the active metal, the shape and 
dimensions of the system, and a number of other factors that have 
not yet been very thoroughly investigated. In most environments, 
zinc affords such protection to iron and other less active metals, 
and this accounts for the successful use of galvanized sheet and 
pipe. Even though a zinc coating is imperfect so that iron is 
exposed in small areas, the zinc will provide protection for the 
exposed areas, if they are not too large. In giving protection the 
zinc, of course, is sacrificed; indeed the attack on zinc usually will 



CORROSION OF METALS AND ALLOYS 


441 


be accelerated by the exposed iron areas. Once the exposed areas 
are sufficiently large, direct attack on the iron will begin. It has 
been common practice to insert zinc plugs, rods, or blocks in elec- 
trical contact with less active metals to give cathodic protection 
to boilers, rudders, propellers, braas and bronze valves, and other 
fittings. The principal problem is one of determining the proper 
way to locate the zinc so as to distribute the protective current 
over the entire surface which is to be made cathodic. 

A more active metal may not afford cathodic protection to a 
less active metal if the environment is one in which the active metal 
tends to become passive and the less active metal remains active. 
Thus it has been shown that iron becomes anodic to zinc in hot- 
water heating systems^ with certain types of water; and iron also 
becomes anodic to zinc in tap water whose pH has risen to a value 
of about 10 due to alkali leached from concrete.^ Zinc will give 
cathodic protection to more active aluminum and some of its alloys* 
in certain environments. Tin normally is cathodic to iron but in 
citric acid and in some fruit juices the polarity of this couple may 
be reversed. 

Equally important to giving cathodic protection to a main metal 
by the sacrificial use of a more active metal, is the influence on the 
rate of attack, of contact of the main metal with a less active metal. 
In general, the less active metal will provide the cathodic area and 
one might expect that the lower its position in the E.M.F. series, 
the more rapid would be the attack on the main metal. This, 
however, is not necessarily the case; the most important factor will 
be the magnitude of the polarization for the cathodic process on 
the less active metal. If the cathodic polarization on the less active 
metal is equal or greater than it is on cathodic areas of the main 
metal, the contact would have little effect upon the corrosion rate, 
except for the acceleration due solely to the increase in cathodic 
area. If, on the other hand, the less active metal provides a 
cathodic surface upon which the polarization is less than on cathodic 
areas of the main metal, the rate of attack will be accelerated by 
the contact. These principles may be illustrated with facts con- 
cerning the acid attack on zinc leading to hydrogen evolution. 
Pure zinc is attacked only very slowly because of the high cathodic 
polarization due to the high hydrogen overvoltage oh zinc. Con- 

* ScHiKOR, Trans. Electrochem. Soc.j 76, 247 (1939). 

* McKinney and Warner, unpublished results, 

•** Mears and Fahrnby, Trans. A.LCh.E.t 87, 911 (1941). 
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tact of zinc with copper, platinum, silver, and nickel will greatly 
accelerate the attack because of the low hydrogen overvoltage on 
these metals. On the other hand, contact between zinc and less 
active metals upon which there is an overvoltage comparable to the 
high hydrogen overvoltage on zinc (cadmium, lead, and mercury) 
does not appreciably alter the rate of attack. 

In the more common oxygen-type corrosion it is possible to 
recognize several definite situations and corresponding effects when 
the main metal is in contact with a less active metal: 

1. The process is definitely under anodic control and the rate 
of attack will be essentially independent of contact with the less 
active metal and the nature of the less active metal. 

2. The process is definitely under cathodic control, but the 
rate of oxygen arrival at the less active metal cathodic area controls 
the corrosion rate. Here the rate of attack will be independent 
of the nature of the less active metal, but may depend somewhat 
upon the cathodic area. 

3. The process is under cathodic control but oxygen has free 
access to the less active metal cathodic areas. If the polarization 
for the cathodic process is higher on the less active than on the 
main metal, the contact will have no appreciable effect on corrosion 
rate. If, however, the polarization is lower on the less active metal, 
corrosion of the main metal will be accelerated. 

The whole subject of the influence of contact between dissimilar 
metals and alloys upon corrosion rate is one upon which extensive 
investigation is urgently needed. 

Influence of Temperature on Corrosion Rate. — As should be 
evident from the preceding discussion, cathodic and anodic polariza- 
tion, the resistance of the aqueous medium, and diffusion rateb 
largely determine the corrosion rate. As temperature is increased, 
diffusion rates increase, the conductances of electrolytes increase, 
and most polarization effects decrease. The corrosion rate there- 
fore usually increases with temperature and corrosion in contact 
with aqueous mediums or moist air becomes a more serious problem 
in the warmer climates. The temperature coefficient of corrosion 
reactions usually is somewhat lower than for ordinary chemical 
reactions; nevertheless, the acceleration of corrosion by higher 
temperatures is an extremely important factor. Higher tempera- 
tures are important for another reason; a metai or alloy that becomes 
passive in a certain environment at room temperature may become 
active in the same environment at higher temperatures. Thus, 
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although iron becomes passive in concentrated nitric acid at ordi- 
nary temperatures, it loses its passivity and goes into solution 
rapidly if the temperature is raised to 75®C. (167®F.). There are 
exceptions to this general effect of temperature on corrosion rate; 
some cases are known in which the corrosion rate decreases with 
increase in temperature. 

Selection of Materials for Specific Uses.— The reader will find 
much practical information on materials that will withstand specific 
environments in the treatises by McKay and Worthington, F. N. 
Speller, and Bums and Schuh, which are mentioned among the 
accompanying references. Many of the technical and engineering 
periodicals publish important infOfmation to guide the engineer 
in the selection of his materials Of construction. Some of the 
most useful of these compilations are published from time to time 
by Chemical and Metallurgical Engineering. As an example, the 
reader is referred to the editorial supplement to the September, 
1940, issue of this magazine entitled, “Materials of Construction 
for Chemical Engineering Equipment." 

This discussion of corrosion should be considered merely an 
introduction to the subject. For further study the following 
references should be consulted. 



CHAPTER X 


PROTECTIVE METALLIC AND INORGANIC COATINGS 

By J. C. Warner, Ph.D. 

In Chap. IX, the engineering importance of the corrosion of 
metals and alloys by attack from their environment was emphasized. 
The reader will recall that one method of affording protection 
against corrosion is to apply a coating that will resist the environ- 
ment on the exposed surface of a relatively cheap metal or alloy, 
which aside from its susceptibility to attack has satisfactory 
properties as an engineering material. It is more economical, for 
example, to use tin-coated steel sheet in the manufacture of food 
containers than to make the cans from any single metal or alloy 
that will withstand the corrosive action of canned fruits, vegetables, 
meats, etc. The major portion of the coating industry is devoted 
to applying suitable coatings to iron and steel because, aside from 
their susceptibility to corrosion, iron and steel are very economical 
materials of construction. 

These protective coatings may be metallic, inorganic non- 
metallic, or organic substances. It is the purpose of this chapter 
to discu.ss the most important metallic and inorganic coatings. 
Organic protective coatings are the subject of a later chapter. 
Although coatings are used in the vast majority of cases to obtain 
protection against corrosion, they sometimes are applied for decora- 
tive purposes only. 

Metallic Coatings 

The process of coating or inlaying base metals with gold and 
silver by hammering the noble metals on the surface of the pre- 
viously heated base metals is an art of great antiquity. In modem 
times many methods have been devised for coating one metal with 
another. The coating of sheet iron by hot dipping in tin began 
about 1600 and galvanizing dates from 1740. The production of 
Sheffield plate by fusing sheet silver on copper or brass began in 
1743. ChMing and /uston welding are the modem examples of 
this process. Dip gilding or immersion plaiing of silver, gold, or 

444 
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platinum on base metals was followed by commercial electrodeposi- 
Hon or electroplating by the use of current in 1840. At the present 
time coatings of most common metals except aluminum, the alkali 
and alkali earth metals, can be applied by electrodeposition. The 
processes of applying metallic coatings by cementation^ spraying, 
and cladding are developments of the present century. 

Preparation of Metal Surfaces for Coating. — It has been truly 
said that the character of a coating is no better than the surface 
to which it is applied. As a consequence, the first step in applying 
a coating, whether it is metallic, inorganic, or organic, is the prepara- 
tion of the surface of the base metal. This usually involves three 
steps: the removal of grease and other surface contamination, the 
removal of oxide scale and corrosion products, and finally an etching 
treatment to secure adhesion or a buffing and polishing to improve 
the appearance of the applied coating. 

Solvent degreasing,^ accomplished by using noninfiammable 
chlorinated hydrocarbon solvents such as trichloroethylene in 
closed systems, is finding wide application. Fatty oils may be 
removed by saponification with strong alkalies, and mineral oils 
by emulsification with soaps and other detergents. Immersion in 
hot alkaline solution is probably the most common cleaning method. 
In many cases the parts to be cleaned are made cathodic in the 
alkaline solution with an applied current of about 10 amp. per 
sq. ft. The vigorous evolution of hydrogen speeds up the degreas- 
ing process and also serves to remove some surface scale. Soda ash 
(sodium carbonate), with small amounts of caustic soda to saponify 
fatty substances, is the most common constituent of alkaline 
cleaners, but sodium phosphate, sodium silicate, and borax, alone 
or in various combinations, frequently are used. 

The removal of oxide scale and corrosion products is accom- 
plished by abrasion (grinding, wire brushing, blasting with sand, 
steel grit, or steel shot) or by acid pickling. Most mill scale is 
removed from iron and steel by pickling in 4 to 5 per cent sulfuric 
acid at 65 to 75®C. (150 to 170®F.). Hydrochloric acid is used to a 
certain extent and a preliminary dip in hydrofluoric acid is some- 
times used for sand castings. The use of inhibitors to decrease 
the acid attack on the metal has been discussed (page 429). Brass 
and bronze usually are pickled by immersion in mixtures of sulfuric 
and hydrochloric acid containing a small amount of nitric acid. 
Iron and steel surfaces that are to be painted are frequently pickled 

1 Davidson, Trans. Electrochem. Soc,^ 72 , 413 ( 1937 ). 
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in phosphoric acid, or in sulfuric acid followed by a dip in 2 to 10 
per cent phosphoric acid. 

A final roughening of the surface by etching or abrasion often 
is practiced when the adhesion of a coating is thereby greatly 
improved. 

Methods Used in Applying Metal Coatings. — Five different 
methods have found extensive use in the application of metallic 
coatings and a sixth method is used to a limited extent. 

1. Hot-dip processes in which the article to be coated is dipped 
in a bath of molten metal or alloy and then removed after a suffi- 
cient time with its adhering film of coating. The metal that forms 
the coating should have a relatively low melting point because 
high temperatures would be likely to alter the mechanical properties 
of the base metal, cause undue contamination of the bath by solu- 
tion of the base metal, and bring about too extensive penetration 
and alloying of the coating with the underlying metal. Some alloy 
formation at the interface between the base and the coating is of 
course desirable because it promotes adherence. The hot-dipping 
process is widely used for applying coatings of low-melting metals 
and alloys such as zinc, tin, lead, terneplate (lead- tin alloy), and 
solders (page 251). 

2. Electrodeposition or Electroplating . — In applying metal coat- 
ings by electrodeposition, the freshly cleaned base metal is made 
cathodic in a bath of suitable composition which among other 
constituents contains in solution a compound of the metal being 
deposited. The character of the metal deposit depends upon the 
current density (amperes per unit of cathode area), the temperature, 
the bath composition, and the presence or absence of addition 
agents.^' The thickness of the deposit depends upon the current 
density, current efficiency, and the time. If all of the current is 
being used to deposit metal at the cathode (100 per cent current 
efficiency), the amount of metal deposited by a given current in a 
given time may be calculated by Faraday's law (page 407). 

In most electroplating processes, anodes of the metal being 
deposited are used and conditions are adjusted so that metal goes 
into solution at the anode at the same rate it is being deposited at 
the cathode, thus maintaining a constant bath composition. As an 
important exception, it should be mentioned that insoluble anodes 
(usually lead or lead-antimony alloy) are used in chromium plating, 
and the bath composition is maintained by the addition of chromic 
acid at intervals. 
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With the possible exception of hot dipping for the application 
of zinc and tin coatings, electrodeposition is the most important 
method for applying protective metallic coatings of zinc, copper, 
nickel, tin, chromium, cadmium, lead, silver, gold, and various alloys 
of controlled composition such as brass, bronze, and “Coronite’’ 
(nickel-zinc). Many other metals and alloys are electrodeposited 
in small amounts for special purposes. For the details of the bath 
compositions, optimum current densities, temperatures, etc., for 
obtaining satisfactory deposits of the various metals, the reader 
must be referred^ to the larger treatises. 

3. Metal Spraying ^ — The method first developed by Schoop 
about 1910 consists in melting the metal, atomizing the molten 
metal, and depositing the atomized metal on the suif ace to be 
coated. The most commonly used apparatus for metal spraying 
(consists of a lightweight ^^pistoT’ which can be held in the hand 
to direct the stream of metal at will. In most cases the metal is fed 
through a central barrel in the form of wire. The gaseous mixture 
of hydrogen, city gas, or acetylene and oxygen, or air, is supplied 
through a tube surrounding the wire barrel. The gas burning at 
the orifice melts the protruding part of the wire. Through an 
outer tube surrounding the gas inlet, compressed air or other gas 
under pressure is admitted to atomize the molten metal and project 
it against the surface to be coated. 

In another type of pistol, the metal is melted in an electric arc 
formed between- two wires of the metal. In still other types the 
metal may be supplied in the form of powder or as previously melted 
liquid metal. 

The real advantages of this method of coating are the following: 
The metal film may be applied to the finished structure in place, 
may be applied to any desired .spot, and being applied to the finished 
structure, is not subject to further deformation. The thickness of a 
sprayed coating is controllable between fairly narrow limits and 
irregular objects can be given a uniform coat more readily than 
by most other methods. 

In general, sprayed coatings are more porous, less adherent, 
rougher, and harder than coatings applied by other methods. For 

^ Blum and Hooaboom, “Principles of Electroplating and Electroforming, “ 
2d ed., McGraw-Hill Book Company, Inc., New York (1930). Burns and 
ScHUH, “Protective Coatings for Metals,” Reinhold Publishing C^orporation, 
New York (1939). “ Metals Handbook,” 1939 ed., pp. 1096-3 105. 

* “Metals Handbook,” 1939 ed., p, 1115. 
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satisfactory adherence, it usually is necessary to carefully clean 
and roughen the surface of the base metal. To obtain comparable 
protection for ferrous materials from a sprayed coating, it must b(^ 
somewhat thicker than coatings of the same metal applied by hot 
dipping or electrodeposition. Their lower density is evidence of 
the greater porosity of sprayed coatings. This method has been 
wddely used for applying coatings of aluminum, brass, cadmium, 
copper, lead, Monel metal, nickel, tin, zinc, and various other metals. 

4. Cementation ,^ — For certain applications a base metal, usually 
iron or steel, may be protected from corrosion by alloying its surface 
with another metal by cementation. In this process the articles 
are packed in the powdered coating metal, or a mixture of the 
powdered metal and a filler, and are heated at a temperature some- 
what below the melting point of the more fusible metal. An alloy 
layer is formed by diffusion of the coating metal into the base. An 
inert or reducing (hydrogen) atmosphere usually is provided during 
the heating period. The method has found some application for 
producing alloy layers on the surfaces of iron or steel articles with 
zinc (Sherardizing), chromium (Chromizing), aluminum ((Valoriz- 
ing), and silicon (Siliconizing or Ihrigizing). The casehardening of 
steel by cementation with carbonaceous materials in the pack 
carburizing process has been mentioned previously (page 340). 

5. Metal Cladding .^ — The early processes for cladding base 
metals with the noble metals, silver (Sheffield plate), and gold 
have been mentioned. In recent years, many processes for cladding 
one metal with another metal or alloy to give corrosion or wear 
resistance have been developed. These composite materials may 
be produced in a variety of ways. One method consists of casting a 
duplex ingot with the coating material on the outside and sub- 
sequently rolling the ingot into sheet, bar, or plate, or drawing it 
into wire. Thus, copper-covered steel articles are made from 
ingots of copper cast about a steel core in the Copperweld’* process; 
aluminum alloys are coated with commercially pure aluminum 
(Alclad) by casting an ingot of the alloy in a steel mold lined with 
sheet aluminum; tin-coated lead foil is made by rolling a composite 
ingot obtained by casting tin around a bar of lead; and steel sheet 
clad with stainless steel may be produced by rolling composite ingots. 

* Metals Handbook,'^ 1939 ed., pp. 1082-1093. Burns and Schuh, op, cU., 
p. 39. 

* ** Metals Handbook,” 1939 ed., pp. 1 155-1 171. Burns and Schuh, cp, dl.^ 
p. 43. 
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Another method of cladding involves rolling stacked clean sheets 
or plates of the two materials, the weld between the materials being 
obtained in the rolling operation. In other (rases the coating sheet 
is applied by spot welding or resistance welding. Finally, it vshould 
be mentioned that some croatings are applied by actuall}^ fusing th(^ 
cladding material over the surface to be coatc^d. 

6. Cathode Sputtering and Condensation of Metal Vapors .^ — 
Although these methods are of little commercial importance com- 
pared to those previously discussed, they do appear to be more 
suitable tlian other methods for certain limited applications. 
When a potential of 500 to 2,000 volts is applied bc'tween two 
('lectrodes in a partial vacuum (0.01 to 0.1 mm. Hg) inducing a 
glow discharge, the cathode metal undergoes disintegration and is 
deposited as a thin film on near-by objects in the system. With 
suitable design of the chamber and proper location of the object 
to be coated, it is possible to deposit a (piite uniform film of the 
cathode metal. The method is (^sp(K*ially useful for depositing 
thin metallic films on fabrics, j)honograf)hic rcrcording waxes, and 
other materials that are not electrical conduc'tors. It seems certain 
that in this process the cathode mental is vaporized by lo(*al heating 
due to positive-ion bombardment. 

The production of metallic coatings by the (‘ondensation of metal 
vapors produced by heating is closcdy related to cathode sputtering. 
The metal, or a crucible containing the metal to be evaporated, is 
placed in contact with a platimum or tungstem wire heating element 
in a system evacuated to about 10~'‘ mm. Hg. The metal vapor 
will condense to form a uniform film on a cool solid surface proper y 
placed in th(^ system. 

As another closely related process, the production of metal films 
by the decomposition of gaseous compounds of the metal should 
be mentioned. The deposition of nickel by the decomposition of 
nickel carbonyl is an example. 

Zinc Coatings. — Zinc coatings have been applied to base metals, 
especially iron and steel, for many years to provide protection 
against corrosion. Zinc being anodic to most base metals gives 
electrochemical ‘^sacrificiar^ protection to the base metal by making 
it cathodic even when the base metal is exposed in small areas. This 
protection may extend for distances of in. or more if the aqueous 
environment has a fairly high electrical conductivity. The first 
method of applying zinc coatings, by dipping the basi' metal in 
^ Burns and Schuh, op, cil,, p. 53. 
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baths of molten zinc (galvanizing), still is most extensively used. 
However, applications of zinc by electrodeposition from acid zinc 
sulfate or from potassium zinc cyanide baths, by cementation in 
zinc dust (Sherardizing), and by spraying have become important 
processes. Hot-dipped coatings, if properly applied, consist of an 
inner zone of iron-zinc alloy and an outer layer of almost pure zinc. 
The coating produced by Sherardizing is almost all iron-zinc alloy, 
but the coatings produced by spraying are essentially pure zinc. 
The alloy layer undoubtedly promotes adherence but it is fairly 
brittle; as a consequence, electrodeposited coatings will usually 
withstand more deformation without cracking than a hot-dipped 
coating. 

Table 73. — ^Estimated Life of Zinc-coated Products in the Atmosphere 


Weight Life in 3 »^ears under atmospheric conditions 


Thickness, 
in, X 1,000 

III 

oz. per 
sq. ft. of 
surface* 

Rural 

Tropical 

marine 

Tem- 

perate* 

marine 

Subur- 

ban 

Urban 

Highly 

indus- 

trial 

3.6 j 

2.00 

50 

40 

35 

30 

25 

15 

2.3 1 

1.25 

35 

30 

25 

20 

17 

9 

1 8 j 

1.00 

25 

20 

15 

12 

10 

7 

1 1 ! 

0.60 

10 

8 

7 

5 

4 

3 

0.6f) I 

0.37 

7 

6 

5 

4 

3 

2 

0.44 

0.25 

5 

4 

1 ^ 

3 

2 

1 


* In the case of galvanized steel sheets, the weight of zinc is specified in terms of total zinc 
on both sides of the sheet; i.e.., a 2-oz. sheet has 1 oz. of zinc per sq. ft. of surface. Conse- 
quently, in estimating the life of galvanized sheet in the light of data given in this table, the 
specified weight and thickness values for the sheet should be halved. 

Comprehensive atmospheric exposure tests on zinc coatings 
conducted by the A.S.T.M.^ fail to reveal any significant differences 
in the protection afforded by coatings applied by hot dipping, 
electrodeposition, or Sherardizing if the coatings are of comparable 
thickness. In all cases the protection significantly improved as 
the thickness of the coating was increased. As might be expected, 
highly industrial atmospheres are the most corrosive, with urban, 
suburban, temperate marine, tropical marine, and rural atmospheres 
being less corrosive in the order named. The estimated life of 
zinc-coated products in the above atmospheres is given in Table 73. 

iProc. A.SS.M., 27 , 191 (1927); 29 , 149 (1929); 81, 184 (1931); 88 , 156 
(1933). 
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The qualitative character of the estimated life of a coated article 
should be emphasized. Naturally, failure must be defined in terms 
of the use to which the article is put; if it is roofing, it may be said 
to have failed when it become perforated and leaks, whereas fence 
wire fails only if it breaks. Indoor exposure tests indicate that it 
is re^onable to expect that the protective life of a zinc coating 
indoors is at least five times as great as for coatings of the same 
thickness exposed to outdoor atmosphere in the same locality. 

The protection afforded by zinc coatings on articles submerged 
in aqueous environments, and the life of the coating, will depend 
upon the oxygen concentration, the pH, the CO 2 concentration, 
the anions and cations present, and their concentrations. Elec- 
trolysis plays a larger part in the performance of coatings in sub- 
merged than in atmospheric exposure, and the character of the 
corrosion products likewise plays an important role. Zinc is not 
attacked at appreciable rates in pure water free from oxygon and 
carbon dioxide. In the presence of oxygen, the attack is appreciable 
but is soon retarded due to the formation of zinc hydroxide and 
the rate of attack is then controlled by the rate of diffusion of oxygen 
through the film of corrosion product. Within a certain range of 
pH, with waters containing carbonates or bicarbonates, the corro- 
sion product will be the basic or normal zinc carbonate. These 
compounds are more soluble and form a less protective film than 
zinc hydroxide. Although nitrates, sulfates, and chlorides in small 
concentrations increase the corrosiveness of water, it is well estab- 
lished that most domestic winters are less corrosive to zinc than 
distilled water, and hard w^aters in general are less corrosive than 
soft waters. 

The effect of temperature upon the rate of corrosion of zinc in 
aerated distilled water has been correlated to the physical character 
of the corrosion product in several temperature ranges. Up to 
50®C. (122®F.) the rate of corrosion increases gradually with tem- 
perature and in this range the corrosion products are gelatinous 
and adherent. Above 50°C. the rate of attack increases rapidly, 
reaching a maximum at 65®C. (149®F.), and then decreases rapidly 
at higher temperatures. Between 50 and (55®C., the corrosion 
product is granular and nonadherent, affording little protection. 
Above 65®C., the film becomes very dense, adherent, and glossy. 
These facts undoubtedly explain the corrosion phenomena 
observed in galvanized pipes and water tanks in hot-water heating 
systems. 
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The corrosion of zinc as a function of pH has been studied in 
some detail^ with the results shown in Fig. 91. It is evident that 
the life of a protective zinc coating would be very short except in 
the pH range 6 to 12.5. As might be expected, the curve for the 
solubility of amphoteric (page 409) Zn(OH )2 as a function of pH 
is practically identical with the curve shown in Fig. 91. The general 
effect of the presence of CO 2 in waters is to displace the curve 
upward in the figure. For any type of water there is a certain 
minimum critical thickness of coating below which the protective 



Fia. 91. — Influence of pH on corrosion of zinc. 


life of the coating will be very short. An effective coating must 
be thick enough to provide for the building up of a protective layer 
of corrosion products before a large percentage of the zinc has been 
attacked. For the average city water supply, satisfactory protec- 
tion for iron or steel pipe requires a zinc coating 0.0017 to 0.0020 
in. in thickness. 

Zinc coatings will give effective protection to iron and many 
other metals exposed to sea water and other solutions high in 
chlorides. Indeed in these solutions of high electrical conductivity, 
the exposed area which will be protected galvanically by zinc is 
greater than in ordinary water supplies. Zinc has been extensively 
used in coating steel wires used to support and protect submarine 

Rcri'HKLi, Cox, and Liti'rbal, Metals d: Alloys, 3, 72, (1932). 
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cable^ and to protect marine structures and naval craft. An impor- 
tant recent application has been the cathodic protection^ of alumi- 
num and aluminum alloys by asinc when subjected to sea-water 
spray and intermittent immersion in sea water. 

Zinc coatings, extensively used on metal articles and structures 
buried in soils, are subject to the most diverse conditions from 
place to place or even in one locality from time to time, depending 
upon the weather. The most extensive study on the corrosion 
performance of metals in soils has been reported by the National 
Bureau of Standards. ^ If soils are classed as highly, moderately, 
or mildly corrosive, the estima^ted lives of zinc coatings of 1 oz. per 
sq. ft. will be I to 2, 4 to 6, and 18 to 25 yr., respectively. 

As has been mentioned, the coating produced in Sherardizing is 
an iron-zinc alloy. In hot-dip galvanizing an alloy layer is formed 
between the iron base and thd zinc outer coat. These iron-zinc 
alloys are composed principally of the intermetallic compounds 
FeZn? and FeZiiaj they are anodic to iron, but less so than pure 
zinc. They will, therefore, give galvanic protection to exposed 
base metal, but the protection does not extend over so large an 
exposed area as would be protected by })ure zinc. 

In concluding this discussion of zinc coatings it should be men- 
tioned that the ideal situation is one in which the zinc remains just 
active enough to keep any exposed areas of base metal cathodic. 
If the environment is such that the zinc becomes passive, the coating 
will not serve its intended purpose of providing protection. The 
conditions favoring passivation of zinc so that it becomes cathodic 
to iron have been discussed previously (page 433). 

Tin Coatings. — About 40 per cent of the world's production of 
tin goes into the manufacture of ‘Hin plate" which is low-carbon 
steel sheet coated with a thin layer of relatively pure tin. In 1937 
the United States produced about 2.5 million long tons of tin plate, 
which represented over half of the world's production. Almost 
60 per cent of the tin plate made in this country is used to produce 
17 to 20 billion containers annually for the canning industry. 
Minor amounts of tin are used for tinning steel and copper wire, 
copper sheet, cast iron, and various other ferrous and nonferrous 
articles. The great majority of tin coatings are applied b}^ hot- 

1 Willard and Mears, Refrig, Eng,, 40, 381 (1940). Mears and Fahrney, 
Trans. A.I.Ch.E., 87, 911 (1941). 

•Logan, J. Research Nat. Bur. Standards, 17, 781 (1936). Logan and 
Ewing, ibid., 18, 361 (1937). 
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dipping the cleaned, fluxed articles. In recent years, the applica- 
tion of tin coatings by electrodeposition from acid stannous sulfate 
or from alkaline stannate baths, and by spraying, has increased in 
importance. 

In the tin-plate industry, the weight of coating is expressed 
as the weight of tin per ‘‘base box.” The base box is a unit of area 
equivalent to 112 sheets, 14 by 20 in. (31,360 sq. in. of sheet or 
62,720 sq. in. of surface to be coated). For coatings of 1 lb. per 
base box, the thickness of tin is 0.000059 in. About 99 per cent 
of the tin plate produced in this country is the grade known as 
“coke” plate which has a coating in the range from 1 to 2.5 lb. of 
tin per base box. 

In many respects tin is an excellent coating material. It can be 
applied as an extremely thin and fairly uniform coating over iron, 
copper, and other metals; it is fairly resistant to attack by most 
atmospheres and by aqueous solutions in the absence of oxygen; 
and tinned sheet can be severely deformed without serious damage 
to the coating. Tinned surfaces are easily joined by soldering. 
Foodstuffs are not rendered toxic by contact with tin. However, 
in most environments, tin is cathodic to iron and does not give the 
galvanic protection afforded by zinc coatings. The corrosion of 
tin plate is characterized by rusting at pinholes in the coating; 
therefore, the obtaining of low porosity is a matter of prime impor- 
tance in the application of quality coatings. 

Owing to the importance of the corrosion characteristics of tin 
and the tin-iron couple, many investigations^ of the influence of 
environment have been reported. Tin is rapidly corroded by 
alkaline solutions at pH^s above 8.5 and by strong acids in the 
presence of air. In the absence of air the rate of acid attack is 
very greatly increased by the presence of impurities upon which 
there is a low overvoltage for hydrogen discharge. The rate of 
attack in many acid fruit juices is slow, undoubtedly owing to the 
presence of inhibitors that function in the same manner as the 
inhibitors used in the acid pickling of iron (page 429). The impor- 
tant fact that tin becomes anodic to iron in certain fruit juices 
and organic acids, such as citric and oxalic acids, has now been 
well established. 

1 Mantell and Kino, Trans. EUdrochem. Soc.^ 52 , 436 (1927). Lubck and 
Blaib, ihid.j 54 , 257 (1928). Kohman and Sanborn, Ind. Eng. Chem.f 20 , 1373 
(1928). Hoar, Trans. Faraday Soc., 80 , 472 (1934). Derqb et al., Trans. 
A.I.M.E., 128 , 391 (1938); 188 , 294 (1939); Metals Tech., April, 1941. 
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To prevent blackening of cans due to sulfur compounds in meats 
and some vegetables, and to prevent the bleaching of certain highly 
colored fruits, cans are lacquered or enameled on the inside. Beer 
cans are given two coats of enamel, each coat being baked twice. 

Nickel Coatings. — For many years nickel has been used for 
protective, decorative, and wear-resisting coatings on iron, steel, 
and brass. Recently nickel, followed by chromium, has been 
extensively applied to zinc-base die castings used for automobile 
radiator grilles and hardware. The application of nickel coatings 
by electrodeposition has always been the most important method. 
Typical modern nickel-plating baths are composed of nickel sulfate, 
nicliel chloride, and boric acid. The pH of the bath is carefully 
controlled and the temperature is kept at 50 to 60®C. (122 to 
140®F.). 

The application of nickel coatings by spraying and by cladding 
(nickel-clad steel) is increasing in import>ance. Both spraying and 
electroplating are finding increased use for building up worn parts 
with nickel. The wear-resisting properties of nickel have led to its 
application on electrotypes, propellers, turbine blades, paper 
machine rolls, etc. Nickel has good corrosion resistance to many 
common environments. There is practically no attack on nickel 
by indoor atmospheric exposure; outdoors, the rate of penetration, 
although varying with atmospheric conditions, is rarely greater 
than 0.0001 in. per year. Marine atmospheres are not much more 
corrosive than suburban or rural atmospheres. Nickel is free from 
stress corrosion in atmospheric exposure. 

Nickel is highly resistant to attack by water and most aqueous 
solutions even though the pH and electrolyte concentration are 
varied over quite large ranges. Local attack may occur in stagnant 
sea water under barnacles or other attached nonmetallic materials 
such as seaweed. 

Strong oxidizing acids, such as nitric, corrode nickel rapidly, 
but cold sulfuric up to 80 per cent, hot sulfuric acid up to 15 per 
cent, pure phosphoric acid free from oxidizing compounds, dilute 
cold hydrochloric acid, and organic acids do not seriously attack 
nickel. 

Next to silver, nickel is one of the most resistant metals to strong 
alkalies. For example, in boiling 50 per cent caustic soda, the rate 
of penetration is less than 0.001 in. per year. Although dry ammo- 
nia does not attack nickel, aqueous ammonia at concentrations 
above 1 per cent is appreciably corrosive. Nickel resists scaling 
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in oxidizing atmospheres up to 760®C. (1400®F,), and is also espe- 
cially useful in the range 1150 to 1260®C. (2100 to 2300T.). 

Nickel, like tin, is cathodic to iron in most environments and 
does not protect exposed iron by galvanic action. In applying 
nickel coatings, minimizing porosity is therefore of great importance. 
The number of pores per unit area in a nickel coating decreases 
rapidly with increase in thickness; a coating 0.0015 in. in thickness 
when properly applied is practically pore free. Although various 
factors influence the porosity of electrodeposited nickel coatings, 
it has been demonstrated that smooth base-metal surfaces and 
absence of suspended matter in the plating bath favor coatings of 
low porosity. A composite coating composed of nickel followed 
by copper with a nickel outer coat is said to have low porosity and 
to afford excellent protection. 

Chromium Coatings. — A chromium surface upon exposure to 
air is immediately coated with a thin, invisible oxide coating which 
very effectively protects the metal from further attack. Such 
liontamishing lustrous chromium coatings are widely used for their 
decorative value on bathroom fixtures, metal furniture, automobiles, 
hardware, radiator grilles, bumpers, and a host of other articles. 
Another important application of chromium coatings on gauges, 
machine parts, printing plates, rolls, etc., is due to its hardness 
and wear resistance. With the exception of the limited use of 
cementation (Chromizing), all chromium coatings are applied by 
electrodeposition. The common plating baths ^ contain chromic 
acid with small amounts of sulfuric acid, and are operated at slightly 
elevated temperature with insoluble anodes of lead, lead-antimony 
alloy, or steel. 

In air and in most aerated aqueous solutions the passivating 
oxide film on chromium is quite permanent and is self-repairing if 
damaged. In the absence of oxygen and particularly in the presence 
of chlorides, the film on chromium is destroyed and the metal is 
liable to attack. In spite of the corrosion resistance of chromium, 
coatings of this metal do not give effective protection to a base 
metal because the commercial chromium coating invariably is 
porous and often contains a network of fine cracks. For this 
reason, chromium coatings on articles that are to be afforded corro- 
sive protection are almost invariably placed on a bright nickel, or 

^ Haring and Barrows, Not. Bur. Standardi Technical Paf>er 346 (1927). 
ScBNKiDKwiND, Univ. Mtch., Eng. Reeeareh Bull. (1927). 
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copper and nickel, undercoat. The undercoat provides corrosion 
protection to the base metal and the chromium coating maintains a 
bright, untarnished surface. 

Copper Coatings. — Copper has moderately good resistance to 
corrosion in the atmosphere, in water, in salt solutions, and in 
alkaline solutions if sulfur compounds and ammonia are absent. 
It is also fairly resistant to nonoxidizing mineral acids and organic 
acids in the absence of oxidizing agents. Being cathodic to iron 
and most other commercial metals and alloys, it is not ordinarily 
recommended as a coating for protection against corrosion unless 
applied so as to give a completely non porous coating, whereupon 
the corrosion characteristics of the article have become those of 
copper. Thin coatings find some use as underlying coatings to 
other metals and for other special uses. 

Copper coatings of almost Itny desired thickness can be applied 
by electrodeposition from either acid copper sulphate or alkaline 
potassium (‘uprocyanide baths. Electroplated or sprayed copper 
coatings have found an important field of use in the selective car- 
burization of steel, the parts to be protected from casehardening 
being covered with copper. Coatings are applied by cladding in 
the Copperweld process to form a composite wire which combines 
the high tensile strength of the steel core with the high electrical 
conductivity and corrosion resistance of the copper cladding. 

Lead Coatings. — ^I^ead is resistant to corrosion by the atmo- 
sphere, water, and most aqueous solutions due to the formation of a 
passivating oxide film which is self-healing in the presence of oxygen. 
It is one of the most resistant materials to industrial atmospheres 
containing sulfurous gases. It is rapidly attacked by strong alkalies 
and by some acids, particularly by organic acids such as acetic 
acid. Its resistance to sulfuric acid up to 80 per cent solutions, 
due to a film of lead sulfate, is notable and accounts for the use of 
much lead for lining chemical equipment. 

Lead-coated sheet may be extensively deformed without damage 
to the coat; indeed lead coatings frequently are applied for the pur- 
pose of providing lubrication in drawing and stamping operations. 
Lead coatings also provide an excellent base for the applicjation of 
paints. Being cathodic to iron, lead does not protect the base 
metal by galvanic action and a protective lead coating must be 
essentially free from pores. For this reason ver^*^ thin lead coatings 
do not provide satisfactory protection to steel owing to the develop- 
ment of pinhole rusting. 
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Lead coatings may be applied by electrodeposition from either 
fluosilicate, fiuoborate, or perchlorate baths; by spraying; or by 
hot dipping, Electrodeposited coatings are the most dense and 
sprayed coatings are the most porous. Slightly porous coatings 
may be improved by slightly rolling or burnishing the surface. In 
general, electrodeposited coatings 0.003 to 0.004 in. in thickness 
are relatively free from pores and afford good protection. 

Homogeneous lead linings for iron, steel, wood, or brick support- 
ing vessels are widely used in chemical plants. These linings may 
be attached to a steel base by nonmetallic fluxes or solders, or they 
may be applied by “burning’^ or welding on a layer of lead by 
directing an oxygen-hydrogen flame on bar lead. 

It is practically impossible to apply satisfactory coatings of 
pure lead to iron or steel by hot dipping because iron and lead have 
no tendency to alloy and molten lead does not readily wet an iron 
surface. To form a bond, it is common practice to make use of a 
metal that will alloy with both lead and iron. Tin, antimony, 
cadmium, mercury, and zinc have been used for this purpose. 
Ordinary tin plate and galvanized sheet may be used as the base 
for producing lead-coated sheet by hot dipping. The bonding 
metal may be added to the lead bath as in the production of terne- 
plate (lead-tin alloy) but the coating is then an alloy instead of 
relatively pure lead. 

Aluminum Coatings. — Alloys of aluminum such as Duralumin 
may be successfully protected against attack in many environments 
by cladding the alloy with a thin coating of commercially pure 
aluminum (Alclad). Coatings of aluminum on steel applied by 
spraying, hot dipping, or cementation (Calorizing), are effective 
in preventing the scaling oxidation of ferrous metals at high tem- 
peratures. Aluminum coatings do not give the cathodic protection 
to ferrous materials that might be expected from its high position 
in the electromotive force series (page 414). In most environments, 
aluminum readily forms a very adherent oxide film which confers 
an apparent nobility on the metal. 

Although aluminum alloy.s with iron, it is difficult to apply 
satisfactory coatings on ferrous materials by the usual hot-dipping 
procedures. Great care must be exercised to clean the iron surface 
and to keep the aluminum oxide content to a minimum. In a 
recent process, steel wire or sheet is degreased, pickled, passed 
through a flux of concentrated boric acid or borax after heating 
to 600®C. (1110®F.), heated in hydrogen at 800®C. (1470 tol830®F.), 
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and then passed into a molten aluminum bath under a hydrogen 
atmosphere. 

Aluminum cannot be clectrodeposited from aqueous solutions, 
but a method for its succeasful deposition from nonaqueous solu- 
tions^ has now been reported. 

Miscellaneous Metal Coatings. — Although the most important 
protective metallic coatings have been discmssed, brief mention 
will be made of others of minor importance. 

Cadmium coatings are anodic toward iron and steel and will 
therefore give galvanic protection to exposed base metal. The 
lower potential difference prevents cadmium from protecting as 
large an area of base metfid as would be protected by zinc. The 
higher cost of cadmium coatings and other conclusive evidence that 
it is inferior to zinc for protecting ferrous materials in most environ- 
ments have caused interest ip cadmium coatings to wane in recent 
years. Its more pleasing appearance has led to its use in place 
of zinc for some applications in which it gives satisfactory protection. 
Most cadmium coatings arc applied by electrodeposition from 
alkaline cadmium cyanide baths. However coatings of this metal 
may be applied by spraying and by hot dipping. 

Cobalt coatings can be applied by electrodeposition but have 
little application. Coatings of tungsten, tantalum, vanadium, 
uranium, zirconium, and titanium can be applied to steel by cemen- 
tation. The noble metals, silver, gold, and platinum, have long 
been applied as coatings for decorative and protective purposes 
in the production of jewelry, tableware, etc. Noble metal coatings 
also have found some industrial use as electrical contacts. The 
tarnish film that forms on silver has been shown to be silver sulfide 
and contains no oxide. Coatings of noble metals are almost always 
applied by electrodeposition. 

Alloy Coatings. — For some applications, better appearance, 
corrosion resistance, or wear resistance can be obtained by coating a 
base metal with an alloy instead of a single metal. The possible 
combinations are almost infinite in number and only a few of the 
more important ones will be mentioned. 

Brass coatings have been applied by the simultaneous electro- 
deposition of copper and zinc from alkaline cyanide baths since 
the early part of this century. By adjusting the bath composition, 
temperature, and current density, the composition of the brass 
can be carefully controlled. Thin brass coatings are widely used 

‘ Blub and Mathbbs, Trans* Eledrochem. Sac., 69, 629 (1936). 
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on iron and steel hardware and fixtures for decorative purposes, 
the coating usually being too thin and porous to give much corrosion 
protection. An intermediate thin coating of brass frequently is 
used between a base metal and an outer coating of nickel, chromium, 
or silver. Lately brass plating has come into rather wide use to 
secure satisfactory adhesion of rubber coatings to iron or steel. 
Brass coatings may be obtained by applying alternate layers of zinc 
and copper and then annealing the duplex deposit to obtain alloy 
formation. 

In the “Coronite’’ process alloys of zinc and nickel, or zinc and 
tin of controlled composition, are deposited on iron or steel. These 
alloys may be applied by depositing the separate layers and then 
annealing. These coatings appear to afford superior corrosion 
resistance in many environments. 

Cladding ordinary steel with stainless steel or with nickel- 
chromium alloys is a rapidly expanding industry, because these 
clad materials make the superior corrosion resistance and desirable 
appearance of these “stainless'^ alloys available at lower cost. 

By a process almost identical with that used in the production 
of tin plate by hot dipping, an alloy coating of lead and tin can be 
applied. The product known as ^‘terneplate^^ is widely used as 
roofing tin” and for the production of gasoline tanks and other 
articles made by deep stamping operations. For the most common 
grade of terneplate made in this country, the coating consists of 
76 per cent of lead and 25 per cent of tin. 

Methods of Testing Metallic Coatings. — Space limitation pro- 
hibits a description of the standard methods that have been devised 
for testing metallic coatings, and the reader must consult the larger 
treatises.^ In general the utility of a metallic coating will depend 
upon its uniformity, continuity, thickness, its electrochemical and 
physical relations to the basis metal, its adherence, the nature of 
the corrosion products which the coating metal forms in reacting 
with the environment, and probably a number of other factors. 
Naturally, the most satisfactory test is by actual long-time exposure 
to the actual environment. Frequently decisions must be made 
without the benefit of such information, and various short-time 
tests have been devised which will provide at least some basis for 
rendering judgment on the relative merits of various proposals. 

^ Burns and Schuh, op. cit.j pp. 234-274. Symposium on Corrosion Test- 
ing Procedures,” American Society for Testing Materials, Philadelphia (1087). 
The published standard tests of the A.S.T.M. should be consulted. 
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Nonmetallic Inorganic Coatings 

There are a number of protective coatings lor metals and alloys 
which are composed of nonmetallic inorganic substances. Some 
of these, such as the oxide coating produced by anodizing'' alumi- 
num and its alloys, and vitreous enamels for iron and steel, are 
quite permanent protective coatings. 

Vitreous or Porcelain Enamels. — Coatings of this type find wide 
application for ferrous materials used for equipment in the chemical, 
pharmaceutical, food, beverage, and dairy industries. Porcelain 
enamels are available that will withstand pra(^ti(^ally all chemicals 
except strong alkalies and hydrofluoric acid. Enameled steel also 
finds wide application on stoves, refrigerators, table tops, signs, the 
exterior of business and residential buildings, and kitchen utensils. 
Enameled cast iron is widely used for bathtubs and other sanitary 
ware. 

The metal part to be enameled must be carefully cleaned of 
grease and oxide scale before the enamel is applied. The “frit" or 
glass for an enamel is made by fusing together refractory acidic 
substances, quartz and feldspar, with basic fluxes such as borax, 
fluorspar, cryolite, soda ash, sodium nitrate, and litharge. In 
the wet processes, the frit, which is very friable due to rapid quench- 
ing of the melt in water, is ground in a pebble mill with water, 
clay (floating agent), and the opacifier (usually tin, zirconium, or 
antimony oxide) or coloring agent. Exclusive of water, these 
mill additions rarely exceed 15 per cent of the weight of the frit. 
Prior to application of the mixture (“slip"), electrolytes such as 
soda ash or borax may be added to cause it to “set up" properly 
on the metal surface. The part to be enameled may be dipped 
in the slip or the slip may be sprayed on the metal. The coating, 
after drying, is fused or “burned" on in an enameling furnace. 
One to three coats may be applied in this manner. Almost invari- 
ably the ground coat contains cobalt oxide to promote adherence. 

In the dry process, the frit is ground in a dry mill with opacifiers 
or coloring agents and the finely ground mixture is dusted onto the 
heated surface which previously has been given a ground coat by 
the wet process. The dusted-on coat is then fused in the enameling 
furnace. 

The acid-resisting type of sheet-iron enamel contains higher 
proportions of silica and feldspar and lower amounts of the fluxes. 
Titanium dioxide is a common ingredient of these enamels. The 
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temperature and time employed for burning on an enamel coat 
depend upon the composition of the enamel and the proposed use 
of the enameled article. Cast-iron enameled by the wet process 
usually is fired at 626 to 760°C. (1150 to 1400^F.) for 10 to 15 min. 
Some enamels are fired at 700 to 870®C. (1450 to 1600®F,) for a 
period as short as 1 to 5 min. An enameled article cannot be 
appreciably deformed without injury to the coating. 

^^Anodized’’ Oxide Coatings on Aluminum.^ — The protective 
oxide film that forms spontaneously on aluminum and aluminum 
alloys in air and in many aqueous environments has been mentioned 
previously. That a thicker, more protective, and stronger oxide 
film can be produced by making aluminum anode in suitable elec- 
trolytes has been known for many years. When properly prepared, 
the ^'anodized coating provides high electrical insulation to the 
underlying metal, and possesses good resistance to corrosion and 
abrasion. The film may be colored with organic dyes and inorganic 
pigments to produce attractive decorative effects. The unidirec- 
tional current-carrying characteristics of the film have made possible 
the aluminum electrolytic condenser and rectifier. 

The earlier processes for anodizing aluminum used electrolytes 
of chromic acid or of oxalic acid, but these have been replaced 
largely by the Alumilite^^ process which employs sulfuric acid as an 
electrolyte. The latter process is more rapid, requires a lower 
voltage, and permits the production of films of a greater range of 
physical properties on aluminum and many aluminum alloys. The 
acid strength has been varied from 5 to 77 per cent and the tempera- 
ture from 16 to 40°C, (60 to 1G5®F.) depending upon the charac- 
teristics desired in the film. To produce one of the standard 
uncolored coatings, the article is made anode in 15 to 18 per cent 
sulfuric acid for 30 min. at 22°C. (71®F.). A direct current of 
13 amp. per sq. ft. is applied, requiring from 10 to 20 volts. After 
the anodizing treatment, the oxide coating is usually sealed'^ by 
immersion in boiling water or in live steam for a time equal to that 
used in the electrolytic treatment. The sealing treatment partly 
converts the oxide to the monohydrate with an expansion in volume 
that decreases the porosity and increases the corrosion and stain 
resistance of the film. Sometimes to obtain still better corrosion 
resistance, treatment in dilute dichromate or sodium silicate solu- 

^ Burns and Schuh, op. city pp. 368-373. Edwards and Kellbr, Trans 
Electrochem. 5oc., 79, 136 (1941). 
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tions at 80°C. (176*^F.) is substituted for the hot- water sealing 
operation. 

If colored coatings are to be produc‘cd, the anodizing is carried 
out in higher acid concentrations and at higher temperatures to 
obtain a more porous coating. Tho anodized articl(\s are then 
immersed in a solution of a dye, or an inorganic* pigment is precipi- 
tated in the film, before the sealing operation. For protection 
against corrosion, a film thickness of about 0.004 in. is used. In 
the various applications film thickness will range from 0.0001 to 
0.001 in. 

The oldest and perhaps most general application is in the pro- 
tection of aluminum and aluminum alloys used in ain^raft con- 
stmetion. These anodized coatings also are applied to aluminum 
and its alloys used in window frames, refrigerator ic<' trays, machine 
parts, pistons, reflectors, et^. In man 3^ applications the hardness, 
abrasion resistance, and low coefficient of friction of the anodized 
coating are important. 

Surface Conversion or Chemical-dip Coatings. — These coatings 
are produced by covering the surface of a metal oi’ alloy, by immer- 
sion or by spraying, with a solution of a chemical which will react 
with the metal surface to produce an adherent coating of metal 
compound that is practically insoluble in the intended environment. 
In general these coatings are not especially p(*rrnanent, but they 
may afford good protection in some environments and during 
storage. Furthermore, many of these coatings serve as excellent 
bases for the application of paints and other organic protective 
coatings. 

Tlu* corrosion resistance of zinc, zinc coatings, and zinc-base 
die castings ma^" be increased by immersion in sodium dichromate 
solutions acidified with dilute sulfuric acid (‘‘Cronak’^ process) 
or by the application of a phosphate coating. Magn(\sium and 
magnesium alloys (I)owmetal) are afforded better protection in 
ordinary atmospheres by painting if the surface is given a prelimi- 
narv tn^atment for 0.5 to 2.0 min. in a solution containing 1.5 ll>. 
of sodium di(*hromate and 1.5 lb. of concentrated nitric! acid per 
gallon. An alternative treatment for magnesium alloys consists 
of a 30-min. anodic treatment in a sodium dichromate-sodium 
phosphate bath. 

A smooth gray coating may be placed on aluminum by immer- 
sion for 5 to 10 min. in a boiling solution containing 20 g. of sodium 
carbonate and 5 g. of potassium dichi omate per liter. 
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Various surface conversion coatings have been applied to iron 
and steel to prevent rusting in ordinary atmospheres and to serve 
as bases for subsequent paint coatings. Coslett treated iron sur- 
faces with a solution of phosphoric acid and ferrous sulfate or zinc 
sulfate as early as 1908. In 1918, Parker found that the character 
of the phosphate coating was improved by using a solution of 
primary manganous phosphate (“Parkerizing”) with some added 
manganese dioxide. In 1929, the Parker process was improved 
to require less time by using solutions of manganese dihydrogen 
phosphate containing a small amount of a copper salt (“ Bonder! te 
A”). A further improvement in the process (“Spra Bonderite”) 
has reduced the processing time to from 30 to GO sec. In this 
treatment the steel is sprayed with a dilute alkaline solution, 
rinsed with water, and then sprayed with a .solution of chromic acid 
and sodium chloride. A very similar solution is used in a treatment 
known as “ Chromodizing.” In the “Laxal” treatment for steel, 
solutions of oxalic acid are used. An oxide coating is produced on 
steel in the “Bower-Barff” process. The steel, after cleaning, is 
heated to 650°C. (1200®F.) for about .seven hours in a closed retort 
in which air is displaced with steam at about 100 lb. pressure, or a 
mixture of steam and benzene. After this treatment, the steel is 
cooled to 150°C. (300°F.), dipped into hot boiled linseed oil, and 
held at this temperature until the oil is oxidized. 

It is possible artificially to produce a green “patina” on copper 
which is similar to the protective coating that develops when copper 
is exposed to the atmosphere. The natural patina consists mainly 
of basic copper sulfate. Satisfactory artificial patinas have been 
developed by painting or spraying copper twice daily for a week 
with a 10 per cent solution of ammonium sulfate, followed by two 
days’ of treatment with a 10 per cent solution of copper sulfate 
to which 1 per cent of .sodium hydroxide or other alkaline hydroxide 
or carbonate has been added. Sometimes ammonium nitrate 
(5 per cent) is added to the copper sulfate solution. During 
treatment the copper is exposed to the air, but it is protected from 
the sun in hot weather. 
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CHAPTER XI 
BUILDING STONES 

By Thomas R. Alexander, Ph.D. 

Although practically all rocks are suitable for building construc- 
tion from the point of view of their mechanical strength, there arc 
other requirements that they may not be able to meet, and that 
may cause the stone to be rejected as unfit for building purposes. 
Among the important properties that must be taken into account 
are the durability of the stone, its tendency to discolor, and its 
resi.stance to the effects of fires. There are three main classes of 
rocks: igneous rocks, sedimentary rocks, and metamorphic rocks. 
Each class includes a large number of members that differ widely 
from one another in composition and structure. Only a few of 
the many varieties of rock arc .suitable and available for u.se as 
building stone. 

loNEotTB Rocks 

Igneous rocks were formed by the solidification of molten 
material as it was forced up into or through outer layers of rock. 
In most cases this fused material solidified before it reached the 
surface, and is called plutonic rock. If it came to the surface before 
solidification, it is called volcanic rock. 

Structure. — Igneous rocks are divided into two classes on the 
basis of structure. Those that solidified quietly from a state of 
fusion and were not later subjected to .severe external stres.ses are 
made up of crystals irregularly arranged and are called massive 
igneous rocks. Slow cooling produced a coarse-grained rock and 
rapid cooling a fine-grained one. Igneous rock that has been 
subjected to very great prcs.sure has a banded structure. In some 
cases the constituent minerals are found in more or less definite 
alternating bands; in other cases they are merely arranged with 
their long axes in the same direction. In either case the rock is 
called a gneiss. 

Chemical Composition. — The igneous rocks range from 36 to 
80 per cent of silica with alumina as the second most abundant 
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constituent. The following is an average by F. W. Clarke from 
the analyses of 830 American igneous ro(‘ks. * 


Constituent 


l*er cent 

Silica 

SiOa 

59.71 

Alumina 

khOz 

16.01 

Ferric oxide 

FciO, 

2.63 

Ferrous oxide 

FeO 

3.52 

Lime 

CaO 

4.90 

Magnesia 

MgO 

4.36 

Potash 

K2O 

2.80 

Soda 

Na^O 

3.55 

Water - 

H.O 

1.52 


Acid igneous rocks are those which are high in silica and low in 
lime, magnesia, and iron o>ddes. liasic igneous rocks are high in 
basic oxides and low in silica. 

Commercial Classification.^ — Quarry men and builders have 
adopted the following simple classification: (1) granites, (2) traps, 
and ( 3 ) serpentines. 

Granites. — The granites are crystalline, plu tonic rocks com- 
X>osed largely of quartz and feldspar, us\ially with some mica and 
occasionally hornblende. They are acid rocks. 

Quartz, Si02, is the hardest of all the common minerals. Its 
crystals vary in luster and color, depending on the impurities in 
them. It is extremely resistant to weathering. 

Feldspar is essentially a silicate of aluminum combined with 
the oxide of another metal. Its color also depends on the impurities 
that it contains. The common or potash feldspar has the composi- 
tion indicated by the formula K20 Al2()3'6Si()2. Albite or soda 
feldspar is usually found in granites. It weathers easily and is 
converted into clay (see Chap. XIV). 

Mica in granite may be of tw'o kinds: either the w^hite, called 
muscovite, or the black, known as biotite. Ihe composition of 
the former corresponds to the formula H2KAl3(Si04)3 and the latter 
to the formula® (H,K)2(Mg,Fe)2(Al,Fe) 2(8104)3* Mica occurs 

1 Quoted from Eckel, Building Stones and Clays,’^ p. 23, John Wiley & 
Sons, Inc., New York (1912). 

* Eckel, op, cit., p. 30. 

•Symbols in parentliesis, separated by commas, indicate variability in 
composition. 
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in granite in the form of smooth, shining scales which cleave readily 
into thin, elastic leaves. It weathers easily, but unless present in 
large quantities it is not injurious. 

Hornblende is a complex silicate of calcium, iron, magnesium, 
and aluminum. Its color is usually dark green to black, and it is 
more resistant to weathering than mica. 

Good granites are usually either gray or reddish, since granites 
of these colors are composed of minerals that are more resistant 
to weathering. The black or greenish granites are less durable. 
On weathering the color changes to a yellowish shade. 

Trap Rock. — The name of this rock is derived from the Swedish 
word trapp^ meaning stairs; the term has reference to the appearance 
of the rock in the quarry. Trap rock consists mainly of soda or 
lime feldspar and hornblende. It is a basic rock, fine grained, com- 
pact, and dense; it may occur oither in the massive or gneiss forma- 
tion. It is usually dark in color and, like all basic rock, weathers 
considerably. 

Trap rock is stronger and more dense than granite, but this 
advantage is more than offset by the fact that the stone is very 
tough and that it splits irregularly. These properties, w^hich limit 
its use as a building stone, make it very useful stone for paving 
blocks, curbs, railway ballast, and concrete aggregates. 

Serpentines. — These are generally of igneous origin but not 
directly so. They have been produced by the action of water, or 
of water and carbon dioxide on basic igneous rock and arc, there- 
fore, metamorphic rocks. ^ A typical reaction is 2 Mg 2 Si ()4 + CC)2 
+ 2H2O == H4Mg3Si209 + MgCOs. This equation represents the 
conversion of olivine into pure serpentine. The rock has a soapy 
feel and is soft enough to be easily cut with a knife. It is not much 
used as a building stone, since in most deposits the rock is irregularly 
jointed and large blocks are difficult to obtain. It is unsuitable 
for exterior use because it is not sufficiently resistant to weathering 
influences. Under the trade name of ‘‘Alberine^^ stone it is used 
extensively for sinks, washtubs, laboratory table tops, and similar 
articles. 


Sedimentary Rocks 

Sedimentary rocks are those that have been formed by the 
solidification of material resulting from the disintegration of other 

' Mkllor, *‘A Comprehensive Treatise on Inorganic and Theoretical 
Chemistry,** Vol. VI, p. 421, Longmans, Green and Company, New York (1025). 
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strata. The substances involved are mainly clays, sand, and 
calcium carbonate which have been carried by and deposited 
from water. Marine organisms that secrete calcium carbonate 
and silica in their shells and bony structures have also contributed 
largely to the accumulation of this type of rock. Since these rocks 
were formed from sediments, they consist of layers of different 
composition, color, structure, etc., depending upon conditions 
prevailing at the time of deposition. Sedimentary rocks split more 
easily along the bedding planes than in other directions; because 
of this they are loss suitable than igneous rocks for use in massive 
structures. They should never bo set in a wall on edge, since thin 
layers may .split or scale off where expcKsod to the weather. Sedi- 
mentary rocks considered in this di.scus.sion will be taken up in the 
following order: .slates, sandstones, limestones, and marbles. 

Slates. — Slates are. the hardened, more or less metamorphosed, 
siliceous clays that collected as sediment on ancient sea bottoms. ‘ 
The intense pre.ssure to which the material was subjected cau.sed it 
to expand at right angle.s to the direction.*! of the pressure; as a 
result, the ciystals of mica and chlorite have their flat surfaces 
parallel. This gives to slate its characl.«>ristic tendency to split 
with ease in one direction — a property known as “slatey cleavage.” 

CompoKition . — Since slates are derived from clayey rocks, they 
consist es.sentially of the silicates of aluminum, calcium, magnesium, 
potassium, and .sodium. 1'he range of chemical composition of 
average slate is given by Bowles.* 

Kange of Chemicai. Composition of Slate,* Per (''■b.nt 


Silica 

81 O 2 

50-07 

Alumina 

AI 2 O 3 

11-23 

Ferric oxide 

Fe203 

0 5-7 

Ferrous oxide 

FeO 

0 5~9 

Potash 

K 2 O 

1.5- 5.5 

Soda 

Na^O 

0.5-4 

Magnesia 

MgO 

0.5-5 

Lime 

(’aO 

0 3-5 

Water 

H 2 O 

2 5-4 


Less importunt constituents omitted. 

The chief mineral constituents of slate are: mica, 38 to 40 per cent; 
quartz, 31 to 45 per cent; and chlorite, 6 to 18 per cent. 

1 Bowles, **The Stone Industries,*" 2d ed.. Chap. X, McGraw-Hill Book 
Company, Inc., New York (1934). 

* Bowles, op. ciL^ p. 231. 
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Color . — The color of roofing slate is of great importance. The 
most common color is some shade of gray or bluish gray; less 
common varieties are black, green, or purple. In most cases these 
colors are dependent upon the amount and condition of two ingre- 
dients: organic matter and oxides of iron. If the slate contains 
considerable finely divided carbonaceous matter, it will probably 
have a glossy black color; if it is high in ferric iron, it will probably 
be red or purple; if high in ferrous iron, it may be green unless 
this color is masked by black carbonaceous matter. The glossy 
black slates are usually finer and more evenly grained, softer, and 
smoother than slates of other colors. The gray slates are coarser 
in grain and much harder. 

Discoloration of Slates . — Discoloration is due to the atmos- 
pheric oxidation of ferrous carbonate: 2FeC03 + 3H2C) + = 

2Fe(OH)3 + 2C()2. If other colors are well masked by the black 
material, discoloration may not be great; but since the amount of 
ferrous carbonate often varies in the different beds of the same 
quarry, it may happen that patches of slate on the same roof 
will fade while others do not. 

Sandstones. — These rocks are made up essentially of grains of 
quartz bound together by some cementing material, which may be 
silica, iron oxide, calcium carbonate, or clay. Upon this basis 
sandstones are divided in the same order into siliceous, fc^rruginous, 
calcareous, and argillaceous stones, although more than one kind 
of cementing material is often found in the same stone. Mica, 
pyrite, and other minerals are also found in sandstones. The color, 
strength, and durability of the stone depend in large measure on 
the nature and amount of cementing material. 

Colors . — The red and reddish-brown colors are due to the pres- 
ence of ferric oxide; the yellow and yellowish-brown to the presence 
of the same oxide in the hydrated condition. Bluish to greenish 
tints may be due to iron sulfide, ferrous carbonate, or ferrous 
silicate. Carbonaceous material may give the stone a gray or 
black color. 

Durability . — This property of sandstones varies considerably. 
Stones with clay seams are liable to split with repeated thawing and 
freezing. Those containing mica scales along the bedding planes 
are liable to flake off, especially if the stone is set in a wall on edge. 

Of all varieties, the siliceous sandstone is most resistant to the 
action of the weather. If the stone is composed of silica alone, it is 
frequently so hard that it is difficult to dress. 
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The ferruginous sandstones stand second in respect to durability. 
The ^'brownstones” of the eastern states are generally sandstones 
of this sort. They are of granitic origin and usually (*ontain feldspar 
and mica in addition to the quartz and iron oxide. They are easy 
to dress, but less durable than the siliceous stones. 

The calcareous sandstones are generally light colored or gray 
and, although strong, are soft and easily worked. Because the 
cementing material, calcium carbonate, is leached out by the action 
of carbon dioxide and water, they do not resist the action of the 
atmosphere well. The argillaceous sandstones are the least durable 
of all. They absorb water readily, hence they are particularly 
susceptible to the action of frost. Being comparatively soft, they 
are easily dressed. Some sandstones have little if any cementing 
material, but owe their strength to the pressure to which they were 
subjected during formation.* Certain varieties of such sandstone, 
whose grain size is small and uniform, are used in the manufacture 
of grindstones and whetstones. They wear away with use, always 
presenting fresh, sharp surfaces. Occasionally they are sufficiently 
coherent to be used as building stones. 

All sandstones, when freshly quarried, contain a certain amount 
of water which renders them very susceptible to injury if allowed 
to freeze. As the stone dries it becomes harder, due to the fact 
that cementing material which was dissolved in the water is left 
behind on evaporation. 

Limestones. — Limestones are stratified rocks that consist essen- 
tially of calcium carbonate. They have been produced largely 
from deep-sea deposits of the calcareous remains of animal organ- 
isms, whose shell formations are often distinguishable in the rock. 
The particles are cemented together by calcium carbonate that 
has been deposited from solution. Pure calcium carbonate in 
mineral form is known as calcite. Limestone contains varying 
amounts of other substances such as iron o.xide, silica, clay, and 
carbonaceous material. As the amount of silica increases, limestone 
merges into calcareous sandstone; with a different quantity of clay 
it becomes a calcareous shale. Magnesium carbonate is usually 
present in limestone. If equimolecular proportions of the two 
carbonates, CaCOs MgCOa are present, the mineral is called 
dolomite. Pure magnesium carbonate is called magnesite. The 
term limestone is usually restricted to those rocks that contain less 
magnesium carbonate than dolomite. Those that contain more 
are impure magnesites. 
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Limestones may be white, gray, blue, or black, depending on 
the impurities present. Both limestones and dolomites are moder- 
ately durable, though less so than good sandstone or granite. 

Marbles. — In accordance with strict geologic definition, marbles 
are those highly crystalline formations that have been developed 
from limestones or dolomites by heat and pressure ; they are, there- 
fore, metamorphic rocks. The original limestone or dolomite was 
converted into a semifluid mass by intense heat and under high 
pressure which prevented the escape of carbon dioxide; during 
cooling, it crystallized. 

Commercially the term marble has a much broader meaning. 
It includes any limestone, crystalline or not, which is capable of 
taking a high polish and which, when polished, will have a pleasing 
appearance. ICven serpentine rocks which can be used as marble 
substitutes are classed as marble, though they contain little calcium 
or magnesium carbonate. Marbles may be divided into three 
groups:^ 

1. Highly crystalline marbles resulting from the reerystallization 
of limestone. Usually white or with gray, black, or other markings. 
This is the largest group. 

2. Subcrystalline or fossiliferous marbles in which crystalline 
structure is rarely noticeable, the value depending rather on color 
effects than on texture. 

3. Onyx marbles. Translucent rocks showing color banding, 
due to the fact that they were formed layer after layer by chemical 
deposition from cave or spring waters. 

Marble does not differ from limestone in chemical composition 
and is likely to contain the same impurities, some of which are 
objectionable. Mica, if abundant and present in bands or patches, 
interferes with the polishing of the stone; weathering may also 
leave a pitted surface. Iron pyrite is quite objectionable because 
weathering converts it into a red basic ferric sulfate and sulfuric 
acid. The latter, of course, attacks the stone. 

Color . — Marbles show a wide variation in color. Some are 
white, others vary from gray to black; red, pink, yellow, green, or 
brown marbles are frequently used. The gray and black coloring 
matter is carbonaceous (usually fine scales of graphite); the red, 
pink, and brown colors are due to oxides of iron and manganese. 
The coloring matter may be uniformly distributed or it may be 
segregated, giving the marble a mottled appearance. 

^ Eckei^ op. cit, p. 166. 
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Some ornamental marbles show what is termed a brecciated 
structure. These marbles are made up of angular pieces of crushed 
rock, with the spaces between filled with mineral matter that was 
deposited later. 

Durability . — The weather-resisting ability of marble is about 
equal to that of limestone. Those that contain much mica and 
those with a brecciated structure are less durable. 

Deterioration of Stone. ^ — Deterioration of stone may be due to 
either physical or chemical causes, or to a combination of the two. 
The agencies may be purely external, or their effects may be 
supplemented by changes within the rock itself. 

Chemical Reactions . — The ingredients of practically all building 
stones are nearly insoluble in pure water, but rain water is never 
pure. It contains dissolved oxygen and carbon dioxide from the 
air; after it comes in contact with the grime and soot on buildings, 
it will have various other compounds dissolved in it, including 
both sulfurous and sulfuric acid in small amounts. These latter 
impurities are due to the presence of s\ilfur dioxide in the atmosphere 
and are much more important in industrial areas where bituminous 
coal is being burned in large quantity. 

When carbon dioxide dissolves in water, the two react. 

CO2 + H2O ^ HCOs- + H+ ( 1 ) 

Sulfur dioxide reacts in the same way. 

SO2 + H2O ^ HSO3 - + H+ (2) 

Both solutions are weakly acidic, but the sulfurous acid reacts with 
dissolved oxygen as follows: 

HSO3” + MO2 - H+ + SO4” ( 3 ) 

Since sulfuric acid is a much more active acid than sulfurous, the 
acidity of the solutions is greatly increased. The carbonate rocks 
or other rocks, such as calcareous sandstones, are attacked by 
water which is even mildly acidic. The equation for the reaction 
is CaCOs + + HCO3 Since the calcium carbonate 

is soluble in water, the products of the reaction will be washed 
away from the surface of the stone. Magnesium carbonate is 
similarly changed, as are mortars and cements that contain free 

^ For a more complete discussion with bibliography see Bowles, op. cit.j 
Chap. XV. 
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lime. Feldspar, hornblende, and even silica in such rocks as 
granites, sandstones, and slates react with water that contains 
acids, but the reaction is much slower. The conversion of feldspar 
into clay is usually represented as being due to the following 
reaction: 

KjAljSieOio + 2H2O + CO2 - Al2Si207*2H20 + K2CO3 + 4 Si 02 . 

Sulfuric acid converts calcium and magnesium carbonates into 
sulfates which are rather^ easily removed from stone surfaces. 
When, on the other hand, the water in which these two salts are 
dissolved is retained in the pores of the stone, it will evaporate 
slowly and crystals of gypsum, CaS04-2H20, and Epsom salt, 
MgS04-7H20, will separate. The volumes occupied by these 
two salts are considerably greater than those of the carbonates 
from which they were derived, and internal strains are set up which 
may be serious. The more porous stones suffer greater deteriora- 
tion from this cause. 

Oxidation . — Changes in the color of stones are frequently due 
to oxidation. Oxidizable materials frequently met with are ferrous 
carbonate, manganous carbonate, sulfides of iron (pyrite and 
marcasite), and silicates of the same metals. The reactions cannot 
be described in simple equations; the ones used indicate merely 
the type of reaction that may be involve^d. 

2Fe(Mn)C03 + SHaO + 1^02 - 2Fe(OH)3 + 2CO2 
2FeS2 + 7H2O + 1^02 == 2Fe(OH)8 + 4H2SO4 

Structural damage, if any, may result from the sulfuric acid, 
which can produce the secondary effects noted above. Sea water, 
river water, and even ground water may cause deterioration in 
stone. 

Physical Agencies . — Repeated temperature changes, especially 
through a considerable range, have a weakening effect on stone. 
Alternate and unequal contraction and expansion of the various 
substances in the stone produce strains which are enhanced by 
the fact that rock is a poor conductor of heat, thus subjecting 
the surface and the interior to different strains. The more complex 
rocks, such as granite, suffer greater deterioration from this cause 
than do the simpler carbonate rocks. 

The effect of freezing on sandstones that still contain their 
quarry water'’ has been mentioned. If the pore space is not 
too completely filled, freezing will not damage the stone, and 
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stone from which the quarry water has been removed will not 
reabsorb enough water from its exposed face to make freezing 
dangerous. If, however, the stone should be seamed, water may 
collect and the stone be damaged by freezing. 

Fire Resistance. — No stone can withstand the extreme heat 
developed by the burning of large buildings. Granites seem to 
be the least resistant and sandstones the most. Limestoru^s show 
good resistance at temperatures below 600°C., but at about this 
point the stone decomposes appreciably into carbon dioxide and 
lime. 

Preservation of Stone.’r-The use of protective coating materials 
on stone surfaces is not likely to be of great intc'rest. Borne study 
of the subject has been made, using water-proofing compounds in 
volatile solvents. 

Cleaning of Stone. — Methods of cleaning arc (1) the mechanical 
removal of the old surface, usually done by sand blasting, wire 
brushing, grinding, or heating with a blowd^orch; (2) scrubbing 


Table 74. — Production of Buildino Stone in the l'nited Stateh (1939) 

Rough 



C'onstruction 

Architectural 

(^u. ft. ! 

Value 

Oil ft. 

Values 

Oranite 

2,241,800 

127,910 

S 410,395 
14,619 

273,140 

313,270 

3,367,550 

291,110 

$ 253,537 

664,998 

1,426,020 

360,572 

Basalt 

IVfurhlp, 

Limestone 

Sandstone 

Miscellaneous 

3,872,640 

836,130 

601,880 

424,230 

190,940 

654,342 

Total 

'7,680,360 

$1,694,526 

4,245,070 

$2,705,i27 


Finished 



Sawed 

Gut 

Ou. ft. 

Value 

Gu. ft. 

Value 

Granite 

297,470 
232,040 
1.430,700 
121 ,000 

$ 932.540 
464,900 
925,250 
153,332 

294.520 

501.520 
2,059,130 

I 118,850 

$1,479,128 

3,574,149 

3,627,180 

452,153 

Marble 

Limestone 

Sandstone 

Total 

2,081,210 

$2,476,022 

2,974,020 

i 

$9,132,610 
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with water and various cleaning agents such as soap or caustic 
soda. These cleaning materials and others must be completely 
removed from the stone surface or they may damage it. Acids, 
especially hydrochloric and hydrofluoric, are effective but they may 
discolor the stone. 

The amounts and kinds of building stone sold or used by pro- 
ducers in the United States in 1939 are pven in Table 74.^ 



CHAPTER XII 

LIME AND GYPSUM PRODUCTS 

By Thomas R. Alexander, Ph.D. 

Lime, or quicklime as it is sometimes called, is essentially 
calcium oxide, CaO, althoiq^ the term is also applied to mixtures 
in which calcium oxide is the principal ingredient. Pure calcium 
oxide is a white solid which melts at 2570°C. (4060°F.). When 
the molten material is cooled, it solidifies in cubic crystals, but as 
ordinarily prepared it is nontrystalline, easily powdered, and has a 
specific gravity varying from 3.08 to 3.30. The specific gravity 
of lime depends on the temperature to wliicdi it has been heated, 
higher temperatures giving a more dense product. As a con- 
sequence of the decrease in the ratio of surface to mass which 
accompanies increase in density, the chemical reactivity of lime 
decreases as the density increases. The reaction between lime and 
water, which is known as “slaking,” produces calcium hydroxide; 

CaO -f- H 2 O = Ca(On )2 -f heat. 

The reaction is quite rapid when the lime is not in the compact or 
crystalline state and, since heat is evolved rapidly, high tempera- 
tures will result unless care is taken to provide for the escape of 
heat or to control the speed of the reaction by regulating the 
conditions of mixing. 

Calcium hydroxide produced by the slaking of lime is an amor- 
phous white powder, slightly soluble in water, from which it 
separates in crystalline form during slow evaporation. If heated 
to about 400“C. (750®F.), calcium hj'droxide decomposes into the 
oxide and water. 

Limestone. — ^Lirae is produced by heating limestone, which is 
more or less pure calcium carbonate as indicated by the range of 
composition of a reprasentative group of limestones in Table 75. 
During the heating, carbon dioxide is driven off and nonvolatile 
impurities such as the oxides of silicon, magnesium, aluminum, 
iron, and manganese are left behind in the lime. Limestone is a 
sedimentary rock (see Chap. XI) which frequently contains 
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considerable clay that has been deposited with it. The heating 
of this material produces calcium silicates and aluminates (see 
Chap. XIII) with correspondingly less free lime. When the 
proportions of silica and alumina are high enough, natural cements 
are produced. Since quicklime for structural purposes should 
not contain more than 5 per cent of silica, alumina, and iron oxide 
combined, the limestone used must be correspondingly lower in 
these oxides. 


Table 75. — Composition of Lime.stone* 

Per Cent 

Total carbonates 97 

CaO 29.77-55.56 

MgO 0.31-21.23 

SiOs 0.14-2.41 

AUO, + Fe80, 0.5 

* PoRTBB, " Manufacture of Lime," p. 7, }fai. Bur, Standards, Circ. 337. 


Dolomitic Limestone. — Most limestones contain some mag- 
nesium carbonate. When the two carbonates are in equimolar 
proportions, MgCOs-CaCOs, the mineral is called dolomite; lime- 
stones that contain smaller amounts of magnesium carbonate are 
usually referred to as dolomitic limestones. 

Magnesium carbonate decomposes when heated into magnesium 
oxide, MgO, and carbon dioxide. The temperature required is 
considerably lower than that required to decompose calcium 
carbonate, hence dolomitic limestone will produce a mixture of 
lime and magnesia when burned. Magnesium oxide reacts with 
water slowly if it has not been heated to too high a temperature. 
The hydroxide that results is decomposed at a lower temperature 
than that required to decompose calcium hydroxide; it is less 
soluble in water and in the solid state it reacts only slightly with 
carbon dioxide. 

Uses of Lime. — Table 76 gives a summary of the more impor- 
tant uses of lime, along with tonnage and price data for the year 
1939. 

Manufacture of Lime.’ — ^Limestone is burned in kilns which 
may be either vertical shafts or rotating kilns similar to those used 
in Portland cement manufacture, and operated in much the same 
way. In some vertical-shaft kilns, coal and limestone are fed 
into the top in alternate layers. Lime is removed periodically 

1 Azbe, ^*Sympoaium on Lime," p. 88, American Society for Testing Mate- 
rials, Philadelphia (1939). 
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Tablk 76. — Uses op Lime* 


Use 

Percent- 
age of 
total 

Agriculture 

niiilrling 

8.5 

23.5 

Crlasa 

3.5 

Metallurgy 

17.6 

Paper 

10.9 

Sugar refining 

Tanning 

Water purification 

Other uses* 

0.4 

1.7 

5.9 

12,2 

Total 

64.2 


Short 

tons 

Total ' 

value 

! 

Average 
price per 
ton 

362,335 

$ 2,214,759 

$6.11 

1,000,498 

8,563.792 

8.56 

148.102 

1,003,843 

6 78 

748,853 

4,328,564 

5 78 

464,224 

2,904,160 

6.26 

18,831 

167,480 

8.89 

70,446 

475,841 

6 75 

251,193 

1 ,594,214 

6.35 

518,305 

3,349,187 

6.46 

3,582,787 

1^24,601 ,840 



* Moykr and Coons, “ Minerals Ye»rbiook.” KHO. p. 1245, U.S. Department of the Interior 


from the bottom of the shaft while the charge is continuously 
introduced at the top. In other vertical-shaft kilns, fuel is burned 
in a fire-box at the bottom of the shaft so that the heat passes 
up over the charge, but the lime does not come in contact with the 
ashes. The temperature in the hottest part of the kiln is usually 
between 900 and 1200°C. (1(550 and 2190°F.). The charge must 
be kept at the required temperature long enough to decompose it 
throughout and the carbon dioxide must be removed to prevent 
recombination. The time required depends on the chemical and 
physical characters of the stone. A stone that is high in magnesium 
carbonate will burn more quickly than a purer calcium carbonate; 
one that is compact will conduct heat more rapidly than a porous 
one and therefore burn more rapidly. Since the loss of porosity 
(increase in density) previously mentioned takes place slowly even 
at the minimum temperature required in the kiln, the charge 
should not be allowed to remain in the kiln longer than necessary. 
Structural Lime.— The composition and the properties of lime 
depend on the composition of the limestone and the temperature 
at which it has been burned. Limestone burned at the minimum 
temperature produces a porous or *^soft^^ lime whose volume may 
not be much less than that of the original stone in spite of the 
elimination of the carbon dioxide. Higher temperatures produce a 
more compact lime, usually called ^‘hard^^ lime. Quicklime that 
is to be used for building purposes after slaking should have the 
following composition: 
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Table 77. — Composition op Builpinq Lime* 



C/alcium 

lime 

Magnesium 

lime 

CaO (rain. %) 

75 


MgO(min. %) 


20 

CaO -1- MgO (rain. %) 

95 

95 

SiOa 4- AbO* 4- FeaOi (max. %) . . ; 

1 

5 


♦ A.S.T.M. Standards (1939), Part II, p. 30. 


High-calcium lime slakes more rapidly than magnesium lime and, 
when used in mortar, develops a higher early strength, although 
the magnesium lime surpasses the calcium lime somewhat in 
ultimate strength. 

Slaking of Lime. — The reactions involved in this operation 
have been discussed briefly. The object of the slaking operation 
is to prepare a smooth paste of calcium hydroxide (hydrated lime), 
and the operation was formerly carried out by laborers at the 
place where the lime was to l>e used. Results were not always 
satisfactory, since the heat developed was not carried away rapidly 
enough to prevent the cores of the larger lumps from being over- 
heated. This produced grains of lime that slaked slowly; when 
these grains were incorporated in the mortar, the continued slaking, 
with consequent increase in bulk, caused faults to develop. 

Hydrated Lime.— The inefficiency of the older method of 
slaking lime has led to the manufacture and use of hydrated lime. 
Quicklime in lumps not more than 1 in. in diameter is treated with 
just enough water to combine with the free lime. The resulting 
powder is sieved and the coarse particles of unburne^d limestone, 
overburned lime, silicates, etc., removed. Although the product 
combines readily with carbon dioxide, the surface crust of carbonate 
protects the well-packed material from contact with the air, so 
that it can be stored and handled without serious deterioration. 

Hydraulic Limes and Grappier Cement.— Limestones that 
contain too much silica, alumina, and iron oxide to make a satis- 
factory quicklime can be calcined at somewhat higher temperatures 
to produce a product known as hydraulic lime. Material of this 
kind will slake in contact with water, due to the presence of free 
lime. Continued contact with w^ater causes the hydration of the 
aluminates and silicates that are also present, and the mass solidifies. 
The slaking of the lime takes place first and, if a limited amount 
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of water is used, the core of unattacked calcium aluminates and 
silicates may be removed from the powdered calcium hydroxide 
by screening. The coarse particles are collected, ground, and 
sold as Grappier cement. It is used for stuccowork and in laying 
marble and other stone that would be stained by ordinary Portland 
cement. The setting process resembles that of Portland cement 
(Chap. XIII). 

Lime-sand Mortar. — Lime paste alone is not suitable for use as a 
mortar. If the paste is allowed to dry, it shrinks greatly and cracks. 
In practice, sand is always added to it; the proportions are about 
2 ) ^2 3 of sand to 1 of paste. The addition of this inert material 

almost eliminates shrinking and prevents cracking. Also, the 
addition of sand makes the mass more porous, so that the penetra- 
tion of the (*arbon dioxide necessary for the hardening of the mortar 
is facilitated. It is important that the sand and paste should be 
mixed in about the proportions indicated, since with these amounts 
the paste will just fill the voids between the sand grains. If much 
more sand than this is used, the mortar will be weak because it 
will be too porous. If less is used, the resultant excess of paste 
will cause a shrinkage when drying. It is better to have too much 
rather than too little sand; a slight sacrifice of strength is immaterial, 
but shrinkage will cause cracks that are immediately noticeable. 
If sands of different degrees of coarseness are mixed, the voids 
between the sand grains will be lessened and a smaller proportion 
of paste may be used without the mortar becoming too porous. 
The working qualities also are affected by the amount of sand. 
If too much sand is used, the mortar will be “ short if too little, 
it will be sticky. 

The effect of impurities in lime that is to be used for mortar is 
considerable. Silica reduces the plasticity and the sand-carrying 
capacity of the lime, but does not change the hardness or strength 
of the mortar. Iron oxide affects plasticity and the sand-carrying 
capacity in the same way, but higher percentages actually increase 
the strength and hardness. Small amounts of alumina improve 
the lime; gypsum is detrimental. 

Hardening of Lime -sand Mortar. — Compared to the hardening 
of Portland cement, the hardening of lime-sand mortar is a very 
simple process. The initial ‘‘set” is due to the evaporation of the 
water. If used with porous bricks, it may set very quickly because 
much of the water is taken up b.y the bricks. Contact with the 
air results in reaction between the lime and carbon dioxide forming 



482 


CHEMISTRY OF ENGINEERING MATERIALS 


an interwoven mass of calcium carbonate crystals which are respon- 
sible for the strength of the mortar. Contact between the lime 
and carbon dioxide is confined to the exposed surface of the mortar 
due to the fact that the crystalline layer prevents diffusion of gases 
into the interior of the mortar; therefore the interior of the hardened 
mortar always contains free lime. 

Lime-sand Brick. — Brick sufficiently strong for many structural 
purposes is made by mixing sand with about 10 per cent of its 
weight of slaked lime, compressing in molds, and then heating in an 
autoclave with steam at pressures ranging from 5 to 10 atm. 
for several hours. The hardening process is due to the formation 
of calcium silicates. 


Gypsum Products 

Gypsum. — The mineral gypsum, from which various kinds of 
commercial plasters are prepared, is the hydrated calcium sulfate 
CaS 04 * 2 H 20 . It frequently occurs in the massive form known 
as rock gypsunij or it may be found as a granular variety known 
as gypsum sand. It sometimes occurs in a relatively pure state, 
but usually it contains small amounts of impurities such as silica, 
alumina, iron oxide, and the carbonates of calcium and magnesium. 
An earthy variety known as gypsum earth or gypsite may contain 
50 per cent or more of such impurities, especially silica and the 
carbonates mentioned. Pure g 3 "psum is white and, when crystal- 
line, it is more or less translucent. It is so soft that it can be 
readily scratched with the thumbnail. Alabaster is a pure variety 
of gypsum which is used to some extent for statuary. A crystalline 
variety, practically colorless and transparent, is known as selenite. 
The selenite crystals are frequently laminated, splitting into thin 
leaves like mica but, unlike mica, the leaves are inelastic. 

Preparation of Gypsum Piasters. — The manufacture of gypsum 
plasters from native gypsum is based on a process of dehydration. 
As described by Stone, ^ when the dihydrate is stirred and heated 
with gradually increasing temperature, the water of crystallization 
begins to be evolved rapidly at about 110®C. (230®F.). The 
escape of the resulting steam causes an appearance of boiling in 
the powdered mass. This agitation continues until a temperature 
of about 130®C. (266®F.) is reached, when the boiling largely 

^ “Gypsum Products,’* IJ,S, Bur, Mines Tech. Paper 155, p. 17 (1917). Ljsa 
and Desch, The Chemistry of Cement and Concrete,” p. 17, Edward Arnold & 
Co., London (1935), 



LIME AND GYPSUM PRODUCTS 


483 


ceftscs And the settles down to about 86 to 90 per cent of its 
ori^nal volume. This quiet stage is called the first settle and 
indicates that most of the dihydrate has been converted into the 
hemihydrate, CaS 04 ‘KH 20 . 

If the heating is continued beyond this point, the dehydration 
is resumed and a second boiling, more vigorous than the first, is 
noted. When the mass quiets down again, the second settle is said 
to have been reached. At this stage all of the dihydrate has been 
converted into the hemihydrate, and some of it has been com- 
pletely dehydrated to form the soluble anhydrite. This degree of 
dehydration reduces the bulk of the mass to about 82 to 85 per 
cent of the original volume of the gypsum. 

Depending upon the variety of plaster desired, dehydration 
is discontinued either before or after the second settle. In making 
wall plaster, for example, it is common practice to stop the calcina- 
tion after the first settle at temperatures ranging from 155 to 
175®C. (310 to 350°F.). Depending upon the extent of the cal- 
cination, plaster of Paris, which is commonly called stucco in 
the trade, is spoken of as first- or second-settle stucco. 

Setting and Hardening of Gypsum Plasters. — The setting of the 
gypsum plasters depends upon the fact that the hemihydrate and 
the soluble form of anhydrite are more soluble in water than the 
dihydrate. The hemihydrate dissolves and combines with water 
to form the dihydrate, which precipitates from the solution as a 
solid mass of fine, interlaced crystals. The equation for the 
hydration may be written as follows: 

CaS 04 KH 20 + = CaS 04 - 2 H 20 

As a result of the hydration and crystallization, the plaster sets and 
hardens. About 205®C. (400°F.) is a critical temperature in the 
calcining process. If heated much above this temperature, prac- 
tically all of the combined water is driven off and the product 
is known as ‘^hard-burned'' or “dead-burned" plaster. Although 
the plaster is called “dead-burned" and even sometimes “anhy- 
drous," it is generally understood that it is not absolutely so; 
slight traces of hydrated crystals still remain, which serve as nuclei 
about which other crystals of hydrated sulfate may form. All 
plasters that result from calcination at these elevated temperatures 
are very slow in hydrating; the rate is dependent upon the intensity 
and prolongation of the heating during manufacture and upon the 
degree of fineness of the gypsum. For practical purposes, however, 
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the gypsum is calcined under such conditions that the setting and 
hardening are not stopped but only greatly prolonged; hydration 
then requires hours or days, instead of minutes as with plaster of 
Paris. When finally formed, the hydrated product resulting from 
these slowly setting plasters is both harder and stronger than that 
produced by the ordinary plaster of Paris. 

Control of Rate of Set, — Because plasters that consist chiefly 
of the hemihydrate set so quickly that there is not sufficient time 
for mixing and placing, a retarder must be added to delay the set. 
Materials employed for this purpose are flour, glue, and similar 
organic, colloidal substances. The added organic materials act 
as protective colloids. They form a film about the calcium sulfate 
particles and impede the hydration, with the result that the crystals 
do not grow together and cohere so rapidly. Native impurities 
such as clay, present in the gypsite from which some plasters are 
made, also act as protective colloids, and therefore as retarding 
agents. 

Classification of Plasters. — On the basis of the degree of dehy- 
dration, the gypsum products may be divided into two major 
classes; these two classes in turn may be subdivided into two sub- 
classes on the basis of whether or not the product is pure or impure. 
Plasters are frequently classified as follows:' 

1. Produced by the incomplete dehydration of gypsum, the 
temperature employed not exceeding 205°C. 

a. Produced by calcining a pure gypsum; no foreign material 
is added, either before or after calcining. Plaster of Paris. 

b. Produced by calcining a gypsum containing certain natural 
impurities, or by adding to a calcined, pure gypsum 
certain materials that serve to retard the setting of the 
product. Cement plaster. 

2. Produced by the complete dehydration of gypsum, the 
calcination being carried out at temperatures exceeding 205®C. 

a. Produced by calcining a pure gypsum. Flooring planter. 

b. Produced by calcining at red heat, or above, gypsum to 
which certain substances (usually alum or borax) have 
been added. Hard-finish plaster. 

In commercial classification, the term calcined plaster is used 
to designate a burned plaster to which nothing has been added. 

^ Mills, Hayward, and Rader, ‘^Materials of Ck)nstruction/’ 5th ed., p. 
264, John Wiley k Song, Inc., New York (1939). 



LIME AND GYPSUM PRODUCTS 485 

Calcined plaster may include both plaster of Paris and cement 
plaster; it is the latter if the original gypsum used was impure. 

Plaster of Paris. — As has been indicated in the preceding 
classification, plaster of Paris is prepared by calcining a pure 
gypsum to the half-hydrate, without the addition of foreign mate- 
rial. Jt is usually ground to a fineness such that 80 to 90 per cent 
will pass a 100-mesh sieve. It sets very rapidly, generally in 5 
to 15 min. 

Stucco is practically the same as plaster of Paris, since it is made 
from fairly pure gypsum, but usually it is not so finely ground as 
plaster of Paris. ^ 

Cement plasters are made in a mann(^r similar to plaster of Paris, 
but they set more slowly because of the presence of retarding 
agents. The plaster contains a small amount of hair, from 3 to 
5 lb. per ton, which has been ^dded to increase its strength and 
cohesiveness. Some manufacturers employ sisal or manila fiber 
instead of hair. Cement plaster is used commonly for the base 
coat, and the hair or other fiber prevents wastage due to excessive 
dropping of plaster back of the lath. 

Since the advent of metal lath, the use of calcined gypsum in 
wall plasters has met with some objection. Calcium sulfate is a 
compound that results from the reaction of a strong acid with a 
relatively weak base; in the presence of water, it dissolves slightly 
and hydrolyzes to produce an acid reaction. On this account it 
causes the lath on which it is used to corrode. On the other hand, 
Portland cement and calcium aluminate, which also set rather 
rapidly by hydration, have an alkaline reaction and inhibit the 
corrosion of the metal. 

Unless the plaster is made from the earthy variety of gypsum, 
and therefore already contains clay, it is necessary to add clay or 
hydrated lime to increase the plasticity and sand-carrying capacity. 
For this purpose about 1 5 per cent of hydrated lime is usually added 
to increase the working qualities of the mass and to stop corrosion. 

Since cement plaster, as marketed, contains no sand, two or 
three parts of sand must be added in preparing it for use. The 
setting time varies from 1 to 2 hr. 

^ The term ‘^stucco” is used also in a somewhat different sense to indicate a 
mortar finish on walls. The material used for such work consists essentially of a 
mortar made of calcined plaster and sand to which a certain amount of lime, 
fiber, and sometimes coloring matter have been added. Rich mixtures of Port- 
land cement and sand are also included. 
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Staff. — For temporary buildings, such as are erected for 
exhibitions, a gypsum plaster called “staff” is employed. It has 
the same general character as plaster of Paris, but contains fiber 
of some sort to reinforce and toughen it when set. 

Wood-fiber Plaster. — ^Like cement plaster, wood-fiber plaster 
also contains an agent to retard the set, but instead of hair about 
50 lb. of wood fiber per ton of plaster is employed as a binder. It is 
designed to be used generally without sand, and finds application 
where lightness of weight and heat or sound insulation are impor- 
tant. The wood fiber used in the plaster is obtained from non- 
staining woods such as cottonwood or basswood. 

Gypsum Plasterboard. — Plasterboard is a composite material 
made up of alternate layers of fibrous material, such as wool felt 
or tough paper, and gypsum plaster. The number of plies varies 
according to the type of construction for which it is u.sed. During 
the setting and hardening of the plaster between the sheets of paper 
or felt, the crystals of the dihydrate that are formed penetrate and 
interlock through the fibrous layers and bind them together. 

Flooring plasters differ from the preceding forms in that they 
are calcined at such temperatures that they are practically anhy- 
drous. They set very slowly and require very fine grinding, but 
ultimately they develop great strength and hardness. 

Hard-finish Plasters. — Like the flooring plasters, these plasters 
are practically anhydrous. The velocity of hydration of insoluble 
anhydrite is greatly increased by the presence of certain salts, 
such as alum or potassium sulfate. After a preliminary burning 
at red heat, the calcined product is dipped into a solution of the 
salt and then reburned. “ Keene’s Cement ” and “ Parian Cement ” 
are well-known examples of this type of plaster. 



CHAPTER XIII 

PORTLAND CEMENT AND CONCRETE^ 

By Thomas R. Alexander, Ph.D. 

Portland cement is a finely ground mixture of calcium aluminates 
and silicates capable of setting and hardening by chemical reaction 
with water. 

Historical. — The Romans made a cement that would harden 
under water by mixing limf^ and ground volcanic rock, crushed 
pottery, or rubble. The first great improvement in cement making 
is attributed to Smeaton, who undertook the erection of a new 
lighthouse on Eddystone Rock in 1756. He found that the best 
mortar for work under water could be made by burning limestone 
that contained considerable clayey material. In taking the stone 
from the quarry, however, Smeaton chose those layers that had 
been shown by test to burn to a lime that would slake with water. 
Had he ground the unslakable portions he would have produced a 
cementing material of much more highly developed hydraulic 
properties. 

About 50 years after Smeaton's discovery, Vicat, a French 
chemist, showed that it was not necessary to depend upon rock 
in which limestone and clay occurred coincidentally. Vicat pro- 
duced a hydraulic cement by burning finely ground chalk and clay 
that had been mixed and made into a paste. 

The first patent granted for the making of Portland cement 
was issued in 1824 to Aspdin, a Yorkshire bricklayer, who heated 
finely powdered chalk or road dust from limestone roads with the 
clayey mud of the river Medway. Because the product when set 
bore a slight resemblance to a well-known limestone from Portland, 
England, called Portland stone, he named his product Portland 
cement. Portland cement was first manufactured in the United 
States in 1875 at Coplay, Pa. 

^ For a comprehensive discussion of Portland cement and concrete, see Lea 
and Desch, *'The Chemistry of Cement and Concrete,” Edward Arnold & Co., 
London (1935). 
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Materials. — Portland cement is made by fusing together two 
materials, one calcareous or rich in lime, such as limestone, marl, 
or chalk, and the other argillaceous, or rich in silica and alumina, 
such as clay, shale, slate, or blast-furnace slag. Cement rock 
such as is found in the Lehigh district of Pennsylvania is a clayey 
limestone that contains both the calcareous and the argillaceous 
ingredients in nearly the correct proportions. 

Manufacture. — Portland cement may be manufactured by 
either the wet or the dry process. The differences between these 
methods are mainly in the treatment of the raw materials. 

In the dry process, the calcareous and argillaceous materials 
are coarsely crushed and dried in inclined rotating cylinders, after 
which they are held in storage bins until analyzed. From these 
bins, the materials are drawn and mixed in proportions indicated 
by the analyses, and the mixture is then ground in suitable mills 
to such a degree of fineness that at least 90 per cent will pass 
through a 100-mesh sieve. The grinding also produces an intimate 
mixing of the materials. The mixture is now ready for the kiln 
in which it is burned. 

In the wet process, the materials are crushed and mixed in 
the presence of water, and ground in the wet condition to a sludge 
or slurry. After grinding, the slurry, which contains 35 to 40 per 
cent of water, is stored in tanks. This practice allows corrections 
to be made in the mixture before burning, with the result that a 
more uniform product may be obtained. The slurry is fed directly, 
without drying, into the kiln where it is burned. This saves the 
cost of the equipment and fuel required for the separate drying 
operation, but the wet condition of the charge lessens the output 
of the kiln. With very long kilns (200 ft. or more), the diminution 
of output becomes less apparent; the charge is dried by the hot 
gases at the upper end of the kiln. 

The wet process is used almost universally in Europe and is 
rapidly supplanting the dry process in the United States due to 
the greater accuracy of control of the composition of the mixture. 

In both the wet and dry processes the finely ground mixture is 
heated in a rotary kiln. Kilns are sheet steel cylinders lined with 
firebrick which vary in length from 60 to 400 ft. or more and are 
usually from 6 to 12 ft. in diameter. The shorter kilns are used in 
the dry process. The kiln is inclined at an angle of about 15 deg. 
to the horizontal, and as it rotates on its axis, the charge, which 
is introduced at the upper end, travels down. Fuel (powdered 
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coal, oil, or gas) enters at the lower end, where the hot clinker is 
partly cooled by the entering air, thus minimizing heat losses. 
Measurements of kiln temperatures cannot be made accurately, 
but the maximum is certainly somewhat above 1400®C. (2550®F.). 
The hot gases that leave the kiln at the upper end come into contact 
with the entering charge and dry it, thus making separate drying 
installations unnecessary in the wet process. 

The clinker is hard and glassy and, unless the iron content is 
very low, it is dark in color. Finely ground clinker (78 per cent 
must pass through a 200-me8h sieve) sets so rapidly that a retarding 
agent must be used. The one most commonly used is gypsum, 
CaS 04 - 2 H 20 , which is added to the extent of about 3 per cent 
and ground with the clinker, thus producing an intimate mixture. 

Composition* — As previously indicated, cement manufacturers 
have a rather wide choice Of raw materials. Lime, silica, and 
alumina are the important ingredients, and any materials that 
will supply these compounds can be used in cement manufacture 
provided that they do not contain excessive amounts of other 
oxides. Iron oxide is present in most clays along with alumina 
and silica, hence it is present in cement. Magnesium carbonate 
is associated with limestone, so cements contain magnesia. The 
following table indicates the range of composition of good Portland 
cements. 


Table 78. — Composition of Portland Cements 

Per Cent 


CaO. 

SiO*. 

A1*0,. 

MgO. 

Fe20, 

SO,.. 


60-70 
20-24 
3- 8 
1- 4 
2~ 4 
3-11 


Practical experience and increased familiarity with the chemical 
compounds present in cement clinker have made it possible to 
relate the properties that can be expected of a concrete to the 
proportions of the various oxides that are present in the raw mate- 
rials used. The maximum weight per cent of lime, for example, 
should be related to the percentages by weight of silica, alumina, 
and ferric oxide in approximately the following way: 


CaO = 2.80Si02 + l.lSAlaO® + OMFetOz. 
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The ratio of silica to alumina and iron oxides, f.e., 

^ Weight % SiOa 

Weight % AUOs + weight % Fe208 

should be between 1.7 and 4, depending on the type of cement 
to be manufactured. The alumina-iron oxide ratio Al203/Fe208 
varies from 1 to 4 or even higher, again depending on the type of 
cement. These ratios are called ‘^moduli.’' 

The Burning Process and Compound Formation. — The oxides 
discussed in the preceding paragraph do not exist in the clinker 
in the uncombined state. Lime is a basic oxide, silica an acid 
anhydride; alumina is amphoteric. At the highest temperature 
of the kiln, compounds are formed which can be identified in the 
cooled clinker, and the properties of the cement depend on these 
compounds and on the glassy material that is formed at the same 
time. The steps in the burning of a charge composed of calcium 
carbonate, a little magnesium carbonate, clay, or shale, and water 
are about as follows:^ (1) evaporation of free water, (2) removal 
of combined water from the clay, (3) decomposition of magnesium 
carbonate, (4) decomposition of calcium carbonate, and (5) new 
compound formation involving lime and clay. Step (1) is complete 
at low temperatures, but the removal of combined water (2) is 
quite slow below 500®C. (930®F.). Magnesium and calcium 
carbonates dissociate when heated into a metallic oxide and carbon 
dioxide (Chap. XII). 


MeCOs ^ MeO + CO 2 

The equilibrium pressure of carbon dioxide reaches 1 atm. at 
about 400®C. (750®F.) in the case of magnesium carbonate and at 
about 900®C. (1650®F.) when calcium carbonate is heated. These 
reactions are all endothermic and take place in the upper section 
of the kiln. As the mixture moves downward into the region of 
higher temperature, the substances produced in the earlier stages of 
the burning process begin to react with each other in a highly 
complicated manner which is not thoroughly understood. Lea 
and Desch^ summarize the process of compound formation as 
follows: 

1 Lea and Desch, op, cit.j p. 102. 

> Lea and Desch, op, eit,j p. 104. 
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Below SOO^C. 
80a-950°C. 
95(K1200°C. 
1200-1300^0. 
1260“C. 
1260~1450'’C. 


Formation of CaO AlaO* and probably CaO Fe 20 « 
Formation of 6 Cs 0 *Si 02 and CaO*Si 02 
Formation of 2 Ca 0 -Si 02 

Formation of 3 Ca 0 'Al 20 a and probably 4Ca0 Al 20 s Fe 208 
Liquid formation starts. 

Formation of SCaO SiOj with disappearance of free CaO 


The chemical compounds that have been identified in Portland 
cement clinker, together with the names by which some of them 
were formerly known, and the abbreviations by which they are 
usually designated are as follows: 


Formula 

Abbreviation 

Name 

3Ca0*Si02 

C^*S 

Alite 

o2CaOSiOs 

C 2 S 

Belite 

/92Ca0Si02 

as 


4CaOAUO,Fe20, 

C 4 AF 

(belite 

3CaOAl,0, 

CbA 


5CaO-3AljO, 

CftA, 



In addition to these compounds, the clinker contains an indeter- 
minate amount of glassy material and small amounts of free lime, 
magnesia, titanium dioxide, manganic oxide, potash, and soda. 

The Setting and Hardening of Portland Cement.^ — Reactions 
between water and the compounds present in Portland cement 
lead to the setting and hardening of the material. No exact 
description of the process is possible, although much information 
has been gathered regarding the action of water on individual 
cement compounds. The effects of water are of two kinds: hydra- 
tion and hydrolysis. The hydration reaction is the one involved 
when an anhydrous salt such as copper sulfate reacts with water 
to form the familiar pentahydrate CuS()4’5H20. Hydrolysis is 
the term used to describe the reaction between water and a salt 
which gives an acid and a base. Tricalcium aluminate reacts very 
rapidly with water giving a hydrated compound. 

3Ca0Al20» + 6 H 2 O = 3Ca0Al208*6H20 

For a detailed discussion see Bogue, ‘‘Digest of Literature on the Nature 
of the Setting and Hardening Process in Portland Cement,” Portland Cement 
Assoc. Fellowship at the National Bureau of Standards, Washington, D.C. 
(1928), 
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This reaction is probably responsible for the preliminary set of 
the cement. Tricalcium silicate reacts more slowly and undergoes 
both hydration and hydrolysis. No exact equation can be written 
for the reaction, since there is considerable doubt about the identity 
of the silicate produced, but the following equation will illustrate 
the type of change involved: 

2(3Ca0Si02) + nHiO = SCaO^SiOj-mHjO + 3Ca(OH)2 

This reaction may be responsible for the hardening that takes 
place during the first few days. Lea and Desch* present the follow- 
ing schematic summary of the reactions between water and Portland 
cement. 


CaS 04 - 2 H 20 

fiCaOAUO,- 


3Ca0Si02 

2Ca0Si02 

4Ca0-Alj()3Fe20, 


-*3Ca0-Al203-ag- 




3Ca0Al20,-3CRS04ag 






>3Ca0-2Si02ag + Ca(OH) 2 '^ 


4Ca0Al203*ag 


^3Ca0Al203‘ag + Ca 0 Fe 203 *ag 


These and other reactions take place during the setting and 
hardening processes, but a knowledge of the chemical changes 
involved does not explain the physical changes that the material 
undergoes. 

Two theories have been advanced to account for the solidification 
of Portland cement. The older one assumes that solidification 
is due to the formation of a tangled mass of crystals, just as in the 
case of many other cements. Some colloid chemists, on the other 
hand, believe that water reacts with the surface of the cement grain 
to produce a gelatinous material, or gel. The gel serves as a cement- 
ing material between the grains, but it loses water slowly to the 
unhydrated layer underneath and is hardened during the process. 
This is a very common property of gels, and there is every reason 
to believe that it plays an important part in the setting and harden- 
ing of Portland cement. 

It seems certain that the hardening process involves both gel 
formation and crystallization. Lea and Desch* present the follow- 
ing diagram of the process: 

1 Lea and Desch, op. cU.y p. 160. 

• Lea and Desch, op. cU., p. 173. 



PORTLAND CEMENT AND CONCRETE 
I. Unhtdbated Cement 


493 


Expansion \ 

IIB. Crystalline hydrated products: 
calcium hydroxide, calcium 
aluminate, and aulfoaluminate. 
The calcium aluminate may 
form a gel and then crystallize. 

1 1 I ' 

IV. Crystalline Products 

Initial Set and Hardening. — The following summary of the 
hydration of Portland cement compounds is given by Klein and 
Phillips.^ A short time after the cement is mixed with water, or 
‘^gauged,” hydrated tricalcium aluminate is produced in amorphous 
form and later crystalliases^ At the same time sulfoaluminate 
crystals, 3Ca0-Al208*CaS04*i£rH20, are formed; these arc produced 
by the reaction of the aluminate with the gj'^psum added to retard 
the setting. At this time the low-burned and finely ground lime 
also is hydrated. 

The next compound to react is the tricalcium silicate. Its 
hydration may begin within 24 hr. and is generally completed 
within 7 days. Between 7 and 28 days the amorphous aluminate 
begins to crystallize and the beta orthosilicate (dicalcium silicate) 
begins to hydrate. Although the latter is the chief constituent 
of American Portland cements, it is the least reactive compound. 
The early strength (24 hr.) of cements is probably due to the hydra- 
tion of free lime and the aluminates. The increase of strength 
between 24 hr. and 7 days depends upon the hydration of the 
tricalcium silicate, although the further hydration of aluminates 
may contribute somewhat. The increase between 7 and 28 days 
is due to the hydration of the beta-calcium orthosilicate (dicalcium 
silicate), but here are encountered opposing forces in the hydration 
of any high-burned free lime present and in the crystallization of 
the aluminate. It is to this hydration that the falling off in strength 
between 7 and 28 days of very high-burned, high-limed cements 
is due, whereas the decrease shown by the high-alumina cements 
is due to the crystallization of the aluminate. 

Retardation of Set by Gypsum. — The exact manner in which 
gypsum retards the initial set of cement is not known. For reasons 

1 ‘‘Hydration of Portland Cement,” Nai, Bur. Standards Technical Pa^er 43, 
p. 68. 
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HA. Metastable gel 
Shrinkage I 
III. Stabl^gel 
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that are pointed out by Klein and Phillips,^ the usual explanation 
that the retardation is due to the formation of the sulfoaluminate 
crystals that have a selective action on water is insufficient. From 
their observations it appears that the retarding effect of the gypsum 
is due to its action as an electrolyte on a colloid solution, t.s., in 
this case, it prevents the hydrated aluminate from precipitating 
from its solution to form a gel. They found that with 2 per cent 
of plaster of Paris, the hydrated substance could coagulate and 
separate as a solid least readily-; with other concentrations of plaster, 
the separation of the solid occurs in a shorter time, and the set 
takes place more readily. 

Regauging Cement, — Remixing of a set cement destroys the 
continuous film of gelatinous material produced by the hydration 
of CsA. This exposes the unhydrated core to the action of water, 
and the setting process is repeated. There is little advantage to 
be gained from regauging a slow setting cement, but a quick setting 
cement (i.e., one that is high in C3A) is improved by remixing or by 
continuous mixing. The effect is the same as that produced by 
the additions of gypsum. 

Effect of Fineness on Setting and Hardening. — Generally the 
American specifications for Portland cements require that the 
degree of fineness be such that 78 per cent will pass a 200-mesh 
sieve. It is very important that the cement be fine. In a cement 
of normal fineness, only about half the particles are hydrated when 
the cement has hardened. The reaction with water is always very 
incomplete because of the impervious coating formed about the 
grains; the larger the grains, of course, the greater will be the 
amount of the material unhydrated in the center. If a cement 
which has onc^ hardened is reground to the specified fineness and 
then regauged with water, it will develop a very considerable 
degree of strength due to the hydration of the previously unchanged 
material. The unhydrated centers of the grains have no function 
that could not be fulfilled more cheaply by sand. Thus it is evident 
that the finer cements allow the use of more sand in the mixture. 

Other Factors. — A thin mixture of cement and water sets more 
slowly than one that contains less water because the particles are 
separated by the excess water. The speed of a chemical change 
increases with increase in temperature, and the setting and harden* 
ing processes in Portland cement are no exceptions to the rule. 

^ Kleik and Philups, op. eif., pp. 29 and 61. 
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Freezing. — ^Aside from the disruption of the amorphous binder 
by ice crystal formation in a wet cement, the hydration process is 
stopped, and the total amount of water available after thawing 
will be lessened by evaporation from the ice crystals. 

High Early-strength Cement.— Rapid-hardening or high early- 
strength Portland cement is a cement with a lime content of nearly 
the theroretical maximum. Fine grinding of the raw materials, 
grinding and reburning the clinker after adding more lime, and 
fine grinding of the finished product give a cement that hydrates 
with greater rapidity. The reactions involved are those of ordinary 
Portland cement. Portland cements prepared in this way acquire a 
final set in from 2 to 6 hr,; at the end of 24 hr. the compression 
strength is approximately 2)4 times as great as that of ordinary 
cement. 

High-alumina Cementj — This type of cement is designed to 
resist the disruptive influeiKJes of dissolved salts, especially sulfates, 
which crystallize from solution in the pores of ordinary Portland 
cement and cause it to disintegrate. Maximum strength is devel- 
oped in about 24 hr. The raw materials used in its manufacture 
are limestone and bauxite (essentially Al20s*2H20). They are 
completely fused and the resulting slag is drawn off, cooled, crushed, 
and ground. 

The high-alumina cements contain lime and alumina in approxi- 
mately equal amounts, iron oxide about 15 per cent, and silica not 
over 6 per cent. The compounds present in the clinker include 
Ca0-Al20a(CA), and 3Ca0-5Al20s(CsA5), both of which harden 
rapidly, some 2 Ca 0 -Al 20 s'Si 02 (C 2 AS), and a glassy material 
SCaO-SAUOs has also been identified in the clinker. 

The high-alumina cements set much more slowly than the 
unretarded Portland cements (note the absence of CsA). The 
hardening process seems to proceed in much the same manner as 
in Portland cement, but much more rapidly. Water attacks the 
calcium aluminates producing gelatinous and crystalline materials. 
The crystalline material probably contains a large proportion of a 
hydrated C 2 A. Gelatinous material begins to form at once and 
increases rapidly in amount, acting as a cement between the grains. 
Crystal formation is somewhat slower. Maximum strength is 
developed in about 24 hr. 

Comparison of Cements —The following companson of normal 
Portland cement, high early-strength cement, and high-alumina 
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cement is chosen from comparisons of several cements of each type 
described by Lea and Desch.’^ 


Table 79, — Setting Times and Tensile Strengths op Cements 


Cement 

Setting time 

Tensile strength,* 

days 

Initial | 

Final 

Hr. 

Min. 

Hr. 

Min. 

1 

3 

7 

28 

Normal Portland 

1 

45 

2 

35 

291 

417 

542 

568 

High early-strength 

1 

00 

1 

20 

480 

550 

543 

619 

High alumina 

4 

30 

5 

20 

532 

574 

493 

514 


♦ Pai. 1 ; 3 mortar. 


Testing. — Cements are tested chiefly by mechanical means, 
the tests usually applied being the test for soundness (constancy 
of volume), the compression test, fineness, time of setting, and 
specific gravity. The first two of these are the most important. 

The test for soundness is applied to determine whether or not 
the cement will cause mortars or concretes made of it to disintegrate 
in any way. The lack of soundness may be due to free or slakable 
lime, or to coarse grinding. Free lime, in slaking, expands and 
may cause crumbling. If the quantity present is not too great, 
it may be rendered inert by air slaking, which may be accomplished 
by storing the cement for 2 or 3 wk. Thoroughly slaked lime, 
such as is sometimes added to Portland cement mixtures for water- 
proofing or for the purpose of increasing its plasticity or smoothness 
under the trowel, does not have this undesirable effect on soundness. 
Coarseness of grinding tends to lessen soundness because the 
hydration of the larger particles is deferred; when it does occur, a 
disintegrating action may result. 

The degree of fineness is determined by sieving. As has been 
said before, fineness is essential, because only the finer particles 
are actively hydraulic; the coarser ones merely fulfill the function 
of sand. The finer the cement, therefore, the greater is the propor- 
tion of sand that can be mixed with it. 

The determination of the setting rate is important, since in 
some cements, the initial set may occur before sufficient time has 
elapsed to allow the mortar or concrete to be placed. On the 


^ Lea and Desch, op, cii.y p. 308. 
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other hand; after it has been placed, hardening must not be too 
long deferred, since the logger the time required for the develop- 
ment of hardness and strength, the greater is the chance that it 
may be injured by accidents. 

Storing —In order that cement may be kept in a condition fit 
for use, it must be properly stored. It should be kept in an atmos- 
phere as dry as possible and on a raised floor. Moreover, it should 
be kept covered with canvas or roofing paper. It absorbs moisture 
from the air quite readily j hence, it should be shielded from mois- 
ture-laden currents of air as much as possible. When it has become 
wet it sets and cannot be used. Lumps are sometimes formed by 
pressure during storing; such lumps should not be mistaken for 
lumps caused by dampness. Lumps caused by pressure are readily 
pulverized. 


Concrete 

Concrete is composed of coarse material, usually stone, fine 
material such as sand, in amount sufficient to fill the voids between 
the lumps of coarse material, and cement and water sufficient to 
bond the mass. The sand and set cement constitute a mortar 
which binds the coarser materials together. In order to eliminate 
voids as completely as possible, the stones and sand must be made 
up of lumps and grains of varying sizes, so that there will be enough 
small particles to fill the spaces between the larger ones. The 
proportions of the different ingredients used vary with the use 
to which the concrete is to be put. Proportions of cement, sand, 
and gravel or crushed stone range from 1:2:4 to l:3f^':7 or more. 

The properties of the binding mortar are of major importance in 
concrete, since the rock or coarse material is quite resistant to 
change. If too much water is used, bonding will be imperfect. 
The semifluid mortar will flow away from the coarse particles, 
leaving voids which will increase as the exc(\ss water is removed 
by evaporation. Sand, if too fine, will require an unduly large 
amount of cement to cover the larger surface. It should be rela- 
tively free from organic matter and clayey material. 

The stone and gravel used in concrete are usually traprock, 
granite, and some varieties of sandstone and limestone. Shale, 
slate, and soft sandstones and limestones do not have sufficient 
strength to be serviceable. Blast-furnace slag, if used, should 
be free from iron pellets, since they will corrode if exposed and 
spoil the appearance of the structure. Since the iron oxide pro- 
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carefully heated, or it may be applied as a solution in petroleum 
naphtha. Solutions of water glass or sodium silicate are also 
employed. The silicate is decomposed by the action of carbonic 
acid, and gelatinous silica is set free in the pores. There is an 
objectionable feature accompanying this process, in that it is diffi- 
cult to cause the silicate to penetrate sufficiently. The aluminum, 
magnesium, and zinc silicofluorides or fluosilicates, known some- 
times as ftuates, are also used. 

Opaque Coatings , — Paints are included under this head, but 
ordinarily paints cannot be safely applied to cement surfaces, 
since the calcium hydroxide that is set free during the setting of the 
cement reacts with the oil and destroys the durability of the film. 
To prevent this destructive action on the oil, the cement surface 
is first treated with a solution of zinc sulfate which reacts with the 
calcium hydroxide to produce calcium sulfate and zinc hydroxide. 
Both of these compounds are quite stable and do not react with the 
oil. Sometimes a casein paint is used as a first coat before the 
application of the oil paint, or the casein paint may be applied 
alone followed by a treatment with formaldehyde to render it 
waterproof and resistant to molds. 

If there is no objection to color, tar makes a very serviceable 
coating. The tar is heated to expel moisture, treated with lime to 
neutralize its acidity, and then applied hot, or it may be applied 
as a paint after thinning it with petroleum naphtha or benzol. 
Some special bitumens are not used as surface coatings; they are 
incorporated into the wall. The bitumen is applied before the 
finishing coat; then a coating of plaster, with which the bitumen 
forms a very good bond, is applied directly to the bituminous 
surface. 

Waterproofing. — The methods of waterproofing are divided into 
two classes: the ^‘integrar' or rigid method, in which a water- 
proofing material is incorporated with the concrete mass; and the 
membrane’^ or bituminous-shield method, in which the concrete 
is insulated from contact with water by the use of a continuous, 
waterproof, bituminous layer. 

The Integral Method , — The materials employed here include 
hydrated lime and calcium soaps. Hydrated lime may be used for 
waterproofing with fair success. It has been found that amounts 
not exceeding 15 per cent may be employed without decreasing the 
strength of the cement. Moreover, the plasticity and easy-working 
qualities of the cement are increased. If soap is employed, it may 
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be previously prepared and added in the dry state, in which case 
it is very difficult to mix uniformly, or it may be formed in the con- 
crete by using a water solution of sodium soap in place of water 
alone in mixing. 

According to Page,^ concrete may be made thoroughly water- 
proof by mixing with it a quantity of heavy mineral oil, equal to 
from 5 to 10 per cent of the weight of the cement used. This state- 
ment has been disputed. 



CHAPTER XIV 
CLAY AND CLAY PRODUCTS 

By Thomas R. Alexanper, Ph.D, 

Industrially the term “clay” is applied to a mixture of sub- 
stances, which has resulted from the weathering of igneous rocks, 
shales, and clayey limestones. The disintegration of clay-forming 
rock is due to a number of causes. The composition of clay is quite 
variable, depending on the nature of the rock and on the previous 
history of the deposit. Clays which have been deposited from water 
suspension differ from those which remain in the place where they 
originated. The former usually contain a larger proportion of sand 
and silt. The formation of clay is largely due to the reaction of 
water and carbon dioxide on the feldspars, which are found in 
greater or less amount in most rocks. The term feldspar is applied 
to a group of minerals which are salts of more or less complex silicic 
acids, and include the minerals orthochse, KsO-AljOj-BSiO*, albite, 
Na*0-Alj0»-6Si0j, and many others such as soda potash and soda- 
lime feldspars. The reaction between the feldspars, water, and 
carbon dioxide produces a white mineral called kaolin of approxi- 
mately the composition represented by the formula AljOs ^SiO*- 
2 H 2 O. The reaction may be represented by the equation 

K,0 Al,0,-6Si02 + CO, + nHjO = KjCO, -|- Al20,-2Si0,-2H*0 

H- mH20. 

The letters n and m in the foregoing equation denote indeterminate 
numbers of water molecules. The useful properties of clay are due 
to the fact that kaolin acts as a binder, cementing the particles of 
sand together. 

Plasticity of Clay. — This property makes it possible to mold clay 
without detaching the particles from one another.^ As water is 
added to clay, the plasticity increases until a point is reached at 
which the particles adhere to other surfaces more firmly than they 

* For a more complete ducussion of plasticity of clay, with literature rafer- 
ences, see Mellor, “A Comprehensive Treatise on Inorganic and Theoretical 
Chemistry,” Vol. VI, p. 485, Longmans, Qreen and Company, New York (1025). 
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do to each other and the clay becomes sticky. The amount of water 
required to produce maximum plasticity varies with different clays 
from as little as 10 per cent to as much as 50 per cent. Addition 
of more water produces a “slip’’ or a suspension of clay which can 
be poured like a liquid. The plasticity of a clay is greatly influenced 
by the addition of other substances, such as alkalies, salts, and 
organic acids. Alkalies, organic acids, and some salts increase the 
plasticity of clay and other salts have just the opposite effect. 
The plasticity of clay is increased by storage of the damp material. 

Drying of Moist Clay. — ^A molded clay mass must retain its 
shape on drying in spite of contraction. In the drying process, 
which must always be slow and uniform, the solid particles become 
more firmly attached and the ohgect attains considerable strength. 
This seems to be due to the cemeftliing together of the finely divided 
materials by moist kaolin. A clay with too great a proportion of 
kaolin has low tensile strength and must be mixed with sand, 
previously burned clay, or some similar material to make it service- 
able. Air-dried clay will again become plastic when wetted. 
Shrinkage during drying produces a more compact object and is 
desirable if the shrinkage is not great enough to produce cracks. 
Highly plastic clays often show excessive shrinkage on drying and 
firing. This can be controlled by mixing the clay with sand or 
previously burned clay. 

Burning. — The drying process already referred to removes most 
of the uncombined water and subsequent “burning” or heating to 
much higher temperatures, eliminates the chemically combined 
water, and causes the oxides present to react with each other to form 
easily fusible glasses, which bond the material and increase its 
strength. The glassy material is produced by the reaction of 
“fluxing” ingredients of the clay with silica. The fluxing sub- 
stances are iron oxide, lime, magnesia, sodium and potassium salts; 
the glass is a low-melting mixture of silicates of these metals. There 
is some additional shrinkage during burning with consequent 
increase in density. 

Color of Clay Products. — All clays that contain iron compounds, 
regardless of color, will bum red if heated in an oxidizing flame. 
This coloring material is ferric oxide, which is produced by the 
decomposition of ferric silicate, the decomposition of ferrous silicate 
with oxidation of the iron to the ferric state, or by the oxidation of 
iron pyrite. If burned in a reducing atmosphere, ferrous silicate 
will te produced, and the clay will have a purple cast. Clays free 
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from iron compounds will probably burn white, since other color- 
producing oxides are not likely to be present. Buff and cream 
bricks are made by burning clays containing very little iron oxide. 
Since the coloring effect of the iron oxide may be overcome by large 
amounts of lime, cream or buff bricks can be made from clay that 
is either low in iron oxide or high in lime. 

Brickmaking Methods.^ — The suitably prepared clay may be 
molded into shape by any one of three methods. These methods 
are designated as the soft-mud, stiff-mud, and dry-press processes. 

In the 8oft-mvd process the clay is mixed with water to the con- 
sistency of a soft paste and pressed into wooden molds. In order 
that the brick may be delivered from the mold the more easily, the 
mold is usually sanded each time before being filled. It is not diffi- 
cult to recognize soft-mud bricks since they will show five sanded 
surfaces with the sixth comparatively rough; it is made so by scrap- 
ing off the excess clay from the top of the mold. Unless repressed, 
soft-mud bricks lack sharp comers and straight edges. The 
interior is likely to show more pebbly particles also, than bricks 
made by other processes. 

In the stiff -mvd process the clay is mixed with just sufficient water 
to make it plastic, but still quite stiff; then it is forced through a 
rectangular die in the form of a bar, upon a cutting table. This bar 
is cut into brick lengths by means of wires. Since the wire makes a 
somewhat tearing cut, the cut surfaces are always recognizable on 
a stiff-mud brick. Another characteristic of these bricks that makes 
recogmtion quite certain depends upon the manner of mixing the 
clay. The mixing is done by means of a rotary shaft supplied with 
blades; the clay is forced through the die by means of a tapering 
screw. The twisting action resulting from this treatment produces 
usually a laminated stmcture within the brick. A stiff-mud brick 
will have four smooth surfaces and two roughly cut surfaces. Upon 
the cut surfaces the laminations are sometimes visible. 

In the dry-press process the clay is allowed to dry in the air until 
its moisture content is reduced to at least 12 or 15 per cent. The 
clay is then granulated and screened. After this, it is conveyed to 
the pressing machine where it is pressed in steel molds. The proc- 
ess produces bricks with sharp edges and smooth surfaces. Such 
bricks are usually employed for front or face bricks. If the dry- 
press bricks are not well vitrified in burning they are likely to show a 

^ Ribs, ‘‘Clays; Their Occurrence, Properties and Uses,*' 3d ed., John Wiley 
& Sons, Inc., New York (1927). 
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granular structure, since the grains of clay cannot coalesce nearly so 
well as they do when the clay is mixed in a plastic state. 

Repressing and Burning. — The soft-mud and stiff-mud bricks 
are sometimes repressed shortly after molding. The repressing 
straightens the edges and removes the surface roughness. Usually, 
also, during the repressing some design is stamped upon the surface 
of the bricks. Repressing makes the bricks denser and stronger 
and more resistant to weathering. Most of the common bricks 
are fired at temperatures ranging from 1050 to 1280°C. (1920 to 
2340°F.). The higher temperatures produce vitrified brick which 
is harder, stronger, and less absorbent. 

Rejected Brick. — Because of overfiring or perhaps for some other 
reason, many bricks come from, the kiln discolored, roughened, or 
twisted. Such bricks must be caAt aside and are known as culls. 
The brickmaker is rarely able to obtain more than 85 per cent of 
good bricks from the kiln. 

Comparison of Bricks Made by Different Processes. — Soft- 
mud-bricks are generally more homogeneous in structure than the 
bricks made by other processes, and they are less likely to be affected 
by frost action if properly burned. Unless repressed, however, 
they lack smooth surfaces and sharp edges. Stiff-mud bricks also 
usually possess a good structure, but laminations may be pro- 
nounced and separations may occur between them. The dry- 
pressed bricks present the most finely finished surfaces. On the 
other hand, because of their granular structure, if they are not well 
burned, they are likely to be softer, with less cohesion between the 
particles than bricks made by other processes. 

Efflorescence on Bricks. — Efflorescence is a coating — usually 
white — that appears on stored bricks or on bricks laid in a wall. It 
usually consists of the soluble sulfates of magnesium, sodium, and 
potassium. Sometimes it is due to calcium sulfate, less frequently 
to sulfates of iron and aluminum. These salts may have been 
present in the clay or water used to make the bricks, or they may 
have been produced by the oxidation of minerals during burning. 
Sometimes they are produced by the reactions of weathering, as 
by the action of atmospheric sulfur dioxide upon certain silicates 
existing in the brick. Sulfuric acid may also be produced by the 
atmospheric oxidation of iron pyiite if it has been left in the brick. 
In rare cases, efflorescence may be due to mortar. 

The incrustation is produced by the leaching out of these salts 
from the bricks by water; the salts are then deposited upon the sur- 
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face of the bricks as the water ev^iporates. Aside from being 
unsightly, efflorescence exerts a disintegrating effect upon the 
bricks. The salts that produce it are somewhat hygroscopic and, 
even when not actually wetted by rains, they dissolve by taking up 
moisture from the atmosphere and the bricks absorb their solutions. 
Then, when diy weather arrives, they bring about disintegration 
of the bricks by the expansive force of their crystallization. During 
damp or wet weather the efflorescence often disappears; it returns, 
however, with the coming of dry weather. 

The remedy for efflorescence lies chiefly with the maker of the 
bricks. Water that is free from salts should be used for mixing 
with the clay. Hard burning, which volatilizes the alkalies and 
increases the density of the bricks so that less water can find entrance 
for leaching, is of value. Treatment with barium salts is effective, 
since the soluble sulfates are converted into insoluble barium sulfate. 

It is not an uncommon practice to remove efflorescence by the 
use of washes containing nitric or hydrochloric acids, but this is 
very objectionable. Although the incrustation is for a time 
removed, the real evil is only aggravated. By the action of the acid, 
the salts present are converted into more soluble forms, which means 
an increase in the quantity dissolved and a consequent increase in 
the amount of incrustation left by the evaporated water. The only 
really successful way is to cut off the source of water supply to the 
wall. If the wall can be thoroughly dried, good results may be 
secured by removing the efflorescence with a scratch brush or similar 
device, and then applying a waterproof coating such as those 
described for waterproofing cement and concrete (Chap. XIII). 

Terra-cotta Ware 

Terra cotta means baked earth. This name is applied to a 
variety of forms of burned clay used for structural purposes. The 
forms are molded usually from low-grade fire clays and are hard- 
burned but not vitrified. In this discussion, the terra-cotta prod- 
ucts will be considered under three heads: (1) decorative terra cotta, 
(2) building blocks, and (3) fireproofing. 

Decorative terra cotta is either molded in plaster casts or is 
modeled by skilled artisans. After drying, a coating consisting of 
clay, quartz, feldspar, and other ingredients, ground in water to the 
consistency of a thin cream, is sprayed upon the surface. This 
mixture is known as the ^'slip layer.'^ In addition to this layer 
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the ware may subsequently be glazed. The slip layer may be 
colored and the ware decorated to show various designs. 

Building blocks are made usually from clays and shales, or a 
mixture of these with low-grade fire clays. They are generally 
hard-burned but not vitrified. No surface coating is applied, vsince 
they are used strictly for structural purposes and are then covered 
by other material, such as mortar or plaster. They are made in a 
variety of forms, e.g,^ those known as hollow blocks, furring blocks, 
hollow bricks, book tiles, etc. They are widely used because of 
their light weight, and their poor conductivity of sound and heat. 

Fireproofing is a general name applied to the hollow ware used 
for flat arches in floors, for partitions, and for furring in fireproof 
buildings. It serves to protect the metallic members from the 
intense heat in case of fire, and so prevents warping and other 
injury. It serves also as a heat insulator at all times. 

Terra-cotta lumber is a name given to that sort of fireproofing 
that has been made soft and porous by the addition of straw, saw- 
dust, etc., to the clay mixture. The straw and sawdust burn out in 
the kiln leaving the product in such condition that nails or screws 
may be readily driven into it. 

Other Clay Products 

Roofing Tile. — The procedure in making roofing tile is very 
similar to that followed in the manufacture of pressed bricks. The 
pressed forms are carefully dried and burned. It is said that a 
softer-burned tile is a poorer conductor of heat and hence provides 
a cooler roof, but there is much difference of opinion as to whether 
a porous or vitrified tile is best. Vitrified tiles have a greater frost 
resistance and are probably more enduring on this account. 

Wall tiles are pressed tiles and may be made from either dry or 
plastic clay. Those made from dry clay are known as dust-body '' 
or dry-press tiles. The clay used in this process is not dust dry, 
however, because after it has been dried and pulverized it is steamed 
to render it slightly moist. Most of the wall tiles are ‘^dry pressed.^' 
After pressing, the tiles are set in fire-clay boxes to protect them 
from direct contact with the flame and then are burned. When 
burned, the face of the tiles is dipped in a glazing preparation, con- 
sisting usually of the silicates of lead, potassium, calcium, and 
aluminum, ground with water to the consistency of a cream. In 
this way a transparent glaze is formed. If a colored glaze is desired, 
the coloring matter is introduced in the form of metallic oxides. By 
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suitable employment of such oxides, almost any color or shade 
desired may be obtained. After dipping and drying, the tiles are 
again fired until the glaze is fused, producing in this way a lustrous 
surface. Matte or dull glazes also are much used, and these glazes, 
too, may be colored. The dulled appearance is produced by 
applying a thick coating of the surface material. 

Floor tiles are made by the dry-press process; since they are 
rarely glazed, only one firing is necessary. Floor tiles may be 
divided into two kinds — plain and encaustic tiles. 

The plain tiles are made of one clay throughout; they are burned 
sufficiently hard to be vitrified or semivitrified. Vitrification results 
from surface fusion of the component grains. Examples of the plain 
tiles are the mosaics. 

The encaustic tiles have a facing of one kind of clay and a backing 
of another. The surface may have a design of several colors. It is 
first put down in the molding box by the aid of a brass cell frame. 
The various-colored clays are sifted into this frame, and then the 
frame is lifted out. When this is done, the mold is filled with a clay 
backing. Encaustic tiles cannot be burned to vitrification, since 
the colors are largely dependent upon iron compounds in the clay 
and such clays burn to buff or red when vitrified. 

Sewer pipes are formed from plastic clay in a special form of 
press. Odd-shaped sections, such as traps and sockets, are usually 
made by hand in plaster molds. After careful drying the ware is 
fired. When the kiln has reached a temperature of about 1200®C., 
common salt, NaCl, is thrown into the fires. The salt volatilizes 
and, as it comes into contact with the earthenware, reacts with the 
clay and produces a readily fusible sodium-aluminum silicate which 
covers the surface of the articles as a glaze. This glaze is known 
as the *'salt glaze it is the usual form applied to sewer pipe in the 
United States. The clay of which the pipe is made must be chosen 
with this object in view, since all clays will not take a salt glaze. A 
glaze is sometimes secured by coating the article with an easily 
fusible *^slip clay ” consisting of a mixture of litharge, PbO, and clay, 
or finely ground feldspar, and subjecting the coated article to a 
white heat. 

Drainage tiles are made of red-burning clay by the stiff-mud 
process; the product issues upon the cutting table as a hollow 
cylinder, which is divided into lengths by wires. After drying, the 
tiles are fired, but are not vitrified or glazed since in this care porosity 
is desired. 
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Sanitary Ware 

Sanitary ware may be divided into two main classes: (1) that 
produced by the application of a glaze to a clay-product body, and 
(2) that produced by enameling articles made of cast iron and steel. 
In both cases it is essential that the coating applied have the same 
coefficient of expansion as the material composing the body. This, 
of course, is presumably taken care of by the manufacturer, but 
vsometimes within only certain ranges of temperature. Hence, 
cracking of the enamel may jpesult from contact with boiling 
water, when atmospheric changes of temperature would have no 
effect. None of the ordinary ^aaes or enamels on sanitary ware 
are able to withstand the action of the strong acids, such as nitric, 
hydrochloric, and sulfuric, since they were not made with this object 
in. view. The composition of the Enamel is too high in basic oxides, 
especially of the heavy metals, and too low in silica. By suitably 
adjusting conditions, however, glazes and enamels can be made that 
are proof against at least the weaker acids, such as those found in 
foods. 

Vitreous Ware. — That (dass of ware produced by the application 
of a glaze to a clay-product body is known as vitreous ware. The 
body of the ware is made of a mixture of pure, white-burning clay, 
ground flint, and feldspar. Since this mixture has a yellowish tint, 
a small amount of cobaltic oxide is added. During the firing of the 
ware, the cobaltic oxide reacts with silica in the mixture, producing 
blue cobaltic silicate, which changes the yellowish white of the mix- 
ture to a bluish white. The finely ground mixture is worked up 
into a creamlike fluid, called ^‘slip,^' is strained to remove coarse 
particles, is filtered to remove water, and the resulting putty is 
stored in cellars to age.^^ Aging increases the plasticity of the clay. 
When removed from storage, the clay is compressed in a pugging mill 
to remove air bubbles. From the clay thus prepared, the articles 
are made by various methods, as by the use of a potter^s wheel, by 
pressing in a mold, or by casting. In many instances, the article is 
made in sections ; the various pieces are then stuck together by means 
of a little slip and soft clay and the joints are smoothed to as perfect 
a seam as possible. In a siphon-jet toilet, for example, there may 
be as many as 16 pieces. 

A process that is used for making small articles is known as the 
dust process. For this process, the clay is dried atid ground to a 
fine dust, and then is pressed into shape in steel dies. The buttons 
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used as index plates on faucets are made in this way. The words 
“hot” and “cold” are stamped on the button after the first firing. 

Before the ware made by any process can be fired, it must be 
thoroughly dried, an operation that in some instances requires 
several weeks. When dried, it is placed in rough clay boxes or 
cases, called “saggers,” which are sealed with clay wadding. This 
is done to prevent the flame in the kiln from coming into direct 
contact with the ware; if this should happen, the ware would be 
discolored. When fired, the ware is called “biscuit.” 

Printing . — If it is desired to have the ware show any printmg, it is 
placed upon it while in the biscuit condition. A clay paste contain- 
ing an ingredient that will bum to the desired color is prepared and 
spread upon an engraved copper plate. The excess clay is then 
removed, leaving only that which lies in the lines of the engraving. 
Tissue paper is now spread upon the copper plate with even pressure; 
when the plate is withdrawn the clay adheres to the paper. The 
paper carr3ring the color-clay design is laid upon the ware and rubbed 
with a hard bmsh, which causes the design to be transferred to the 
ware. Afterward the paper is washed off. 

Glazing . — The mixture for the glaze contains a variety of sub- 
stances, such as feldspar, flint, kaolin, boric acid, and certain metallic 
oxides, such as those of zinc, tin, and lead ; it is so proportioned that 
its fusing point is lower than that of the body of the ware or biscuit. 
The mixture is fused to a glass, ground in water to a creamlike 
consistency, and then the biscuit is dipped into it. After drying, the 
ware is fired in a kiln that is not so hot as that in which the biscuit 
was first fired, but it brings the glaze to its fusing point, so that it 
fills the pores of the ware with the result that the glaze and body 
become practically a single mass. Sanitary ware, tanks, lavatories, 
drinking fountains, etc., are made in this manner. 



CHAPTER XV 
ABRASIVES 

By Thomas R.* Amjxandbr, Ph.D. 

An abrasive is any substance tfaat can be used to grind away the 
surface of another substance. Tile operations of cutting, grinding, 
and polishing have to be performed on materials of such widely 
differing hardness and toughness that the abrasive used for one pur- 
pose may be quite inadequate for another. Abrasives are either 
natural or artificial substances but, Since their effectiveness depends 
on physical properties and not on origin, this classification is con- 
venient rather than significant. 

The effective use of abrasives in industry is partly an engineering 
problem and, since this discussion is limited to the chemical aspects 
of the subject, no attempt will be made to include engineering detail. 
The natural abrasives will be considered under the three headings 
indicated in Table 80.* 


Haro Abrasives 

Diamond. — Diamond has a hardness of 10 on the Mohs scale.* 
In addition to diamond dust from gem stones, two varieties of 
diamond, carbonado and bort, which are unfit for gem use, are used 
in grinding, polishing, and cutting operations where great hardness 
is required. They are used as tips for bits in rock drills, on tools 
for truing abrasive wheels, as teeth in rock-cutting saws, and on 
tools for turning hard rubber, fiber, brass, bronze, etc., and for glass- 

* Earoly-Wilmot, “Abrasive Products of Canada, Technology and 
Application,” Part I, Canada Department of Mines, Ottawa (1927). 

• The Mohs scale of hardness is an arbitrary scale in which certain minerals 
are used as standards. In the order of increasing hardness they are (1) talc; 
(2) gypsum; (3) calcite; (4) fluorspar; (5) apatite; (6) feldspar; (7) quartz; (8) 
topaz; (9) corundum; (10) diamond. Substances are classified on this scale 
by their ability to scratch or be scratched by the various minerals listed. The 
intervals on the scale are quite uneven. For a more complete discussion of the 
subject see Mellor, “A Comprehensive Treatise on Inorganic and Theoretical 
Chemistry,” Vol. II, p. 453, Longmans, Green and Company, New York (1923), 
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cutting tools. The value of industrial diamonds imported by the 
United States in 1939 was $9,764,579.^ 

Corundum. — Corundum is essentially aluminum oxide. Most 
samples contain 95.5 to 98.0 per cent of AI2O3 along with small 
amounts of silica, ferric oxide, calcium oxide, magnesium oxide, 
titanium dioxide, and water. The three principal varieties of 
corundum are (1) the transparent gem wStone {ruby, sapphire, topaz); 

(2) the common or opaque (a) block corundum, (6) crystal corundum, 
associated with many rocks and loose in soil, (c) sand corundum; and 

(3) emery. 

The abrasive corundum is the opaque variety. Its chief uses, 
which are not extensive in the United States, are in the grain form 
for glass grinding and in the manufacture of grinding wheels. 

Emery. — Emery is a mixture of corundum and magnetite. It is 
an opaque, massive mineral, dark gray to black in color; its com- 
position is usually with the following limits: 

Tablk 81. — Composition on Kmbry 


Per Cent 

AI 2 O 3 50-70 

SiOa 1-7 

Fe«()4 2(V-40 

CaO . 0.51.0 

MgO ... 0. 0-5.0 

H 2 O . . . 1. 0-5.0 


The hardness of emery depends on the proportion of corundum which 
it contains. The coarseness of grain is also largely determined by 
the size of the corundum cr3\stals. There arc three grades of 
emery: Grecian, Turkish, and American. 

Grecian emery has the highest aluminum oxide content. The 
grains are hard and sharp, and since it is not damaged by heat, 
it is used in grinding w heels where temperatures may be somewhat 
high. Turkish emery contains about 25 per cent of iron oxide. It 
is slightly softer and more brittle than the Grecian emery. Its 
grains break under pre.ssure, producing fresh, sharp edges. It is 
used in glass grinding and Ix^veling, and for polishing. It does not 
withstand heat well, hence it is not often used in grinding wheels. 
American emery may contain as much as 45 per cent of iron oxide 
and is much the softest of the three varieties. It is used chiefly 
for wood or soft metal work. Seven hundred and sixty-five short 

^ Metcalf, ‘‘Minerals Yearbook,'' 1940, p. 1283, U.S. Department of the 
Interior, Washington, D. i\ 
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tons of emery were sold or used by producers in the United States 
in 1939. 

Garnet. — The common abrasive garnet is almanditef Fe^Aljr 
(Si 04 ) 8 , and grossularite, Ca 8 Al 2 (Si 04 ) 8 . Garnet is used in the 
intermediate fining” step between sanding and rough polishing 
of plate glass. Small amounts are bonded into wheels with silicate 
or shellac binder. Vitrified binder cannot be used because of the 
low melting point of the garnet. Abrasive garnet sold or used by 
producers in the United States amounted to 4,066 short tons in 
1939. There were no imports. 

Siliceous Abrasives 

Before discussing the various siliceous abrasives listed under 
this heading in Table 80 and their uses, it may be well to emphasize 
the fact that nearly all of them are more or less pure silica. This 
substance is found in nature in many forms and many different 
states of aggregation, ranging from crystalline deposits of quartz 
and massive deposits of noncrystalline varieties to very finely 
divided material which consists of the siliceous skeletons of aquatic 
plants. Sand, as used in this discussion, will refer to siliceous 
sands. The word itself refers to the state of division of any mate- 
rial and not to its composition. 

Quartz, Flint, Chert, and Quartzite. — These are all forms of 
more or less pure silica. Quartz is a crystalline substance which 
is quite brittle and has a hardness of about 7. Flint and cherts 
which are not sharply differentiated, are not crystalline. Flint 
is nearly as hard as quartz. Quartzite is a metamorphosed sand- 
stone which is nearly pure silica. It is harder and more dense than 
sandstone and the grains are not easily distinguishable. Burrstone 
is a cellular, hard, tough variety of quartzite. It was formed by 
the dissolving away of calcareous cementing material which was 
probably of fossil origin. Stones made from this material were 
formerly used for grinding grain, but are now used mostly for 
grinding paint pigments. Their use is declining due to replacement 
by artificial grinding agents. 

Pebbles. — ^Like the word sand, this word describes the size of 
the material rather than its chemical composition. The grinding 
operation referred to in the chart employs a horizontal rotating 
cylinder which may be lined with solid blocks of quartz, quartzite, 
or chert. Rounded flint pebbles or steel balls are put into the 
cylinder along with the material to be ground. The cylinder is 
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then rotated until grinding is complete. The use of pebbles and 
silica liners in grinders is of particular advantage in the grinding 
of ceramic materials which must not be contaminated by iron. The 
United States production of pebbles and liners is not sufficient to 
meet the demand. 

S mall Sharpening Stones. — Small sharpening stones for hand 
operation include oilstones, whetstones, scythestones, hones, and 
rubbing stones. The selection of the stone depends on the type of 
tool to be sharpened and the edge desired. Many stones, par- 
ticularly those sold for domestic use, are made from a mixture of 
natural grits bonded by clay, water, and sodium silicate. After 
mixing, the material is pressed into molds and baked. 

Oilstones. — Natural oilstones are made from very fine grained 
sandstone. One of the best mineral for this purpose is novaculite, 
a sedimentary rock containing about 99 per cent of silica. It 
consists of minute, interpenetrating, sharp-edged crystals with 
small spaces between, which gives it a superior cutting power. 
The finer grained stones are used by physicians, dentists, and 
others for sharpening very fine edged instruments. Other natural 
sharpening stones are made from sandstones (see Chap. XI) of 
various grain sizes, depending on the use to be made of them. 

Sandstone and Sand. — Stone for use in grindstone and pulpstone 
manufacture should be taken from beds that are thick and free 
from cross joints. The stone should be of uniform hardness 
throughout; the grains should be even and sharp; and it should 
be free from clay or other substances that reduce its strength. 
A soft stone wears away quickly and does not grind evenly; a very 
hard one cuts slowly because the edges of the grains become rounded. 
The silica grains should be cemented together firmly enough to 
give the necessary strength to the stone, but should be dislodged 
easily enough to expose fresh, sharp grains continuously. The 
size of the grit determines the nature of the cut. Cementing 
materials are usually limonite, clay, calcite, and quartz. 

Pulpstones. — These stones are used to grind or shred wood for 
papermaking. They are grindstones with large faces, ranging 
in size from 26 to 54 in. thick and from 54 to 62 in. in diameter. 
The stone must cut, or rather tear, the barked wood rapidly and 
have a long life. It must also wear evenly to avoid strain on the 
rotating machinery, since the stones weigh from 2 to 4 tons and 
rotate rapidly. Pulpstones must be aged or cured before use to 
remove the quarry water and improve cementation. Chaser stones 
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are large circular stones which run on edge over the material to be 
crushed, which is spread out in a container of some hard material. 
This type of stone is used extensively in mineral grinding. Some 
chaser stones are made of granite and others of sandstone. Some 
United States production and price data for 1939 are given in 
Table 82. 


Table 82. — Production of Stone Abrasives* 



Short tons 

Value 

Grindstones 

7,917 I 

$257,350 

Pulpstones 

2,517 

169,025 

Oilstones, whetstones, etc 

620 

115,805 


* Metcalf, op. cit., p. 1278. 


Sand. — Grinding and polishing sands are tough, sharp, hard 
sands, free from clay. They are used for cutting and polishing 
stone, grinding glass, sandpaper manufacture, and sandblasting. 

Pumice. — Pumice is a glassy volcanic lava with a cellular 
structure caused by steam and other volcanic gases. It occurs 
in solid blocks of low specific gravity (the dried blocks will float 
on water) and of varying porosity and coherence. 

Pumicite. — Pumicite is a volcanic dust of about the same com- 
position as pumice, which can be used for the same purposes as 
ground pumice. The grains are sharp and angular, and vary in 
size. It is often mixed with sand, clay, silt, etc., and is sometimes 
cemented with calcium carbonate. Beds vary in thickness from a 
few inches to 100 ft. 


Table 83. — Composition of Pumice and Pumicite* 

Per Cent 


Si02 

AlsO, 

Fe^Oa 

FeO 

MgO 

CaO 

NasO 

K,0 

H,0 

* Eaeoly-Wilmot, “Abrasives,” 
(1927). 


67-80 

12-17.5 

0.5-2. 5 

0.2-4 

0 . 0 - 2. 3 

0. 5-3.0 

1. 5-3.0 

1-5 

1-8 

Part I, p. 80, Canada Department of Mines, Ottawa 


Pumice in lump form is used as an abrasive for nibbing down 
wood and metal surfaces and paint and varnish finishes. Ground 
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pumice and pumicite are used in many domestic and other cleaning, 
scouring, and polishing preparations such as hand soaps, silver 
and other metal polishes, and tooth pastes and powders. Pumice 
and pumicite used in cleaning and scouring compounds and hand 
soaps in 1939 in the United States amounted to 52,500 short tons 
valued at $227,447. Other abrasive uses consumed 5,500 short 
tons. 

Diatomite. — Diatomite (also known as diatomaceous earth, 
infusorial earth, kieselguhr, etc.) is composed of the siliceous 
remains of minute aquatic organisms called diatoms. It is a light, 
finely granular, porous aggregate which varies from a loosely 
coherent to a compact form. It has the general appearance of 
chalk and the purer deposits contain up to 96 per cent of silica. 
As an abraisve it is used in paste and liquid metal polishes, dental 
powders, etc. 

Tripoli and Amorphous Silica. — Although tripoli resembles 
diatomite, it is of an entirely different origin. It is derived from 
the alteration or decomposition of chert or of highly siliceous 
sandstone. It is soft, porous, highly absorbent, and easily crushed, 
with a silica content of 96 to 99 per cent. The name is frequently 
and incorrectly applied to other forms of silica that resemble 
tripoli. In addition to its use in cleaning and scouring prepara- 
tions, tripoli is a frequently used abrasive in so-called grease 
bricks'^ or compounds'' which contain the abrasive bonded 
with stearic acid, paraffin, or tallow. 

Soft Abrasives 

Abrasives in this group are nonsiliceous. Although they are 
softer than the materials to be abraded, they smooth and polish 
metal and other surfaces very effectively. Buffing, which is the 
final stage of polishing, is done with a rapidly revolving, flexible 
wheel made of cloth or leather and coated with the abrasive. 

Rottenstone. — This material resembles tripoli in many of its 
properties. It is a residual product of the weathering of siliceous- 
argillaceous limestone, hence its principal ingredient is aluminum 
oxide (80 to 85 per cent), with 4 to 15 per cent of silica and 5 to 10 
per cent of iron oxide. Most of the true rottenstone used in the 
United States is imported, but another rock called Pennsylvania 
rottenstone is used extensively for the same purposes. It contains 
about 60 per cent of silica, 17 to 18 per cent of alumina and 9 per 
cent of iron oxide, with some calcium oxide and alkali metal oxides 
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Vienna Lime. — This soft abrasive is produced by the careful 
calcination of very pure dolomite. It is quite soft and free from 
grit and is used to give metal surfaces a very bright finish. 

Metallic Oxides. — More or less highly hydrated ferric oxide is 
used for buffing metals and for glass polishing. Crocus is a hard 
reddish-purple oxide with a sharp grain. Rouge is softer, with 
rounded grains, and is used for finer polishing. Black rouge is 
the magnetic oxide of iron, Fe804. Green rouge is the oxide of 
chromium, Cr208. It is also used to produce a high finish. ** Putty 
powder” is an oxide of tin, Sn02. It is not used extensively. 
Satin rouge is lampblack. 

Artificial Abrasives 

The artificial abrasives of greatest importance are silicon carbide, 

SiC, sold under the trade names Carborundum and Crystolon; 
fused aluminum oxide, AUOs, called Alundum and Aloxite; boron 
carbide, B4C, and steel shot, cnished steel, and steel wool. Rouge, 
which has been discussed previously, might also be included in 
this group. 

Silicon Carbide.^ — Silicon carbide was discovered by E. G. 
Acheson in 1891. It is made by heating a charge of silica sand 
and carbon to a high temperature in a resistance furnace. Low- 
sulfur coke, anthracite coal, or petroleum coke supplies the carbon. 

The sand, which should contain at least 98 per cent of Si02, and 
the coal or coke are mixed in about the proportions indicated by 
the equation Si02 + 3C = SiC + 2CO. Some sawdust is fre- 
quently included to increase the porosity of the mass so that the 
CO may escape more readily. 

A typical furnace is 47 ft. long, 8 ft. high, and 8 ft. wide, with 
curved side walls so that the furnace is roughly cylindrical. The 
initial voltage is between 200 and 300. The furnace must be 
taken down to remove the charge which consists of a core of graphite 
surrounded by a crystalline mass of SiC. The crystalline material 
merges into a layer of amorphous material composed of uncrys- 
tallized SiC and a number of compounds of silicon, carbon, and 
oxygen, and that is surrounded by an outer layer of unchanged 
charge which can be recovered and used. After the crude SiC has 
been crushed, it is treated with boiling H2SO4 and then with NaOH ^ 

1 Mantell, Industrial Electrochemistry,” 2d ed., Chap. XXIV, McGraw- 
Hill Book Company, Inc., New York (1940). 
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solution. This treatment removes silicon and the silicides of iron 
and aluminum as well as graphite. 

Silicon carbide is between corundum and diamond in hardness. 
The crystals are very brittle, but as they wear away they continue 
to present extremely sharp edges, so that their cutting power is 
not reduced. It is unreactive chemically and able to withstand 
the action of high temperatures without damage. As an abrasive 
it is used in grinding wheels for cast iron, brass, stone, and glass, 
on coated paper and cloth, and for small sharpening stones. Silicon 
carbide production in the United States and Canada in 1939 was 
approximately 24,000 short tons, of which about 70 per cent was 
used for abrasive purposes. 

Fused Aluminum Oxide. ^ — -Fused AI2O3 is similar in most 
respects to corundum. The raw imaterial used in its production 
is bauxite, a hydrated AI2O3 whi^h is also the source of metallic 
aluminum. The AUOs crystals, which form as the molten mass 
cools, are cemented together by small amounts of other oxides 
which were either present in the original bauxite or were 
added for the purpose. If coke and scrap iron arc added to 
the aluminum-bearing material, foreign oxides will be reduced 
and the resulting free elements alloyed with the iron will sink to 
the bottom, leaving a slag of fused AUOa on top. This process 
is useful when the percentage of oxides other than AI2O3 is too 
high. It removes sulfur, phosphorus, iron, titanium, and silicon. 
The charge is fused in an arc furnace with a removable outer shell 
which can be lifted away from the ingot of fused AI2O3 when the 
operation is complete. Preparation for the market involves 
crushing and treatment with acid and alkali, as well as magnetic 
separation. Fused AI2O3 is used in grinding wheels and in coatings 
for abrasive paper and cloth. The total production in 1939 in 
the United States and Canada was about 50,500 short tons of which 
about 96 per cent was used for abrasive purposes. 

Boron Carbide. — This substance was first proposed for commer- 
cial use in 1934.2 Its preparation is similar to that of silicon (carbide. 
Coke and B2O3 are heated to 2500 or 2600°C. in a resistance furnace 
where they react as follows: 2B2O3 + 7C == B4C + 6CO. It is 
highly crystalline, unreactive, heat resistant, and harder than 
silicon carbide. 

> Mantell, op. cU . 

* Ridgeway, Tram. Ekctrochem. Soc., 66, 117 (1934), 
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Metallic Abrasives. — Steel shot is used in the smaller sizes for 
blast cleaning of castings, forgings, etc. Coarser shot is used in 
core drilling and in sawing, grinding, and polishing stone. Steel 
grit is crushed steel. It is angular in shape and is used in sawing 
and grinding stone. Finer sizes are sometimes used in grinding 
optical glass. These abrasives are used instead of sand for blast- 
ings. Some of the advantages claimed for them are greater dura- 
bility, lower handling costs, and decreased dust production. 

Grinding Wheels, Coated Paper and Cloth 

Both natural and artificial abrasives are used in the manufacture 
of wheels, coated paper and cloth. 

Wheels. — There are five types of bond used in the manufacture 
of grinding wheels: vitrified, silicate, elastic or shellac, synthetic 
resin, and rubber. The ceramic or vitrified bond, which is the 
most important, is produced by mixing ceramic raw materials 
(clay and feldspar) with water and the abrasive grain. After 
mixing and molding, the wheel is dried and fired in a kiln until 
the ceramic materials have formed a glassy bond. The vitrified 
bond is very strong — in fact it is to some extent an abrasive itself. 
The wheels are highly resistant to chemical attack and to moderate 
temperature changes. The silicate bond is made by mixing the 
abrasive with sodium silicate solution. Evaporation causes coagu- 
lation of the silicic acid which separates as a jelly like mass, and 
hardens to form a bond. After hardening, the wheel is baked. The 
silicate bond is softer and less heat resistant than the vitrified 
bond, but the wheels are very satisfactory for many purposes, 
such as cutlery and edged tool grinding. The shellac bond is made 
by incorporating the grit with melted shellac and allowing it to 
solidify. The solid is then broken into lumps which are placed 
in closed molds and warmed until the shellac has taken the form 
of the mold. Shellac wheels are always thin and are used only 
for very fine work. They do not resist strain or high temperatures. 

Synthetic resins are in many cases superior to shellac as bonding 
material; in some cases they have replaced the vitrified bond. 
The exact method of preparation depends of course on the resin 
used. These wheels can be operated at very high speeds and are 
adapted to e great variety of tasks. Rubber-bonded wheels will 
function only when enough heat has been generated to melt the 
rubber away from the surface of the grains, hence they are always 
operated at high speeds. 
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Coated Papers and Cloths. — These are made by sifting the 
abrasive onto the paper or cloth which has been covered with a 
layer of soft glue. After drying, the sheet is again coated with 
very thin glue. 



CHAPTER XVI 

GLASS 

By Thomas R. Alexander, Ph.D. 

Any substance or mixture of substances that has solidified 
from the liquid state without crystallization is a glass. Elements, 
compounds, and mixtures of widely varying composition can exist 
in the glassy state, but the term “glass” as ordinarily used refers 
to material which is made by the fusion of mixtures of silica, basic 
ondes, and a few other compounds that react either with the silica 
or with the basic oxides. No definite chemical compounds can 
be identified in glass. Many of its properties correspond to those 
of a supercooled liquid whose ingredients cannot be identified 
because they have not separated from the solution in crystalline 
form. 

Types of Reactions. — Although the chemical identity of the 
compounds present in glass cannot be established, some of the 
fundamental chemical changes that take place during the melting 
process can be illustrated by reference to some known reactions 
between the substances used in glassmaking. These examples 
must be regarded as illustrations of the types of reactions involved 
rather than exact descriptions. 

The reaction between a basic oxide and an acidic oxide or acid 
anhydride yields a salt. At high temperature lime reacts with 
silica to form calcium silicate. 

CaO + SiO* = CaSiO, 

The same reactants, if present in different proportions and heated 
to higher temperatures, may produce salts of different composition.^ 

3CaO + 2SiOi *= Ca»Sii 07 ( 3 Ca 0 ' 2 Si 0 j) 

2CaO + SiO, = Ca,Si 04 ( 2 Ca 0 Si 0 ,) 

Another important reaction is the one between silica and sodium 
carbonate, or soda ash. 

Na,CO, + SiO, = Na,SiO, + CO, 

*Mxi.u>h, "A Comprehensive Treatise on Inorganic and Theoretical 
Chemistry,” Vol. VI, p. 348, Longmans, Green and Company, New York (1025). 
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Other salts, such as Na4Si04, can also result from the reaction 
between these two substances. Limestone, CaCOs, and dolomite, 
CaCOs MgCOs, react with silica forming silicates and carbon 
dioxide. Sodium sulfate or salt cake, Na 2 S 04 , also reacts with 
silica, but only at higher temperatures. Carbonaceous material 
(usually powdered coal) is added to reduce the sodium sulfate 
to sodium sulfite, which reacts more readily. 

NagSOs *4" Si02 ]Sra 2 Si 03 -j- SO 2 

Sodium nitrate (nitre cake) is u$ed in glassmaking because of its 
oxidizing action and its low melting point. Lead is introduced into 
glass as litharge, or lead oxide, PbO. The commercial product 
usually contains some red lead, Pb 304 . Lead silicates, PbSiOs 
and Pb 2 Si 04 , for example, are formed when lead oxide and silica 
are heated together. Potassium c|trl:>onate, K 2 CO 8 , is the potas- 
sium compound most frequently used in glass manufacture. Its 
reactions are similar to those of sodium carbonate. Boron oxide, 
B 2 O 3 , is an important ingredient of heat- and corrosion-resistant 
glass. It reacts with the basic oxides to form borates. 

CaO + B 2 O 3 = Ca(B02)2 
NaaCOa + BjOs = 2NaB02 + CO 2 

Gullet’^ or waste glass is also added to the batch. Aside from the 
economy involved, it serves as a flux, since its melting point is 
lower than that of the ingredients of the batch. 

Melting. — When the well-mixed raw materials are heated in 
the glass furnace, those substances with the lower melting points 
liquefy and act as solvents for other substances, at the same time 
reacting with them and enabling them to react with each other. 
The system is a very complicated one, and the exact sequence 
of events cannot be determined. The temperature during melting 
is kept as high as practical (1400 to 1500°C. or 2550 to 2730®F.) 
in order to reduce the viscosity. Bubbles of gas (carbon dioxide, 
steam, etc.) that are formed during the heating must escape, and 
their escape will be slower from a more viscous liquid. In order 
to remove the gases entirely, the glass must be held for some time 
at the highest possible temperature. This is called ‘'plaining^' 
or **fining.^^ Additions are often made to the batch to lower its 
viscosity and to generate gas in large volumes at later stages in the 
melting process, thus sweeping out the small bubbles along with 
the large ones. Salt cake is often used for this purpose. The 
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undecomposed portion forms a liquid layer on the surface of the 
glass and reacts with the scum of siliceous material that tends 
to collect there. 

The working temperature^ Le., the temperature at which the glass 
has the proper viscosity for the shaping operations, is much lower 
than the highest temperature during melting, the actual working 
temperature being dependent on the kind of glass and the type 
of machine used. The range is roughly from 1000 to 1300®C. 
(1830 to 2370®F.), or higher. 

Properties of Glass 

In spite of the wide variety of uses, ranging from fabrics to 
building blocks, to which the commercially important glasses are 
adapted, they have many properties in common and are limited 
in composition to a small number of ingredients. Sharps gives 
the following requirements which a commercial glass must meet: 
(1) The material must melt at commercially obtainable tempera- 
tures. Fused silica cools to a glass that is superior to ordinary 
glass, but the temperature required to melt it is so high that its 
production is expensive and its use restricted. (2) The molten 
mixture must remain in the amorphous or noncrystalline condition 
after cooling. The failure of the fused mixture to separate into 
definite crystalline compounds on cooling is due in part, at least, to 
the fact that the viscosity of the melt is very great in the tempera- 
ture range where such separation is to be anticipated. Crystalliza- 
tion involves the orderly arrangement of ions and molecules in a 
precise geometric structure. In a viscous medium mobility is 
less than it is in a more fluid one such as water and the crystalliza- 
tion process is impeded. Devitrification is the term used to describe 
the crystallization of glass. Glass can be made to crystallize or 
devitrify by keeping it hot for a length of time that varies with 
the kind of glass. (3) The fluidity of the molten glass must persist 
to a sufficient extent to permit the formation of desired shapes 
while the glass is cooling. Since the length of time required for 
shaping and the most desirable degree of fluidity vary with the 
method of handling, this property of the glass must be adapted to 
the manufacturing methods used. The introduction of automatic- 
machine processes for the shaping and handling of glass has necessi- 
tated many changes in the composition of the material used. (4) 
The glass must be reasonably permanent in the use for which it is 
1 Sharp, Gla$s ftl, 158 ( 1940 ). 
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intended. Glass with a high proportion of sodium oxide is more 
readily attacked by water and acids than glass that contains less 
sodium oxide and more lime and magnesia. Glasses low in basic 
oxides are less readily attacked. 

Composition of Glass^ 

Soda-lime Glass. — This type of glass is the one that is produced 
in largest quantity. Its principal uses are for window glass, plate 
glass, and container glass (bottles, jars, etc.). Its composition, 
like that of most glass, is not ripdly fixed, but can be varied both 
as to the amounts of ingredients and the chemical compounds used. 
The variability of composition k shown in the following tables 
which give the range of composition of various soda-lime glasses 
that are satisfactory for use and are adapted to the type of machine 
employed. 


Percentage Composition 




Si02 

NasO 

K 2 O 

CaO 

MgO 

ALOa 

Window glass ... 

73 (approx.) 

15-16 


6-8 

2-4 

1 

Rolled plate glass 

71-73 

13-17 


11-14 

0-1.5 


A container glass * ... 

74 

17.0 


5.0 

3 5 

0.5 

Light-bulb glass. . 

71.5-73.5 

14-17 

0 0 1 5 

5-6 

35-4,5 

1-2 


* Glass of about the same composition is used in the manufacture of the cheaper varieties of 
tableware. 


Flint Glass. — This is a potash-lead glass used for the better 
(luality of tableware and for optical glass. It liquefies at a lower 
temperature than soda-lime glass and has greater luster. Owing 
to the ease with which lead compounds are reduced, the glass must 
be melted in an oxidizing atmosphere. The compositions of two 
flint glasses are as follows: 


Percentage (Composition 


Si02 

PbO 

CaO 

NaaO 

K 2 O 

73.1 

7.1 

2.0 

12.7 

4.6 

67.2 

14.8 j 

0.9 

9.5 

7.1 


Glass to be used for the more expensive tableware has a lead oxide 
content of from 15 to 30 per cent and the alkali is KjO. 


1 Sharp, Ind. Eng. Chem., 25 , 755 (1933). 
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Borosilicate Glass. — ^Both soda-lime and flint glass are unable 
to withstand sudden temperature changes because of their large 
coefficients of thermal expansion. The basic oxides that they 
contain make them susceptible to chemical attack by water and 
acids. Elimination of the basic oxides and inclusion of boron 
oxide produces a glass that is very resistant to thermal shock and 
to attack by water and acids. The temperature required to melt 
and flne such a glass is so high that it has to be heated in the electric 
arc. The familiar Pyrex glasses, which are used extensively for 
cooking utensils and laboratory ware, are borosilicate glasses. The 
following is the analysis of a typical Pyrex glass. 


Percentage Composition 


SiO, 

Brf), 

A1.0, 

CaO 

MgO 

NajO 

K 2 O 

80.5 

11.8 

2.0 

0.29 


4.4 

0.10 


Vitreous Enamels.^ — Kitchen utensils, tubs, and many other 
articles made from stamped sheet steel are coated with a glassy 
enamel. The glass in finely divided form is dusted on the red-hot 
metal, where it melts and forms the coating. The glass must be 
rather high in soda to make it soften at the temperature of the 
steel, and its composition must be so regulated as to give it a coeffi- 
cient of thermal expansion approximately that of the metal to 
avoid cracking (page 461). 

Glass Furnaces 

Refractories. — One of the difficult problems in glass manu- 
facture has been to find materials for furnace construction that 
will resist the action df molten glass, retain the heat that is being 
supplied, and sustain the necessary weight at high temperatures. 
All refractory materials that are practical for glass furnaces are 
attacked by molten glass, since they contain some of the ingredients 
of the glass itself. Fire clay of the proper composition is the most 
satisfactory material. The clay must not deform at temperatures 
as high as 1600®C. (2910®F,). It must have enough fusible material 
in it to form a glassy bond, which contributes to the strength of 
the block, and it must become plastic when mixed with water. This 
latter property makes it possible to cast or mold shapes whose 

1 White, ** Engineering Materials," p. 341, McGraw-Hill Book Company, 
Inc., New York (1939). 
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consistency is uniform throu^out. The addition of burned clay 
or '‘grog’’ promotes uniform drying and prevents shrinkage during 
firing. Other reinforcing agents are also used, the most important 
being the mineral kyanite, Al20i-Si02. Lack of uniformity in 
the finished block causes pitting and channeling, due to uneven 
resistance to attack by molten glass, with consequent reduction in 
the life of the wall. Blocks of cast mullite, 3 Al 203 - 2 Si 02 , have 
come into use recently as refractories in the glass industry. They 
are made by the complete fusion of materials approximating the 
mullite composition in the electric arc. The solidified product 
contains crystals of mullite, corundum, ALOs, and a glassy bond. 
Two types of glassmaking furnaces are in general use: the tank 
furnace and the pot furnace. 

Tank Furnaces. — In the continuous tank a constant level of 
molten glass is maintained by the addition of raw materials or 
"batch” at the proper rates. The furnace is divided into two 
compartments: the larger melting compartment and the smaller 
working compartment from which the molten glass is withdrawn. 
Molten glass flows from the melting to the working compartment 
through a small opening at the bottom of the dividing wall. The 
"day tank” is a smaller tank, designed to complete the melting of 
a small charge in one day. It is a particularly useful type of tank 
in cases where frequent changes in glass composition are required. 

Pot Furnaces. — This type of furnace is used to make small 
amounts of glass such as optical glass, that require careful control 
of ingredients and of melting and fining operations. The pots 
are fire-clay crucibles ranging up to 3 ft. in height and up to 5 ft. 
in diameter. They are arranged on ledges in a circular or oblong 
furnace where they are exposed to a steadily increasing temperature 
until the process is completed. 

Annealing. — The removal of internal strain produced by too 
rapid solidification of the surface of the molten material is a problem 
frequently encountered. In annealing glass, the piece is heated 
until it is fluid enough to be relieved of strain in a reasonable 
length of time, and then cooled at a rate that will reintroduce a 
minimum of strain. Accurate control of both heating and cooling 
is necessary in the annealing process. 

Colored Glass. ^ — Coloring agents in glass are of three types: 
(1) substances that dissolve in the glass and cause the absorption 

^ Philups, ‘‘Glass, the Miracle Maker,” p. 46, Pitman Publishing Corpora- 
tion, New York (1041). 
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of certain light frequencies by the glass; (2) precipitated particles 
of submicroscopic (colloidal) size; and (3) larger particles. The 
first group includes the oxides of many metals, particularly the 
transition metals such as nickel, cobalt, iron, manganese, chromium, 
and some others. The color produced by a given oxide depends 
on the composition of the glass and the state of oxidation of the 
metal. If nickel oxide is dissolved in a glass that is high in boron 
oxide, the color will be yellow; in a potash-lime glass the color 
is reddish violet. The color produced by cobalt oxide ranges from 
purple to blue. The lower oxide of chromium, Cr 203 , gives the 
glass a green color, but if the glass i.s basic, oxidation will convert 
the CraOa to chromate and the color will be yellow. When copper 
oxide, CuO, is dissolved in glass, the color produced is a greenish 
blue. In a reducing atmosphere, however, cupric oxide will be 
reduced to cuprous oxide, CU 2 O. This oxide, when heated, decom- 
poses as follows: 

CU 2 O == CuO -h Cu 

The resulting color, called copper ruby, is due in part to the copper 
oxide (type 1) and in part to the colloidal copper (type 2). Ferrous 
oxide, FeO, gives glass a green color and also makes it strongly 
heat absorbent. Since ferric oxide, Fe 203 , gives glass a yellow color, 
it is possible to change the green iron color to the less objectionable 
yellow by oxidation. The green color can also be masked by other 
colors but this method reduces the amount of light transmitted. 

Glasses of a great variety of compositions, colors, and physical 
forms have found specific industrial uses: glass wool and fabrics 
woven from glass fibers are used as heat and electrical insulating 
materials (Chap. XXI); plates of glass laminated with a layer of 
transparent plastic are shatt*erproof (‘‘safety glass ^'); glass blocks 
and “ tempered^' glass panels have become important building 
materials. The limitations of space make it impossible to give an 
account of even the most important of these special applications, 
and the reader must be referred to the larger treatises. 

Rkferences 
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CHAPTER XVII 
ORGANIC PLASTICS 
By G. H. Stempel, Jr., Ph.D. 

Organic plastics are comparatively new materials of construction 
for which a rapidly increasing number of industrial applications 
are being found. Plastics derive their name from their existence, 
at some stage of their formation or fabrication, as plastic masses 
capable of being shaped by flow induced by either heat or pressure, 
or both. Although there are available a wide variety of properties 
in the various plastics, it may be said that in general they have 
found greatest utility because of their low specific gravities, ease 
of fabrication, resistance to solvent action, and low thermal and 
electrical conductivities. Many plastics have high colorability 
and afford a wide range of color for decorative use; others are 
completely transparent and have relatively high refractive indexes 
that make them suitable for optical purposes. 

Plastics may contain a number of constituents including binders, 
fillers, dyes or pigments, plasticizers, lubricants, solvents, and 
catalysts. A plastic is usually classified according to the kind of 
binder used in its manufacture. It is the binder too that determines 
the type of treatment nece.ssary to mold articles from the plastic. 
As its name implies, its function is to hold the other constituents 
together and it may compose anywhere from 30 to 100 per cent 
of the plastic. 

Binders may be either synthetic (or natural) resins or cellulose 
derivatives. Chemically both kinds of material may be described 
as substances made up of very large molecules. These super- 
molecules are in some cases obtained by chemically altering a 
substance which itself is made up of large molecules so that it 
acquires properties that make it useful as a plastic material. 
Examples of this are the conversion of cellulose to its esters and 
ethers, such as cellulose acetate, butyrate, and nitrate, and ethyl 
cellulose. In other cases the supermolecules are obtained by 
causing one or more base materials of low molecular wei^t to react 
chemically to form a material of high molecular weight. The 
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chemical change involved, which may take place either before or 
during the molding of the plastic, may be either a condensation or 
a polymerization. 

Condensation. — In a condensation small molecules combine 
to form large ones with the elimination of another molecule, usually 
water. Thus, in the formation of Bakelite, molecules of phenol 
are chemically tied together by means of formaldehyde molecules: 



This process continues until a veiy large molecule is built. The 
changes shown are brought about by acidic or basic catalysts and 
heat. 

Polymerization. — This process takes place by the addition of 
molecules of unsaturated compounds to one another in such a way 
that each addition involves the loss of one double bond. For 
example, the formation of polyst3rrene resin may be pictured: 



etc. — CH2— CH— CHs— CH— 


I 

A 

k/ 






to form a long chain which may be written: 



X 


The quantity in the bracket is called the polymeric unit. It is 
not necessary that all molecules involved in a polymerization be 
alike. Vinyl chloride and vinyl acetate react with each other 
to form a resin by the process illustrated for styrene. Such a 
resin is called a copolymer. 
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Types of Plastics. — Plastics are of two general types, thermo-’ 
setting^ those which set upon heating and cannot be reformed once 
they are set; and thermoplastic^ those which become plastic when 
heated and which can therefore be reused. Table 84 shows, for 
several of the resins used in plastics today, the base materials 
from which the resin is made, its polymeric unit, process by which 
it is formed, and whether it forms thermosetting or thermoplastic 
plastics. The manner of setting depends upon the kind of resin 
used as binder. In general, those plastics containing a resin formed 
by condensation are thermosetting; those containing one formed by 
polymerization, as well as the i^llulose plastics, are thermoplastic. 

Fillers for Plastics. — ^As mne^ as 50 per cent of a plastic may 
be a filler. Fillers serve two purposes, one of which is to reduce 
the cost per pound of the plastic. Their more important function, 
however, is to impart certain definite properties to the finished 
product. Thus barium salts have been used to produce a material 
impervious to X rays; inorganic fillers such as asbestos to increase 
resistance to heat and corrosive liquids; and shredded textiles to 
increase impact strength. Other materials used as fillers include 
wood flour, cotton, paper pulp, com husks, graphite, carbon black, 
mica, clays, whiting, pumice, metallic oxides, and various metals 
such as iron, lead, copper, and aluminum. 

Plasticizers. — These substances are added primarily to improve 
plasticity, thereby reducing the temperature and pressure required 
for molding. They also play a large part in determining the 
properties of the finished product and are chosen with this in 
mind. They may make up as much as 60 per cent of the plastic 
and are most often used with thermosetting plastics, particularly 
the cellulose derivatives. Cellulose acetate, for example, discolors 
when molded unless the molding temperature is reduced by the 
addition of a suitable plasticizer. A wide variety of organic 
materials find use as plasticizers. With cellulose acetate, some, 
such as camphor, increase surface hardness; others, such as tributyl 
phosphate and triphenyl phosphate, are used for flameproofing; 
and others, such as triacetin and tributyl phosphate, toughen the 
plastics. It is apparent that the development of the final composi- 
tion of a plastic depends upon the use to be made of the material. 
It is a problem best solved by the plastics manufacturer who has a 
large* amount of empirical data available. 

Forming Articles from Plastics.— The methods of fabrication 
used for plastics include casing, extrusion^ mMing, and lamination, 
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* % ▼ftries from 1 to 3. 
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sometimes followed by machining. Laminated plastics are usually 
made from sheets of paper, cloth, or even wood which have been 
impregnated with a suitable resin, usually a phenolic or urea type, 
piled on one another to give the desired thickness, and then heated 
and pressed together. In addition to laminated sheets, tubes 
and rods are also available. The final product, such as a gear, is 
made by machining blanks of the laminated plastic. Some prog- 
ress has also been made in the compression molding of simple shapes 
from impregnated sjieets. Laminated plastics have high tensile 
strengths and impact resistances. An important laminated mate- 
rial is resin-bonded plywood Which can be used in the presence 
of water in place of ordinary wood with a decrease of about a third 
in weight and an increase of aboot a third in strength. 

Casting refers to the forming of objects by pouring the liquid 
resin into a suitable mold. If phenolic resins are used, curing is 
accomplished by heating the resin in the mold for about 50 hr. at 
175®F. and atmospheric pressure. Cast phenolics may be trans- 
parent or translucent, color well, and are now finding wide applica- 
tion. With thermoplastic resins such as methyl methacrylate the 
mold is filled with the monomeric form which then polymerizes 
in the mold at a temperature of about 110°F. under the influence 
of a suitable catalyst already added to the monomer. 

The molding of plastics is done in a number of ways: cold 
molding^ compression molding^ injection molding^ and transfer 
molding. Frequently the molding of the plastic is done around a 
metal insert so that the finished piece has a metal part firmly 
bonded to the plastic. The general procedures are as follows: 

1. Cold Molding . — The object is formed in a mold by high 
pressure in the cold. It is then removed from the mold and baked 
to remove excess solvent and, in the case of phenolic resin composi- 
tions, to cause further condensation and hardening. 

2. Compression Molding . — The raw materials are placed in a 
mold, and the mold carefully closed under low pressure. High 
pressure (500 to 5,000 psi) and moderate temperature (250 to 
350®F.) are then applied to complete the curing of the resin. Com- 
pression molding is used primarily for thermosetting plastics. 

3. Injection Molding . — The thermosplastic molding composi- 
tion is warmed in a suitable chamber connected by a duct leading 
to the mold. The hot plastic is forced under a pressure of anywhere 
from 300 to 40,000 psi into the relatively cool mold where it is set 
by cooling, and the molded object is then ejected. Injection 
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temperatures range from 200 to 500®F.; the object when ejected 
has a temperature of about 125^F. Injection molding is used 
for thermoplastics. 

4. Transfer Molding , — This is a variation of injection molding 
suitable for use with thermosetting plastics. The molding com- 
pound is plasticized by heat and pressure in a chamber outside 
of the mold and then injected into the mold where curing takes 
place under the influence of heat and pressure. More complicated 
shapes may be molded in this way than by ordinary compression 
molding. 

Uses for Plastics. — The variety of uses made of plastics include 
housings for business machines, radios, electrical instruments, and 
telephones; timing gears; paneling for walls and instrument boards; 
decorative knobs for radios, automobiles, and various household 
appliances; lenses for goggles, lamps, and optical instruments; 
film tanks; closures for jars; tanks, kettles, pump parts, and vats 
for handling corrosive chemicals; translucent lamp globes; bearings; 
and equipment for textile plants. Of particular interest has been 
the development of nonmetallic bearings which have been found to 
last much longer than metallic bearings in some applications. 
These bearings are made from both laminated phenolics with 
canvas or paper base and molded phenolics with wood flour, fabric, 
or inorganic fillers. Graphite impregnation for lubrication is 
frequently used in both types. The bearings may be molded if 
there is a sufficiently large demand to warrant making a mold, or 
they may be machined from standard molded or laminated blanks. 
Lubrication can be effected by either grease or water. Water 
lubrication has made plastic bearings of particular value to indus- 
tries, such as food industries, where there is a possibility of 
contamination from an oil-lubricated metallic bearing. Water- 
lubricated plastic bearings are also used extensively in rolling 
mills for steel where they have been found to be much superior to 
metal bearings. 

Properties of Plastics. — In Tables 85 and 86 are listed the more 
important properties of several of the plastics in common use. 
Recalling that the kinds of fillers and plasticizers help determine 
the properties of plastics, it is easily understood that the examples 
given are merely illustrative of a few of the many plastics com- 
positions available. The properties of the plastics are also depend- 
ent upon the time of cure, which determines the extent to which 
the polymerization or condensation reaction has progressed. 
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Table 86.— Propehties op Plastics 


Type of plastic (mold- 
ing unless otlierwise 
indicated) 

HsO 

absorbed 
in 24 hr., 
% 

Effect of 
sunlight 

Effect of acids 

Effect of 
alkalies 

Light 

transmission 
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CHAPTER XVIII 


RUBBER: NATURAL AND SYNTHETIC 

By G. H, Stbmpel, Jr., Ph.D. 

Natural rubber is an elastic material present in the latex of 
certain plants. The annual production of crude rubber is normally 
about 1,000,000 tons of which the, United States consumes between 
600,000 and 600,000 tons. More than 95 per cent of this rubber is 
obtained from the latex of rubber, trees, Jfecea braniliensis, grown 
on plantations, mainly in Ceylon apd the Malay Peninsula. Small 
quantities of rubber are produced in Brazil from uncultivated 
trees and from the gmyvle shrub in Mexico and southwestern 
United States. 

Latex is a milky colloidal fluid containing from 30 to 45 per cent 
of rubber, the remainder being mainly water and a small amount 
of protein and resinous material. It oozes from superficial cuts in 
rubber trees and is collected in containers. A plantation-grown 
tree continues to yield for about 40 years and gives enough latex 
to make from 3 to 6 Ib. of rubber each year. Latex is treated in 
two ways to obtain rubber goods. The crude rubber is either 
coagulated from it by acids or heat, and then processed; or the 
latex itself is mixed with appropriate compounding materials and 
then precipitated directly from solution in the shape to be used, 
such as a rubber glove. This latter treatment is new and important 
and will be discussed more fully later. 

The recovery of rubber from gua)mle is carried out in a different 
manner. The entire plant, which may contain as much as 20 per 
cent by weight of rubber, is harvested after 4 years’ growth, ground 
up, and soaked in water. The latex comes to the surface and is 
skimmed off; the woody material becomes waterlogged and sinks to 
the bottom. The resin content of gua)uile rubber is 18 to 20 
per cent compared to about 4 per cent for hevea rubber. This 
resin may be extracted by means of solvents and can be recovered 
and utilized. 

Crude rubber is usually obtained from latex by coagulation with 
organic acids, washing the co^ulum well with water as it passes 

mi 
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between rolls, and finally drying the washed sheet as it comes from 
the rolls. If rough rolls rotating at different speeds are used and 
the rubber is then hung in the air to dry, the product is known 
as pale crepe rubber. If smooth rolls rotating at the same speed 
are used and the rubber is then dried in a smokehouse, the product 
is known as smoked sheets. It is tougher than pale crepe. Crude 
rubber is a tough, strong, elastic substance made up of 92 per 
cent or more of a hydrocarbon chain polymer (C6H8)». The 
polymeric unit appears to be: — CH 2 — CH==C(CHs) — CH 2 — , 
from the hydrocarbon isoprene, CH 2 =CH — C(CH 8 )=CH 2 . 

Crude rubber does not possess the properties that cause the 
familiar manufactured article to be considered so valuable. At 
the temperature of very hot summer weather, pure rubber becomes 
soft and sticky; during very cold weather, it becomes hard and 
brittle. In either of these conditions it is useless for the purposes 
to which it is commonly put. However, its properties are greatly 
improved by the addition of other materials followed by suitable 
heat or other treatment. Consequently, the manufacture of 
rubber articles involves some or all of the following operations: 

Plasticization. — The crude rubber is broken down^^ or plas- 
ticized, by passing it through rolls traveling toward each other at 
different speeds. This causes the rubber mass to be torn apart. 
The length of this treatment helps to determine some of the physical 
properties of the finished product, such as resistance to abrasion, 
which is decreased with increased breakdown. 

Compoimding. — To the plasticized rubber are added and mixed 
in by the rolls many other substances which may be classified as 
follows: (1) Sulfur j for vulcanization as described in the next 
section. (2) Accelerators^ chemical substances that shorten the 
time required for vulcanization; their action is catalytic. These 
include such inorganic materials as lime, magnesia, litharge, and 
white lead. The organic accelerators, which are complex organic 
compounds, are more useful. Accelerators are added in the propor- 
tion of 0.5 to 1 part per 100 of rubber. Accelerator activators, 
of which ZnO is an example, are also added. In the presence of an 
accelerator, they further increase the rate of vulcanization although 
they have little activity alone. (3) Antioxidants, materials which 
in small quantities decrease the rate at which deterioration by 
air and light proceeds. These are essentially negative catalysts. 
They are complex organic compounds and are added in about the 
ratio of one part per 100 of rubber. (4) Reinforcing agents, such 
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as carbon black, zinc oxide, magnesium carbonate, barium sulfate, 
calcium carbonate, and certain clays. These strengthen and 
toughen the rubber and make up as much as 35 per cent of the 
rubber compound. (6) Inert fillers, added to lower the cost of 
the product, or to alter one or more of the physical properties 
of the mix in order to simplify manufacturing operations. (6) 
Coloring agents, including zinc sulfide (white), lithopone (white), 
titanium dioxide (white), lead chromate (yellow), ferric oxide 
(red), antimony sulfide (crimson), chromium trioxide (green), and 
ultramarine (blue). (7) Plastimers, such as vegetable oils, paraffin 
oil, waxes, stearic acid, and rosin. (8) Miscellaneous agents: 
stiffeners to stiffen the stock until vulcanization has taken place; 
abrasives, such as silica and puinice; and many other materials 
occasionally added for some specific purpose. 

Some typical compounding forlnulas are the following: 



Inner tube 

Tire tread 

Crepe 

50 

100 

Smoked sheets 

50 

100 

Sulfur 

0.6 

3 

Organic accelerators 

0.5 

1 

Organic activators 

1.5 

4 

Zinc oxide 

10 

5 

Soft black 

Carbon black 

40 

50 

Antioxidant 

1 

1 

Pine tar 

i 

3 


Calendering. — If the rubber is to be made into sheets, it is 
passed through a calendering machine. The rubber compound 
passes between rolls which preKSs it into sheets of uniform thickness 
varying from 0.003 to 0.1 in. Thicker sheets are made by rolling 
several thin sheets together. This avoids air pockets and other 
irregularities. 

Vulcanization. — ^The rubber industry owes its existence to this 
process which was discovered by Charles Goodyear in 1839. It 
is carried out by heating the rubber compound containing sulfur. 
The sulfur combines chemically at the double bonds in the rubber 
molecule causing profound changes in its properties. Some of 
the more important of these are the following: the rubber is rendered 
much lees sensitive to changes of temperature ; it acquires increased 
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elasticity and tensile strength; it is more durable when exposed 
to the weather, and more resistant to the action of chemical reagents. 

Vulcanization, or curing, as it is also called, may be carried out 
in several ways: the articles to be vulcanized may be heated with 
steam under pressure; they may be heated in air or in CO 2 gas; 
steam may be passed directly into the article, such as a fire hose; 
the article may be immersed in hot water under pressure; or the 
article may be vulcanized in the mold in which it is shaped. The 
temperature used is generally between 230 and 290°F. (110 and 
140®C.). The time of cure, which varies from a few minutes to 
three hours, is important, overcured stock having decreased stretch 
and tensile strength; undercured stock is usually too soft, has 
excessive stretch, and lowered tensile strength. The amount of 
sulfur used varies from 1 to 5 parts per 100 parts of rubber for 
ordinary soft vulcanized rubber to 40 to 45 parts per 100 of rubber 
for hard rubber. Vulcanization can also be accomplished in the 
cold by either dipping the article in S 2 CI 2 or exposing it to the vapors 
of S 2 CI 2 . This process, which was discovered by Parkes in 1846, 
is applicable only to very thin sheets of rubber. 

The chief properties of vulcanized rubber which make it so 
valuable are its resiliency, low permanent set, resistance to abrasion, 
low electric and thermal conductivity, and resistance to the action 
of water, bases, and dilute acids. Rubber is attacked by oxygen 
in the air and by sunlight. As has been mentioned, the rate at 
which these changes proceed can be greatly reduced by the addition 
of antioxidants. Concentrated acids react with rubber and destroy 
it. It is soluble in such solvents as benzene, petroleum ether, 
gasoline and other petroleum derivatives, carbon tetrachloride, 
carbon bisulfide, and turpentine. Rubber, being a true colloid, does 
not dissolve sharply as do salts in water. The solvent is first 
absorbed by the rubber, which swells and forms a jellylike mass. 
In a sense the solvent may be said to have dissolved in the rubber. 
Finally, when enough of the solvent has been absorbed, the mass 
assumes the liquid state. Solutions of rubber in benzene are used 
as adhesives. 

Reclaimed Rubber. — It is possible to recover or reclaim rubber 
in a usable condition from worn-out articles and rubber waste 
from the factories. Although usable, it must not be understood 
that it has been devulcanized and returned to the condition of 
virgin rubber, for to the present time, no one has been able to accom- 
plish this very desirable result. 
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There are several processes by which rubber may be reclaimed 
but that which is most widely used is known as the alkali process. 
In this process, the rubber, after having been separated from the 
metal and fiber as much as possible, is heated in a closed iron vessel 
with an aqueous solution of an alkali, generally sodium hydroxide. 
This treatment removes the remainder of the fabric, and all the free 
sulfur as an alkaline sulfide. The rubber thus treated is then care- 
fully washed and dried and may be incorporated with a compound 
of fresh rubber. 

Reclaimed rubber is sometimes known as “rubber shoddy.^’ In 
general, it possesses much lower tensile strength, elasticity, and wear- 
ing power than new rubber. Nevertheless, some of it is of extremely 
good quality and sometimes it may be superior to some of the poorer 
grades of crude rubber. Its value seems to be to a certain extent 
dependent upon the degree to which the reclaiming process has 
regenerated its plasticity, but in any event, because the old rubber 
has already been largely oxidized, its use with the fresh rubber is 
said to make a product that is less susceptible to oxidation than one 
containing all new rubber would be. On the other hand, the 
elasticity of such mixtures must be in the same measure sacrificed. 

Rubber Goods Directly from Latex. — The manufactui e of rubber 
goods directly from latex is a recent development that is advancing 
rapidly. It has several advantages: it does away with expensive 
machinery; the lubber is not masticated or broken down, and 
has, therefore, a higher tensile strength; and vulcanization can be 
effected more rapidly. The compounding of latex is much the same 
as that of precipitated rubber, except that inorganic reagents pro- 
duce no reinforcement when added to latex. All dry ingredients 
must first be emulsified in water before adding to the latex ; otherwise 
they coagulate the latex. The latex compound is used in a variety 
of ways to make the finished articles. Some are made by dipping 
forms into the latex compound; insulated wire is made by passing 
wire through the compound; cord and fabric are impregnated with 
rubber by dipping; rubber thread is made by extruding latex into a 
coagulating bath; and sponge rubbers are made by whipping air 
into the latex compound mechanically, and then adding a coagulant. 
In all cases, the forming process is followed by vulcanization. 

Synthetic Rubbers (Elastomers) 

One of the most interesting developments in the rubber industry 
is that of synthetic rubbers, or elastomersy which are derived from 
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such raw materials as coke, limestone, petroleum, natural gas, salt, 
alcohol, sulfur, ammonia, and coal tar. Elastomers are not, strictly 
speaking, synthetic rubber, for rubber has never been synthesized. 
They are rubberlike materials which have many of the charac- 
teristic properties of rubber and some of which resemble rubber 
in their chemical structure. 

Elastomers are rapidly increasing in importance. They serve 
as potential sources of rubber, independent of rubber plantations. 
Construction of plants in the United States with an annual produc- 
tion capacity of nearly 1,000,000 tons, to be completed by the end of 
1943, has been authorized. The cost of producing many of the 
elastomers approximates that of natural rubber. In view of these 
facts and of the precarious position of the rubber plantations in the 
war zone, it would appear probable that synthetic rubber may dis- 
place the natural product even in normal times. 

The processing of synthetic rubbers involves approximately the 
same steps and equipment as that of crude rubber. Their proper- 
ties, while similar to those of rubber, are capable of wider variation. 
For example, as seen in Table 88, some elastomers are more resistant 
than rubber to sunlight; others have greater solvent resistance; and 
some have greater elasticity. In the future it will, in many cases, 
be possible to choose a synthetic rubber to fit a given application, 
rather than adjusting the application to the properties of the rubber. 

In Table 87 are listed some of the more important elastomers 
along with their typical polymeric units (page 530). Although some 


Table 87 . — Some Common Elastomers 


Elastomer ^ 

Raw materials derived from 

Polymeric unit 

Buna 86 

Petroleum or alcohol 
Petroleum or alcohol, coal 
Petroleum or alcohol, coal, 
ammonia, salt 

Petroleum 

Coal, lime, salt 

Petroleum or natural gas, 
sulfur, salt 

Petroleum 

Petroleum or natural gas 

—CHr—CH==CH—CHs— 
—CHr~CH(C.Hj)->CHr-CH=«H—CHr— 
— CHt— CH(CN)— CH»— CH=CH— 

— CHr~C(CHi)«— 

— CHt— CCt=CH— CHr— 

— CH*— CHt— 

— CHt— CHCl— 

Buna 8 

Perbunan 

Vistanex 

Neoprene 

Thiokol 

Butyl rubber 

Koroseal^ 



* Hii^y plaatiobed. mainly with trioresyl phosphate. 


are merely polymers of a given molecule, others are copolymers 
formed by the joining together of different molecules. In fact, it 
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would appear that the most fruitful field of investigation of elasto- 
mers lies in the development of other copolymers, since there is a 
greater probability of varying specific properties by copolymeriza- 
tion than by simple polymerization involving only one kind of 
molecule. Of the elastomers listed in the table all are unproved by 
vulcanization except Vistanex and Koroseal; these have no double 
bonds left in their polymeric forms and do not vulcanize. 

In Table 88 are listed some properties of rubber and some of 
the more important elastomers. 


Table 88.— Some Propertus of Rubber and Eiastomers 


Elastomer 

Density 

(Unvul- 

canized) 

Vulcanized carbon black compound 

Effect of 
sunlight 

' ' 1 

’(ensile 

stirength, 

psi 

! 

Elonga- 

tion, 

% 

Resistani 

Gasoline 

36 to swellii 

ecu 

[ 

ng by 

Ben- 

zene 

I 

Natural rubber, . , . 

0.9U 

Deteriorates 

6,000 

650 

Poor 

Poor 

Poor 

Buna 85 

0.92 

Deteriorates 

2,4B0 

600 




Buna S 

0.91 

Slight 

4,200 1 

650 


Poor 

Poor 

Perbunan 

0.96 

Slight 

5,000 

600 

Good 

Poor 

Poor 

Chemigum’^ 


Deteriorates 

4.425 

630 

Excellent 


Poor 

Hycar OR* 

1.00 

Deteriorates 

3.500 

450 

Excellent 

Fair 

Poor 

Vistanex HMf 

0.913 

Slight 

855 

1,000 

Poor 

Poor 

Poor 

Neoprene 

1.26 

Slight 

4,125 

760 

Good 

Poor 

Poor 

Thiokol A 

1.60 

Slight 

855 

370 

Excellent 

Excellent { 

Good 

Thiokol D . ... 

1.34 

Slight 

1,705 

610 

Excellent 

Fair 

Poor 

Butyl rubber 

0.91 

Slight 

3,600 

600 

Poor 




* Chemigum and Hycar OR are copolymers of butadiene with other substances as yet not 
made public. 

t Not vulcanised, uncompounded. 
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CHAPTER XIX 


ORGANIC PROTECTIVE COATINGS 

PAINTS, VARNISHES, ENAMELS, LACQUERS 

By K. K. Stevens and J. C. Warner 

This chapter includes a rather brief description of the above 
products, with the raw materials used in their manufacture. The 
purpose of organic coatings is either protective or decorative, or 
both. They are applied to various materials of construction, by 
brushing, spraying, or dipping, forming a smooth even coating of 
the desired thickness which is u.sually, for the outer layer, about 
0.001 to 0.003 in., vaiying considerably according to the method of 
application. These products, although basically the same as 
30 years ago, have been considerably modified and improved by 
research, so that they are much more sati.sfactory than those 
formerly on the market. This is especially noticeable in varnishes. 
Lacquers were very crudely formulated until about 1920. Forty or 
fifty years ago paints were not required to meet the rigid specifica- 
tions imposed today; atmospheric conditions wore less strenuous, 
and the types of materials painted were less varied. At present 
all the large manufacturers of paints, varnishes, and lacquers main- 
tain research laboratories and new or improved products are of 
daily occurrence. 

Paints. — As usually defined, paint is a dispersion of pigments in a 
drying oil, with the addition of driers and thinners, the former 
to accelerate film formation and hardening, the latter to allow ea.se 
and uniformity in brushing or spraying. The function, of the pig- 
ment is to give the desired color and to prevent to a great extent 
the decomposition of the film by ultraviolet light. It also gives 
more impervious products. Another important factor is the ratio 
of pigment to vehicle, which is determined largely by the bulking 
value (page 549) of the pigment and is in turn dependent upon 
the specific gravity. For example, basic lead carbonate (sp. gr. of 
6.7) has low bulking value, about 55 lb. per gal., and mixes easily 
with the oil. With some other pigments more oil is required per 
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gallon of paint. In recent years a small percentage of varnish has 
been added to some paints to give a harder and more durable finish 
tending toward an enamel. 

Strictly speaking, the above are ‘^oir' paints as distinguished 
from pigments dispersed in water or other vehicle, but usage has 
given the term “paint'' to the al>ove. All others are designated 
by the vehicle, such as cold water paints^ or distempers if suspended 
in albumin. Calcimines ^ casein paints, rubber paints, and others 
have little in common with “oil^' paints except perhaps the pig- 
ments used. 

Film Formation in Paint. — In the description to follow on pig- 
ments and vehicles (oils and rosins)^ reference will be made to char- 
acteristics of the different materi^fe causing various effects in the 
paint film, and it seems advisable to describe the formation of a 
film, with some of its desirable characteristics, so that they will be 
understood when mentioned later. 

If the solvent of a solution is removed by evaporation, a film of 
solute is left. In the case of salt solutions, the residue is merely a 
dry powder and is easily removed; if it happens to be a sugar solu- 
tion, a sirupy residue is first left, similar to a paint film, but the film 
is not at all firm and becomes crystalline on further evaporation. 
With a drying oil, dissolved in a thinner such as turpentine and 
omitting the pigment which has little to do with the initial film 
formation, the thinner evaporates leaving a thin film of oil on the 
surface. This oil, which in paints and varnishes must consist to a 
considerable extent of unsaturated glycerides, becomes saturated 
by combining with oxygen from the air forming a film more or less 
hard, which in time loses its stickiness and results in a fairly firm 
homogeneous coat. This oxidation is characteristic of drying oils, 
f.€., unsaturated oils, and the resulting coat is more or less firm and 
durable depending mostly on the degree of unsaturation of the oil 
used. Since the oxidation is quite slow, “ driers," which are usually 
lead, manganese, or cobalt compounds, may be added to accelerate 
the process. 

From a strictly physicochemical viewpoint, the theory is that the 
oil, taking up oxygen, forms peroxide linkages in the molecule, 
volatile oxidation products are split off, increasing the polarity of 
the molecules, which become larger by combining with other mole- 
cules, and a gel is formed. This gel becomes gradually harder by 
action of light and air; if the aging is long enough, it becomes brittle 
and eventually disintegrates. It is at this stage that the function 
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of the pigment, in shutting out most of the ultraviolet light, protects 
the film thereby giving it longer life. Naturally this depends upon 
the type or types of pigments used, since some are more pervious 
than others. A single pigment consisting of equally sized particles 
leaves more voids than a mixture of pigments having different sized 
particles. The latter not only shut out the light more effectively, 
but also add tensile strength to the film. The darker the pigment, 
the less light is admitted and, other things being equal, the more 
durable is the film. 

Varnishes. — These materials differ from paints mainly in the 
resin incorporated with the oil at an elevated temperature with the 
result that upon evaporation of the thinner the film remaining is 
reinforced by a firm substance thoroughly incorporated with the oil. 
The nature of the resulting film is due to the characteristics of the oil, 
as in paint, and to those of the resin used. It is usually much harder 
and more impervious to moisture than a paint film, but it is not 
protected from light. For this reason varnishes are used mostly 
where a natural wood finish is desired, and where the film is not 
exposed to ultraviolet light. In the manufacture of varnishes the 
oil-resin ratio is important, as is the oil-pigment ratio in paints. 
The more oil, the more elastic and more durable the film, with a 
sacrifice of hardness and air-drying speed. This ratio is designated 
as ‘^gallons of oil per hundred pounds of resin.^^ Synthetic resin 
manufacturers have formulated stock solutions which may be cold 
blended to give any type of varnish desired. 

Enamels. — When a varnish finish is to be exposed to sunlight, 
it is colored by pigments and is called a '^brushing enamel.'^ If this 
coating is on metal and is properly formulated, it may be subjected 
to higher temperatures and is then termed ''baking enamel.^' This 
should not be confused with "vitreous enamels'' which are inorganic 
in composition (page 461). 

Lacquers (Pyroxylin Varnish). — ^Lacquer and varnish coats are 
similar in appearance, but are quite different in composition. 
Lacquer coatings developed from spirit varnishes which were merely 
solutions of resin in a volatile solvent and the coatings were quite 
brittle and short lived. The only surviving spirit varnish today is 
sheUac which is lac resin dissolved in alcohol; it has individual 
properties possessed by no other coating. Originally lacquer was 
used mainly as a decorative coating for small objects and never in 
exterior coatings. 
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At the close of the war of 1914-1918, the solvent and cellulose 
manufacturers had no outlet for their products and finally hit 
upon the idea of lacquer manufacture for exterior coatings, for 
automobiles and motor boats. Development of spray painting was 
largely responsible for this type of coating. This lacquer was a 
solution of nitrocellulose (pyroxylin), with some resin, in a suitable 
solvent. The resulting coatings were good looking but were sadly 
lacking in adherence and durability. These defects were gradually 
remedied; the adherence was increased by the addition of suitable 
gums or resins, and the durability and flexibility were improved by 
substances that were merely solvents of low volatility called 
‘'plasticizers.’’ Nitrocellulose or cellulose nitrate is manufactured 
in several grades differing in viscosity when the same amount is 
dissolved in the same volume of solvent. This varies from to 
200 sec. as determined in a specially designed apparatus called the 
“falling ball” viscosimeter. The original lacquer cellulose was so 
viscous that a solution containing only 4 lb. per gal. could not be 
sprayed. The important advantage in the use of lacquers instead 
of varnishes consisted mainly in the speed of application, and the 
cellulose nitrate manufacturers soon devised methods for producing 
cellulose esters of any desired viscosity. 

One disadvantage of the low-viscosity cellulose is that it produces 
a weak film, and must be reinforced by increased resin content. A 
few years ago the ratio of cellulose derivative to resin was 3:1. 
Today it is almost reversed. With some 284 plasticizers, 260 syn- 
thetic resins, and 156 solvents to select from at the present writing, 
it can be seen that lacquers with almost any desired property can 
be produced. 

Lacquer, as first produced, was called collodion, a solution of the 
cellulose ester in an ether-alcohol solvent, and was used in covering 
cuts and burns. Today it is used in nail polish, cellophane coatings, 
cement, leather dopes, and many other products. 

Lacquer Enamels. — ^Like varnishes and enamels, lacquer enamels 
are merely clear lacquers plus pigment, the object being to cover as 
much area as possible with a firm, colored, permanent film at the 
lowest cost. The cheaper varieties, used on toys and other articles 
of short Ufe, are made using less cellulose ester of high viscosity, 
cheaper solvents, coarser pigments, and sometimes scrap film. 
The pigment is incorporate by grinding it in some oil, usually 
castor oil, then grinding it with the lacquer. The ball mill is very 
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satisfactory fot this purpose, and recently high-speed colloid mills 
have come into use. 

One problem in the manufacture and use of lacquer enamels is 
that of adhesion. The presence of large amounts of pigment 
reduces the adherence and gives a more brittle film than the same 
lacquer base would possess. Since this adhesion varies with the type 
of surface, the problem becomes quite complicated, each type of 
surface requiring a specially prepared enamel to obtain the best 
results. Wood, brass, and some steels are not difficult to coat, but 
aluminum and tin may require priming and several finishing coats. 
A glossy finish is usually obtained by using a clear finishing lacquer 
over the colored lacquer enamels, for colors other than red and 
black. 

Red and black lacquer enamels are in great demand as one-coat 
gloss enamels, but are rarely used as flats. Hardness is probably the 
most important property required in a lacquer enamel, with flexi- 
bility second. If the coated material is to be subjected to bending, 
the proper use of plasticizers is of vital importance, especially in 
pigmented lacquers where the film is more brittle. Increasing the 
amount of plasticizer in a lacquer usually increases the drying time 
and makes the film more flexible and softer. An enameled steel 
plate should stand impacts of a ball-peen hammer making dents 
to J4 in. in depth without cracking. It must also be remembered 
that lacquer grows more brittle as it ages. 

RAW MATERIALS 

The raw materials used in the production of paints, varnishes, 
enamels, and other special coatings may bo subdivided into pig- 
ments, oils, driers, solvents and diluents, resins, and cellulose 
derivatives. 

Pigments 

Used originally in paints and enamels for color and hiding power 
to cover the original surface so that grain and defects were hidden, 
it is recognized today that the function of the pigment in reinforcing 
the film mechanically and in preventing the penetration of ultra- 
violet light is as important, if not more so, than the color and hiding 
power. Other factors being equal, the life of the film is largely 
dependent upon the depth of color. The use of composite pigments 
instead of a simple pigment is also an important factor in giving 
greater durability because a range of particle size allows fewer voids 
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with a consequent lower porosity and greater strength for the film. 
For example, it was established from experiments conducted in 1910 
by the National Paint Manufacturers’ Association that a pigment 
composed of 60 per cent of white lead, 30 per cent ^ zinc oxide, and 
10 per cent of ^4nerts” such as barytes, silica, Oi asbestine was a 
more efficient combination for outside paints than white lead 
alone. 

Some of the important properties of pigments, aside from color 
are the following: The bulking value represents the volume occupied 
by the pigment in the finished product. This usually is expressed 
in gallons occupied per pound of pigment, or as the reciprocal, 
pounds of pigment occupying a volume of one gallon in the product. 
To calculate bulking value the true specific gravity or density 
of the pigment must be known. The hiding power of a pigment may 
be determined by standard tests,' and depends upon the difference 
between the refractive index of the pigment and the refractive index 
of the oil or other film-forming sutetance in the protective coating. 
The oil absorption characteristics are important since they deter- 
mine the amount of oil needed to grind the pigment to a sat isfactory 
paste. This characteristic^ is usually expressed in pounds of oil 
needed per 100 lb. of pigment. This property depends upon the oil 
used as a vehicle, the particle size distribution in the pigment, 
and the interfacial tensions between pigment-oil, pigment-air, and 
possibly between pigment-water. White lead, for example, is 
wetted so strongly by linseed oil that a white lead-oil paste may be 
prepared by grinding water-bearing white lead with oil. 

As has been mentioned, the particle size distribution in a pigment 
is an important factor in determining the oil-absorption character- 
istics of a pigment and the mechanical strength and life of paint, 
enamel, and lacquer-enamel films. A number of standard methods 
for determining particle size distribution are available.® Most 
pigments contain only a few tenths of a per cent or less of particles 
large enough to be retained on a 325-mesh screen. Most pigments 
have particles that average 0.1 to 5.0 microns^ in diameter. Any 
tendency of the pigment to react with the film-forming oils and 

^Gabdnee, Physical and Chemical Examination of Paints, Varnishes, 
Lacquers and Colors,” 9th ed., pp. 9-29, Institute of Paint and Varnish 
Research, Washington D. C., (1939). Hereafter referred to as Gardner, 9th ed. 

* Gardner, 9th ed., pp. 200-215. 

* Gardner, 9th ed., pp. 180-199. 

* 1 micron ** 0.0001 cm. 
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resins in a product, or with constituents of the atmosphere, should 
be carefully noted. Their influence upon the aging characteristics 
of a film is likewise important. 

White Pigments. — Excluding ‘‘extenders,^' or ‘^reinforcing pig- 
ments” (page 652), which are usually whites, the principal white 
pigments are white leads, sublimed white leads, zinc oxides, litho- 
pones, and titanium dioxide. The inorganic solids in many white 
commercial products frequently consist of mixtures in various 
proportions of the above whites along with a certain percentage 
of inerts, extenders, or reinforcing materials. 

White lead is a basic lead carbonate of somewhat variable com- 
position. It may be approximately represented by the formula 
(PbC08)2‘Pb(0H)2. This is one of the oldest pigments in use 
and is made by at least five different processes:^ Old Dutch, Carter, 
French, Rowley, and Sperry electrolytic. 

White lead possesses good hiding power and mixes very readily 
with oil to form a smooth paste. Although white lead reacts to 
some extent with linseed oil, the reaction is not sufficient to give a 
hard brittle film such as is characteristic of some pigments; with 
white lead as pigment, the vehicle film is tough and elastic. The 
use of white lead alone is not to be recommended any more than is 
the use of any single pigment. It tends to produce incipient 
chalking, with a slight roughening of the surface, causing the 
adherence of soot and dust particles that leave an unattractive 
coating. The darkening of coatings containing white lead in indus- 
trial atmospheres has been attributed by some to the conversion 
of lead carbonate to black lead sulfide. 

PbCOs (white) + H^S = PbS (black) + H 2 O + COz 

The resistance of basic lead sulfate to darkening in similar atmos- 
pheres has been attributed to the fact that the lead is already 
combined as sulfate; the fact that part of the lead in basic sulfate 
is present as Pb(OH )2 seems to have been overlooked. 

In an investigation* sponsored by the National Association of 
Paint Manufacturers, one of the authors had the opportunity to 

‘ Risgel, ‘^Industrial Chemistry,” 3d ed., pp. 533-644, Reinhold Publishing 
Corporation, New York (1937), Mantbll, “Industrial Electrochemistry,” 
2d ed., McGraw-Hill Book Company, Inc., New York (1940). 

* Mellon Institute of Industrial Research, ‘‘Smoke Investigation,” BvU. 6 
(1913), Pittsburgh, Pa. 
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study the darkening of white outside paints in industrial atmos- 
pheres. This investigation showed that paints containing white 
lead pigments darkened, but that the discoloration was due to the 
deposition of soot and other carbonaceous material in the more 
or less porous film. No sulfides were found in the film, and the 
film thickness was not much decreased during the exposure period. 
The most notable change in the films containing white lead was 
conversion of carbonate to sulfate. 

In this same investigation, pidnts containing basic lead sulfate 
did not darken, but these coatt decreased in thickness during 
exposure, showing chalking, and it seems justifiable to infer that 
they did not darken, because deposited soot and dust were washed 
away by rain. 

That the darkening of outside paints containing lead compounds 
as pigments is not due to lead sulfide formation is in agreement 
with our knowledge that hydrogen sulfide evolved into industrial 
atmospheres is quite rapidly oxidized to sulfur dioxide and sulfuric 
acid. It would, therefore, seem that lead pigments would not 
be darkened because of the formation of lead sulfide unless the 
source of hydrogen sulfide was near the paint coating, a situation 
that might be encountered in the chemical laboratory or in certain 
industrial plants, but rarely in outdoor exposure. 

Sublimed white lead is a basic lead sulfate, having the approxi- 
mate composition (PbS 04 ) 2 *Pb(OH) 2 , made by roasting galena, 
then oxidizing the volatilized lead sulfide in an air blast, and collect- 
ing the cooled finely divided product in bags. If the product is 
darkened by the presence of finely divided lead, it is called sublimed 
blue had. 

Titanium whites are the newest white pigments. They range 
all the way from fairly pure titanium dioxide to mixtures containing 
as little as 25 per cent of titanium dioxide mixed with barium 
sulfate, calcium sulfate, magnesium silicate, zinc oxide, or other 
white pigments. Most titanium dioxide is made from ilmenite, 
Fe0-Ti02, by solution in sulfuric acid, precipitation of the hydrated 
titanium dioxide, and calcination to expel the combined water. 
Due to the high refractive index of titanium dioxide, these pigments 
possess excellent hiding power and are widely used in all sorts of 
exterior and interior organic coatings. Titanium whites impart 
excellent properties to coatings by mechanically reinforcing and 
increasing the life of the film. 
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Lithopone is made by the coprecipitation of insoluble barium 
sulfate and zinc sulfide by mixing solutions of barium sulfide and 
zinc sulfate under carefully controlled conditions. 

ZnS 04 (ag) + BaS(ag) = ZnS(s) + BaS 04 (s) 

The precipitate usually contains 70 to 75 per cent of barium sulfate, 
the remainder being zinc sulfide. 

Zinc oxide for use as a pigment is produced in a variety of ways 
but almost all of them involve the controlled oxidation of relatively 
pure zinc vapor (page 169). Zinc oxide is extremely effective 
in excluding ultraviolet light from paint or enamel films. 

Reinforcing Pigments. — In relatively small amounts, the pig- 
ments grouped under this head are useful in overcoming the defects 
of other pigments, but they should never be used in excess. They 
may be divided into two classes: (1) those that grind in oil to 
produce a white paste, and (2) those that are practically transparent 
in oil. The former dilute other colors to produce a lighter tint and 
hence are called diluents. Those that do not produce white pastes, 
due to the fact that they have about the same refractive index as 
oil, will, when used with colored pigments, allow the full strength 
of the colored pigment to be effective. Reinforcing pigments 
of this type are called hoses. 

The chief diluents are asbestine, talc, and china clay; the prin- 
cipal hoses are silica, natural and precipitated calcium carbonate, 
gypsum, and natural and precipitated barium sulfate. 

Blue Pigments. — One of the chief blue pigments is Prussion 
blue, Fe 4 [Fe(CN) 6 ] 8 , which also has such names as Paris blue, 
Chinese blue^ and milori blue. This pigment is made in a variety 
of slightly different ways, the depth of color varying somewhat 
with the method. In the usual method, it is made by treating 
freshly prepared aqueous solutions of ferrous sulfate with solutions 
of potassium ferrocyanide. A white or greenish-white precipitate 
of ferrous ferrocyanide is formed, which is oxidized with a reagent 
such as bleaching powder to the ferric ferrocyanide (Prussian 
blue). The coloring power of this pigment is very great. It is 
one of the best blues in this respect; oz. will tint 20 lb. of zinc 
white a perceptible blue. It is quite permanent, resists the action 
of atmospheric agencies and light, absorbs much linseed oil which 
it tends to preserve, and presents a glossy surface even after long 
exposure. Prussian blue cannot be used with whiting, basic car- 
bonate white lead, or other basic pigments because it reacts with 
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them to precipitate ferric hydroxide which imparts a reddish tinge 
to the mixture. 

Another blue pigment is ultramarine^ a complex sodium alumi- 
num silicate and sulfide which occurs in nature as the mineral 
lapis lazuli. The pigment may be made by fusing together clay, 
sodium sulfate, and carbon. A portion of the sulfate may be 
replaced by carbonate. Depending upon the process of manu- 
facture, the color may range from a pale greenish blue to a violet 
blue. It is much used as a laundry blue and for neutralizing yellow 
tones in fabrics, starch, and paper. It is stable toward alkalies 
but evolves hydrogen sulfide in contact with acids. Although 
ultramarine is a satisfactory pigment for painting on wood, it is 
not a good pigment for painting on iron because of its sulfide 
content. It should not be used w|th such pigments as white lead 
and chrome yellow b(»cause of the darkening that results from the 
lead sulfide formed. 

Other blue pigments are copper phthalocyanine and cobalt blue, 
the latter usually containing about 30 to 35 per cent of C08O4 and 
65 to 70 per cent of AI2O3. 

Green Pigments. — The green pigments may be divided into 
two classes: (1) those having an inherent or natural green color^ 
and (2) those prepared by an intimate mixture of blues and yellows. 

The most important green pigment of the first class is chromium 
oxide, Cr203, also known as permaneyit green or GuigneVs green. 
It is brilliant dark green in color and possesses unequaled per- 
manence. It is not affected by atmospheric agencies and light, 
nor, if pure, by acids or alkalies. It does not interact with other 
pigments, has good body, good covering power, and possesses 
inhibitive properties when used in paints for metal surfaces. It 
frequently is mixed with chrome yellow but the mixed pigment 
will not withstand acids and cannot be used above 300®F., whereas 
the pure chromium oxide is resistant to temperatures as high as 
800°F. The chief handicap of chromium oxide as a pigment is 
its high cost. 

The more widely used green pigment, chrome green (also called 
Brunswick green, Prussian green, or green vermilion), consists of ^tn 
intimate mixture of Prussian blue and lead chromate {chrome 
yellow). It can be made by grinding together these two colors, 
but it is more often prepared by precipitating these two colors 
on barium sulfate or lead sulfate. By varying the relative amounts 
of chrome yellow, Prussian blue, and white pigments, a great 
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variety of shades and tones of green may be obtained. The chrome 
greens have better covering power than any other green pigments. 
They are not recommended as pigments for primer coats on iron. 
They should not be used with pigments containing sulfide sulfur, 
nor with basic pigments such as basic carbonate white lead or 
whiting. Chrome greens cannot be used with acids, which dis- 
solve the chrome yellow and cause the green to change to blue. 

The Paris greens {emerald green or Schweinfurt green) are used 
to a limited extent as green pigments. These greens are copper 
acetoarsenites or -arsenates. 

Yellow Pigments. — The chief yellow pigments are chrome 
yellow, zinc chrome, yellow ocher, orange siennas, and cadmium 
yellows. 

The chrome yellows contain lead chromate, PbCr 04 , as their 
chief constituent, made by precipitation from a solution of a soluble 
lead salt with a solution of a dichromate. Depending upon the 
shade desired, however, the pigment may contain lead sulfate 
(which may be precipitated simultaneously with the chromate by 
the addition of sulfuric acid or other soluble sulfates), gypsum, 
china clay, barytes, lead oxide (to produce a basic lead chromate), 
molybdate, or other insoluble lead salts. The lighter shades of 
chrome yellow may contain as much as 60 per cent of white pigment. 
The chrome yellows are very brilliant and have the greatest cover- 
ing power of all the yellow pigments. They are unaffected by 
light, but are darkened by sulfide sulfur and are turned orange 
by basic pigments such as basic carbonate white lead. The chrome 
yellows have been recommended in the past as inhibitive pigments 
for primer coats on metals; recent evidence, however, indicates 
that they are rather . inert in this respect, neither accelerating 
nor inhibiting the corrosion of iron or steel. 

Zinc chrome {citron yellow) j ZnCrOi, is prepared by precipitating 
the pigment from zinc salt solutions by soluble dichromates, or 
by boiling zinc oxide with solutions of sulfuric acid and dichromates. 
This pigment has good covering power, is a delicate bright sulfur 
yellow in color, is not affected by light, constituents of the atmos- 
phere, hydrogen sulfide, or other pigments, but is attacked by acids 
Tests conducted some years ago by the Paint Manufacturers^ 
Association, as well as recent tests, show that zinc chromate is 
definitely ap inhibitive pigment when used in paints to be applied 
to iron or steel. The usual recommendation is that 2 per cent 
of this pigment be added to paints for this purpose. 
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Yellow ochera are natural pigments found in many localities; 
they consist of either clay or calcium carbonate, colored with about 
20 per cent of hydrated ferric oxide. They are prepared for use 
by grinding and levigating; the latter process allows the coarser 
particles to settle out and carries the desired fine particles into a 
settling tank. The fine particles, after drying, are ready for use 
as a pigment. Ochers may be given a reddish tone by calcination 
to partly dehydrate the ferric oxide. The uncalcined ochers 
usually have a golden-yellow color, moderate opacity and spreading 
power, and they are not affected by other pigments or the con- 
stituents of the atmosphere. 

In addition to the above, cadmium yellowy CdS, either alone or 
mixed with whites such as barytas or zinc oxide, is a minor yellow 
pigment. The natural siennas^ upon calcination, usually are brown 
or dark red ; some, however, are reddish orange in color. The 
siennas, in general, possess low opacifying power and may be used 
in thin overcoats (glazes) to modify the tone of another pigment. 
Litharge, PbO, also finds some use as a yellow pigment. 

Red Pigments. — Red lead, prepared iron oxides, naturally 
occurring iron oxides, cadmium reds, and chrome reds are the 
principal pigments of this class. 

Red lead (minium), Pb804, is prepared by heating metallic lead 
in furnaces in the presence of air, whereby litharge, PbO, is formed. 
Litharge is then further oxidized to red lead by heating in muffle 
furnaces to about 375®C. (710°F.). This bright red pigment is 
unaffected by light but cannot be used with pigments or atmospheres 
containing sulfide sulfur. It requires less oil for making a paste 
than most pigments and has a pronounced effect in accelerating 
the rate of drying of oil vehicles. For this reason driers are unneces- 
sary in red lead paints; indeed to overcome this accelerating effect 
somewhat, red lead usually is mixed with inert materials when 
used as a pigment. Red lead shows decided inhibitive properties 
when used as a pigment in paints for iron and steel, and for this 
reason finds extensive use in primer coats for steel structures. 

Venetian red consists of a mixture of ferric oxide, FeaOs, and 
calcium sulfate, CaSOi. It is prepared by heating a mixture of 
ferrous su)^ate, FeS 04 , and quicklime, CaO. The amount of 
calcium sulfate varies, but may make up as much as half of the 
mixture. The color of the pigment depends somewhat upon 
the temperature of the furnace; the lower temperatures produce 
the brighter colors. 
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Venetian red is a very permanent red pigment. It does not 
affect other pigments nor is it affected by them. It forms excellent 
protective paints for wood, is especially good as a priming coat, 
but is not a good paint for metal. The calcium sulfate, which it 
contain.s, dissolves and ionizes slightly in water; the resulting 
sulfate ions are active in stimulating corrosion. Also it may contain 
some sulfur trioxidc not properly neutralized by lime during the 
calcination. It does not exert a drying action on the oil as does 
the red lead, and the longer it stands in the full amount of oil it 
IS to receive, the better paint films it seems to produce. 

Natural Iron Oxides (Indian Red, Colcothar). — These iron- 
oxide pigments are obtained by grinding red hematite iron ores, 
levigating with water, and then drying. Although they vary 
much in composition, they contain usually from 88 to 95 per cent 
of iron oxide and the remainder clay and silica. 

Their properti(\s are very similar to those of the Venetian reds; 
for metals the natural oxides are much better, since they con- 
tain no ionizing calcium sulfate nor any free acid. 

Chrome Red (American Vermilion, Basic Lead Chromate), 
Pb 2 (()H) 2 Cr 04 . — This is the most highly basic of the lead-chro- 
mate pigments. It is obtained by boiling white lead with a solu- 
tion of potassium dichromate and then treating the mass with 
a small quantity of sulfuric acid to brighten the shade. 

Its particles are granular and coarse. Its general properties 
resemble those of chrome yellow. Foi* painting on metal it has 
very excellent inhibiting powers; it is among the best of pigments 
for this puri)ose. 

Brown Pigments. — Practically all the important brown pig- 
ments contain iron oxides as the color-giving constituent. They 
may be made from various ferrous materials, usually by-products 
of other processes, or may be produced by the treatment of natural 
minerals such as the umbers and some of the siennas. 

Princess Metallic Brown (Princess Mineral). — This is an oxide 
of iron pigment mined as an ore. It occurs both as the hydrated 
oxide and as the carbonate, which are roasted at a red heat and 
then are ground. The pigment contains a high percentage of 
alumina and silica. 

It has a good brown color and is very permanent. Its 
particles are generally fine but of varying sizes. It forms 
compact paint coats that are very good for both wood and 
metal. 
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Umber is also a natural pigment consisting of a clay base con- 
taining iron oxide. It belongs to the same general class as the 
ochers but differs from them in that it contains considerable amounts 
of the brown manganic oxide. The raw umber is of a dull grayish- 
brown color, but upon burning (calcining) it turns to a reddish- 
brown, which color is very permanent. Its properties in general 
very much resemble the properties of the ochers. 

Vandyke brown consists of a mixture of red iron oxide and 
yellow ocher, darkened witn lampblack or some bituminous com- 
pound. It is very permanent upon exposure, and vrorks well in oil, 
but it seems to cause the paint to dry poorly. 

Black Pigments . — Lampblack is made by burning heavy refuse 
oils in a limited supply of air. It is in reality a soot, averaging 
about 98 per cent pure carbon. There are various grades. The 
soot from the flame is received into different chambers arranged 
in a series. The blac^k that collects in the first chamber (jontains a 
certain amount of oily matter which has passed off unbumed. 
On this account it has a brownish or grayish tint. That in the 
farther chambers is freer from the oily deposit. Lampblack in 
general possesses a grayer tone than many of the other carbon 
pigments so that it ma}^ often be recognized by this fact. Lettering 
made with lampblac’k will appear light on a background painted 
with ivory black or drop black. 

Its particles are very fine and uniform. It is very permanent 
and seems to preserve the oil with which it is mixed, thereby pro- 
ducing very permanent paints. It outlasts lead and zinc paints 
for wood. It has a specific gravity of 1.82 and grinds in 75 per 
cent of oil to a stiff paste. It retards drying. This property may 
be due to the effect of the hydrocarbon oil it contains. Toch says 
that less than 1 per cent of unburned oil will retard the drying to 
such an extent as to render the pigment unfit for use. 

Carbon Black {Gas Black ), — This pigment also contains about 
98 to 99 per cent pure carbon and is obtained by burning hydro- 
carbon gases, as natural gas or acetvlene gas, in a limited supply 
of air. It very closely resembles lampblack in most of its properties. 

Drop Black (Vine Blacky Ivory Black, Frankfort Black ), — 
This pigment is made by heating a variety of materials, such as 
waste cuttings from ivory, vine shoots, cork cuttings, and coconut 
shell, in retorts or crucibles; the residue contains the greater part 
of the carbon of the original material. The name “drop black’’ 
is applied to this substance because the product after grinding is 
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mixed with a little glue water and made into pearnshaped drops for 
sale. Drop black always contains mineral matter resulting from 
the ash of the burned material, particularly potassium salts, which 
are somewhat hygroscopic; consequently, it should be washed and 
dried carefully. It is very black; lampblack appears gray in 
comparison. 

Graphite is an allotropic form of carbon formerly obtained only 
native as a mineral, but more recently it has been prepared 
artificially, notably by the Acheson process (page 106). Both 
the natural and artificial varieties contain impurities, such as 
silica, iron oxide, and alumina. The natural form contains the 
greater amount of such substances and, therefore, the less carbon. 
The natural variety contains about 80 per cent of carbon, while the 
artificial variety contains about 90 per cent. 

Graphite causes very slow drying of the oil with which it is 
used; the long life of graphite paints may be due to this fact. Not 
only will the formation of the linoxyn be delayed but the continued 
oxidation of the linoxyn after it has formed will also be slow. It 
is this continued or progressive oxidation of the linoxyn of many 
paint coatings, notably those containing pigments possessed of 
marked drying properties, that causes the linoxyn soon to become 
very inelastic and subject to early failure. Since the oxidation 
is delayed in graphite paints, the film remains elastic for a longer 
time and, therefore, is much less readily disintegrated. 

It seems certain that carbon and graphite are stimulators of 
corrosion and hence are not to be recommended as constituents of 
primer coats on iron and steel structures. 

Metal Powders. — A number of metal powders have found 
extensive use in organic coatings to impart color or other desirable 
properties to the protective or decorative film. Metal powders 
have the advantage that they require a minimum amount of oil 
or other vehicle for suitable dispersion and hence yield films that 
are composed largely of the metal. Bronze powder has been used 
in decorative coatings for many years. More recently, aluminum 
powder has found wide use in both decorative and protective 
coatings.^ Aluminum pigment particles possess a lamellar struc- 
ture and are covered with an adherent oxide film. In a paint 
film they appear to arrange themselves horizontally, concentrating 
in the outer portion of the film and separated from each other 

^ Edwards, Aluminum Paint and Powder,” 2d ed., Eeinhold Publishing 
Corporation, New York (1936). 
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by a very adherent thin film of the vehicle. As a consequence of 
these structural features, films of aluminum paint are unusually 
impermeable to moisture, possess good ability to exclude ultra- 
violet light, and possess unusually high electrical resistance. 

Zinc dust or mixtures of zinc dust and zinc oxide are (coming into 
extensive use as pigments in protective coatings for galvanized 
structures as well as on iron and steel. Zinc dust gives films the 
well-known battleship-gray color; it seems to impart definite 
inhibitive properties when present in priming coats on iron and 
steel. Powders of lead and lead alloys (e.^., Pb, 85 per cent; 
Sb, 13 per cent; Sn, 2 per cent) also have shown good performance 
in coatings exposed to a number of types of corrosive environments. 

The Lake Pigments.^ — The lako pigments are made by precipi- 
tating some organic coloring matt^, usually a coal-tar dye, upon 
some suitable mineral base, as barytes. The base here is similar 
in its action to the cloth in ordinary dyeing; it is merely a carrier 
of the color. In addition to barytes, many other white pigments 
are used as bases. The colors used should be insoluble in water, 
oil, and the ordinary solvents used in paints and varnishes. It 
often happens, however, that they are not thus insoluble and 
then the coloring matter of the pigment dissolves in the vehicle; 
in repainting, it may oven diffuse through the superimposed layer 
of paint. If the top coat is of a different color, the diffusion is 
very objectionable. This diffusion of color is known among 
painters as “bleeding.” It may be overcome by taking advan- 
tage of the well-known property of carbon in absorbing coloring 
matters. Charcoal, lampblack, boneblack, and similar substances 
possess this property to such a degree that they are used to clarify 
colored solutions. In repainting over a paint containing a lake 
pigment, any tendency toward “bleeding” may be overcome by 
applying first a coat of black paint containing pigments of this sort. 

Lake pigments are made up in all colors and are much used in 
painting. They are usually fairly permanent in respect to light 
and atmosphere and produce very beautiful effects. 

1 The term ‘^lake’^ has its origin in the Italian word “lacca,” which was 
the term used to designate the scum that gathered on the top of the vats when 
dyeing with lac dye, which was much used by the old Italian dyers. Tin and 
aluminum oxides were used to fix the color on the cloth; the scum consisted of 
these oxides colored. Since the present lake pigments consist of minerals 
colored by means of dyes, the English modification of the Italian name has been 
applied to them. 
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Some Properties of Pigments.— Some of the more important 
properties of inorganic pigment substances, such as percentage of 
3655-A. wave length ultraviolet light transmitted by a 0.00092-mm. 
layer, specific gravity, gallons bulked by 1 lb. of pigment, and oil 
absorption (pounds of oil needed to form a paste with 100 lb. of 
pigment) are given in Table 89. 


Table 89. — Properties of Pigments 


Pigment 

Trans- 
mission 
3655 A. 
light by 
0.00092- 

mm. 
layer, % 

Specific 

gravity 

Bulking 

value 

(approx.) 

Oil 

absorp- 

tion 

(approx.) 

Basic lead carbonate 

61 

6 4-6 8 

'' .017-0 019 

8-17 

Lithopone (30 % ZnS, 70 % BaS 04 ) 

43 |4 3 

.028 

11-18 

Titanium dioxide 

18 

3 9 

031 

10-25 

Zinc oxide 

0 ! 

5.57-5 f)6|0 021 

12-21 

Zinc sulfide 

22 

4.0 

03 

10-18 

Asbestine 

90 i 

2.85 

042 

15-30 

Barytes 

65 

46 

0265 

6-12 

Silica 

85 2 65 

0453 

20-50 

Carbon black 

0 

1.79 

064-0.069 

40-350 

XJltramarine blue . ... 

85 : 

2 33-2.39 

0 05-0.052 

28-38 

98 % chromium oxid(' 

0 

5.09 

0 0236 

11-70 

98 % lead chromate 

4 5 1 

6.00-6.05 

0 019-0 0201 

10-20 

Zinc chromate ... 

32 ; 

3 28-3.53 

0 034-0.036 

15-27 

98 % iron oxide, hydrate . . . 

0 5 - 

4.0-4. 1 

0 0295 

20-70 


Drying Oils and Driers 

Excluding the mineral (petroleum) oils, which are mixtures of 
hydrocarbons, and a few other substances to which the name oil 
is applied, the oils in general are esters of high-molecular-weight 
fatty acids with the polyhydric alcohols such as glycerin. These 
fatty oils, which are almost invariably of animal or vegetable 
origin, may be classified for convenience into (1) nondr 3 ring, (2) 
semidrying, and (3) drying oils. CJonsiderable quantities of semi- 
drying and large quantities of drying oils are used annually as the 
vehicle in protective organic coatings. Roughly, fatty oils of these 
three classes may be distinguished on a basis of the characteristics 
of the film formed when a thin layer of the oil is spread on a smooth 
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surface and exposed to air and light for a few hours. The drying 
oils assume a comparatively firm, hard surface which does not 
stick to the finger; the semidrying oils form a film which is more 
or less firm but remains somewhat sticky (tacky) ; and the nondrying 
oils never form a firm film, but remain oily and eventually become 
rancid. 

Film Formation by Oils. — The film-forming properties of oils 
are related to their molecular structures. In the first plactc, th(» 
oil must be an ester of a fatty acid possessing two or more double 
bonds between carbon atoms a single double bond in the acid 
radical of the ester does not confer drying properties. Further- 
more, the presence of conjugated double bonds (i.e., the structure 
CH=CH— ) intensifies the drying tendency 
of an oil. It is for the latter reason that tung oil {China wood 
oil or wood oil) and oiticica oil possess drying tendemaes greater 
than linseed and 'perilla oils. Recently, drying oils have been 
made from nondrying and semidr>dng oils; the production of 
dehydrated castor oil from castor oil is an important example. 

As has been mentioned previously (page 545), the formation 
of a solid film from a drying oil depends upon the absorption of 
oxygen. The freshly applied film does not begin, however, to 
take up oxygen at appreciable rates during an initial induction 
period, the length of which appears to be determined by the amount 
of natural antioxidants in the oil. The induction period is shortened 
by the i)resence of driers (page 509). The oxygen absorbed is 
believed to form p('roxide linkages at the double bonds in the oil; 
this step being followed by the splitting off of volatile oxidation 
products such as low-molecular-weight aldehydes and acids, carbon 
dioxide, and w^ater. The splitting off of these oxidation products 
creates a situation favorable to the formation of linkages between 
the residual molecules of oil with consequent gel formation which 
immobilizes the film. Once gelation has occurred, no further oxygen 
absorption can be detected. The initial gel structure (isogel) 
apparently consists of a continuous three-dimensional solid network 
surrounded by a licjuid phase of about the same chemical composi- 
tion. Following this, the solid phase gradually grows at the 
expense of the liquid phase as the gel ages to produce finally a film 
in which the three-dimensional linkages are quite complete. In 
this process the film distensibility decreases gradually and, with 

^ McCutchbon, Seltz, and Warner, “General Chemistry,’* 3d ed., pp. 
549, 565, 569, 571, 572, 597, D. Van Nostrand Company, Inc., New York (1939). 
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sufficient aging, the film becomes brittle. It is generally believed 
that a solidified film of drying oil has a structure similar to that 
of resin films. 

Drying and Semidrying Oils. — Linseed oil is the most widely 
used of the drying oils. Others, in approximate order of impor- 
tance, are iung oil (China wood), perilla oil, oiticica oil, and dehy- 
drated castor oiL The most important semidrying oils from the 
standpoint of the protective coating industry are soybean oil and 
the various fish oils. Ordinarily, the semidrying oils are not used 
alone, but are blended with drying oils in proper amount to give 
the desired film-forming properties. 

Linseed Oil. — For the manufacture of paints and varnishes 
linseed oil is most important. It is obtained from the seed of the 
common flax, which is grown quite generally over the central, 
western, and northern portions of the United States, although 
the bulk of the seed comes from Minnesota and the Dakotas. The 
flax is cultivated extensively also in Canada, Argentina, India, and 
southern and western Russia. The seed is usually the sole object 
of the cultivation; the fiber of the plant is generally wasted. 

Linseed oil may be obtained from the seed by any one of three 
different methods: the hydraulic-press method, the continuous- 
expeller method, and the extraction method. 

The hydraulic-press method is the oldest of the three, and much 
of the oil is still obtained in this way. The seed is crushed to a 
very fine meal between chilled-iron rolls, and the meal is then 
heated to about 80®C. with constant stirring. When sufficiently 
hot, it is molded into cakes weighing about 20 lb. The cakes arc 
wrapped in cloth and pressed with hydraulic pressure, which 
amounts at a maximum to about 2 tons per sq. in. The seed is 
pressed but once and the resultant cake, which still contains from 
4 to 8 per cent of oil, is used as cattle food. Oil obtained in this 
way is known as hot-pressed oil. 

In order to remove suspended particles of meal, the oil is filtered, 
but this purification is not sufficient since there are always present 
in a dissolved state certain amounts of albuminous or mucilaginous 
substances and water. To precipitate dissolved matter as far 
as possible, the oil is conducted into storage tanks and allowed 
to stand from 4 to 6 months. The resultant sediment is known as 
foots.” The longer it is stored the better, since it seems to be 
characteristic of linseed oil to deposit foots almost indefinitely. 
The supernatant clear oil is the raw oil of commerce. 



OmANlC PROTECTIVE COATINGS 


663 


Cold-pressed oil is of superior quality but the quantity pro- 
duced is relatively small. The oil is lighter in color, and more 
fluid than the hot pressed; it contains less sedimentary matter, 
probably because it contains less solid fats and foreign substances. 
About 15 per cent of oil is left in the cake; in consequence, this 
method is less in favor among the oil producers. In the conlin- 
uous-expeller method the crushed seed is forced by a screw through 
a cone-shaped grating. The oil trickles through the grating and 
the pressed meal comes out at the end. This process requires 
Jess hand labor than the older method, but allows somewhat 
more of the oil to remain in the meal. 

In the 2 xtraction process the oil is dissolved from the meal by 
leaching with petroleum naphtha. The naphtha is distilled 
from the extract and used over again. It is very difficult to remove 
the last traces of naphtha, and the oil obtained by this method 
generally has the odor of the solvent. 

The adulterants to be looked for in linseed oil are mineral, 
rosin, corn, cottonseed, menhaden, hemp, and rapeseed oils. The 
cheapest and perhaps the most frequently used are mineral and 
rosin oils. If the saponification value (page 568) of linseed oil is 
low, it may be adulterated with a hydrocarbon oil, as mineral or 
rosin oil, but a normal saponification value is no proof that the oil 
is not adulterated. An oil rich in olein, such as cottonseed, might 
be present; the mixture would still be completely saponifiable. If 
the iodine value is low (page 568), the adulterant might be either a 
hydrocarbon oil or an oil rich in olein. If both the saponification 
and iodine values are low, then a hydrocarbon oil is indicated. 

Boiled Oil.^ — The drying of linseed oil may be hastened by 
the so-called boiling of the raw oil. This boiling consists of 
heating the oil with driers (page 569), sometimes in an open kettle 
with direct fire or, more usually, in a steam-jacketed kettle or with 
steam coils, to about 150®C. During the heating, the driers 
dissolve to some extent and a certain amount of polymerization* 
of the oil is believed to take place. The driers used consist usually 
of the linoleates, resinates or borates of lead, manganese, and other 

^ It must be understood that the term ‘‘boiled'^ as applied to any of these 
prepared oils is incorrect, since none of the fatty oils can, in the true sense, be 
boiled. 

* A substance is said to polymerise when it changes into another form having 
the same elements in the same proportion but a higher molecular weight such as 
would result from a combination of two or more molecules. 
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metals. Boiled oils prepared with lead driers contract upon 
oxidizing; those with manganese expand. Usually the two com- 
pounds are used together in quantities sufficient to introduce about 
0.5 per cent of metallic lead and 0.02 per cent of metallic manganese. 
Raw oil dries in 3 or 4 days when exposed in a thin layer; the boiled 
oil dries to a hard film in less than 24 hr., even in as little as 8 hr. 
indoors, if conditions of temperature and humidity are favorable. 
This increased rate seems to be due to the fact that the metallic 
compounds act as catalytic agents. Boiled oil is usually a dark-red 
color; the (^olor depends upon the amount and kind of drier used, 
and the length of time and the degree to which the oil has been 
heated. Boiled oil costs usually about 1 ct. per gallon more than 
the raw oil. 

A “cold-boiled^^ or “bung-hole’^ boiled oil is prepared by 
mixing with the cold or only slightly heated raw oil comparatively 
small quantities of concentrated solutions of the metallic compounds 
or driers. These concentrated solutions consist of metallic resinates 
dissolved in hot linseed oil and turpentine. Such “boiled"' oils 
are quite inferior products. 

Bleached Oil . — The glycerides that compose the fatty oils are 
colorless, but the oils themselves are usually colored to some degree 
by the presence of impurities. The yellow color of linseed oil is 
objectionable for the making of white paints and pale varnishes. 
The color can be removed in a large measure by the oxidation, or 
some other chemical transformation, of the colored substance. 
The process generally employed consists of the addition of sulfuric 
acid and the blowing of air into the oil at the same time. A cloudi- 
ness develops after which the oil is allowed to stand until settling 
takes place, or it is filtered. Various other bleaching agents such 
as oxides and peroxides are employed. Chemically bleached oil 
is said to wear not so well as the raw oil. 

China Wood or Tung Oil . — This oil is obtained by pressure 
from the nut of the tung tree, native to China and Japan. The 
color of the oil varies from pale yellow to dark brown and it has a 
strong characteristic odor, which may be used as a ready means 
of identification. During recent years the tung tree has been 
grown on a considerable scale in the southern part of this country. 

Tung oil differs from all the other oils in respect to two rather 
noteworthy characteristics. In bulk, when exposed to light, a 
flocculent white precipitate is produced, which gradually increases 
in amount until after some months the oil becomes a solid whitish 
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mass. This change is known as the light break. When heated 
to about 250®C. the oil coagulates with the formation ol a jellylike 
mass. After cooling it is not again made fluid by heating or by the 
addition of the ordinary solvents. This gelatinization is believed 
to be due to polymerization. It is not due to oxygen absorption. 

When raw tung oil is brushed out in a thin film, it dries with 
extreme rapidity, in 30 to 50 min. But raw tung oil is not suit- 
able for paints and varnishes, since its dried film is whitish, oj)a(jU(‘, 
and waxlike, without elasticity. Also, it has a tendency to wrinkle 
and does not adhere to the surface on which it forms. With proper 
treatment the oil acquires an ability to (by to a hard, dense, tough, 
and elastic film, said to be more durable than the linsec'd-oil film 
and more impervious to water. The n(H"(‘ssary treat mc'iit, according 
to Toch, consists of heating the oil to about 180®C. and adding 
from 12 to 15 per cent of organic salts of lead and manganese. 
These organic salts prevent the coagulation. Tung oil is much 
used in conjunction with linseed oil. In this case the linseed oil 
is added just subseciuent to the organic salt. After sufficient 
cooling, the prepared oil is thinned with turpentine or benzine 
or a mixture of both. The treated oil dries much more slowly than 
the raw oil. 

A tung-oil film is less spongy and }>orous than a linseed-oil 
film, with conseciuently less tendency to absorb and allow the 
passage of moisture. On this account it has proved very useful 
for the manufacture of enamels, waterproof paints, and varnishes. 
It is excellent for out-of-door work. Toch says that by the use of 
tung oil, paints can be i)repared that dry w(dl in damp atmospheres. 
The film from the prepared oil is hard and not readily scrai(died. 
When it is \ised in large amount with a small amount of resin, 
floor varnishes can be pioduced that do not show heed marks. 

It is claimed that ex(‘ellent varnishes can be made by the use 
of tung oil and common rosin or colophony. This is rather remark- 
able, since rosin lacks hardness and is very brittle. Equally good 
results are not secured when rosin is used in tfiis way with other 
oils. The value of the oil has been said to lie in its ability to form 
actual combinations with the abiotic acid of the rosin. 

Perilla oil has not been used to any great extent as a paint oil, 
its use being confined almost entirely to varnish making. It 
comprises about 30 per cent by weight of the nuts of the plant Perilla 
acymoides, growing in the East Indies, China, and Japan. During 
the last twenty years this plant has been cultivated to a certain 
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extent in the United States. It does not have so good drying 
quality as linseed oil, but it may be greatly improved in this respect 
by the aid of driers (page 669). One great objection to perilla 
oil has been its high surface tension which causes creeping and the 
formation of droplets on the surface of the film. This defect may 
be offset by blending with oils of lower surface tension or by heat- 
treating and blowing at about 260®C. (500®F.) to increase the 
viscosity. Exposure tests on perilla oil films show them to be as 
durable as ones made from linseed. Driers dissolve readily in 
this oil; when lead or manganese compounds are used as driers, 
the oil should be blended with about 30 per cent of linseed. Cobalt 
driers may be used without the addition of linseed to yield an 
extremely glossy film. 

Oiiicica oil is obtained from the Licania rigida which grows 
chiefly in Brazil, and is mostly heat-treated to give a permanent 
drying oil. It has a characteristic greenish color due to chlorophyll. 
Half a million pounds of this oil were imported in 1940, and its use 
is increasing rapidly. It forms films that are more brittle and less 
resistant to water, alkali, and heat than films of tung oil. It has 
been found, however, that this oil may to a certain extent be sub- 
stituted for tung oil in tung-linseed varnishes in which the tung 
oil content is not too high. A glyceride of licanic acid, a 7 -keto 
acid containing three conjugate double bonds in an 18 carbon 
atom chain, is considered to be the drying constituent of this oil. 

Dehydrated castor oil, originally made by the destructive distilla- 
tion of castor oil, is now made almost entirely by catalytic dehydra- 
tion and vacuum distillation. Like oiticica oil, this is one of the 
comparatively new products that are under investigation as sub- 
stitutes for tung oil. It seems to be more favorably regarded than 
oiticica oil by the varnish manufacturers. ‘‘Synthenol,” “ Isolene,” 
‘^Dehydrol,'' and “Castung” are trade names for this product 
made by various manufacturers. Approximately 5 million pounds 
of dehydrated castor oil were made in 1940, and developments 
seem to point toward a continued increase in its use. 

When used in varnish manufacture, it is necessary to body the 
oil by heat-treatment to a 2 to 3 viscosity (bubble test) to make 
it similar to tung oil. It has a longer gelation time than tung oil, 
which is a desirable feature in handling a batch in the varnish 
kettle. 

Soybean Oil . — ^The soybean is native to Manchuria, but has 
been rather extensively introduced into the United States, especially 
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in the southern portion. There are as many as 280 known varieties, 
and more may exist. All varieties do not yield oil suitable for 
paints; much of it is used for making food products and soaps. 

From 10 to 16 per cent of oil is obtained from the soybean 
by the method of hot pressure. Except that it has perhaps a 
slightly darker color, it is very similar in all its physical charac- 
teristics to linseed oil, so that it is somewhat difficult to distinguish 
between the two. Soybean oil contains about 15 per cent of 
saturated fats, largely palmitin. The unsaturated fats are chiefly 
the glycerides of oleic and linoleic acids, about 56 per cent of the 
former and 20 per cent of the latter. 

The raw oil produces an dbustic film but dries rather slowly, 
although it can be converted iilto a very suitable drying oil by 
the use of the proper driers, whidh according to Toch, are mixtures 
of the tungates and resinates of lead and manganese. The tungates 
are the soaps produced by the reaction of lead and manganese 
compounds with tung oil. The resinates are the products of the 
reaction of the metallic compounds with common rosin. The 
soybean oil is said to dry to a hard resistant film in 24 hr. when used 
with 6 to 7 per cent of this drier. It is very susceptible to the 
drying action of the tungate of trivalent cobalt, but the cobaltous 
compound is not active. The film of soybean oil is said to wear 
not so well as that of linseed oil for exterior use, but is reported 
to be equally good for interior work. The oil is not used alone 
but in conjunction with linseed oil. 

Fish oils, of which menhaden oil is the most important, have been 
used for many years as semidrying oils. They generally are used 
in conjunction with drying oils such as linseed. In smaller amounts, 
oils from sardines and other fish are used in the industry. Recently, 
research has been directed toward obtaining a drying oil from 
whales. Improvements in collecting and refining these oils have 
overcome to a great extent their objectionable odor and have 
made them more satisfactory as substitutes for more expensive 
drying oils. They are not suitable for paints in the raw state but, 
when treated with tungate and ruinate driers, they become fair 
drying oils. They do not blister and peel so readily as other paint 
oils when exposed to elevated temperatures and the weather. For 
this reason they are especially suitable in coatings for smokestacks 
and boiler fronts. Films of dried fish oil have good water resistance. 

Rosin Oil . — Although this oil is not a fatty oil and does not 
possess to any extent the properties that a good paint ‘oil should 
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have, it is nevertheless frequently introduced into paint oils as 
an adulterant. On this account, mention is made of it here. 

When rosin is subjected to destructive distillation, various 
decomposition products are obtained. Chief among these products 
is rosin oil; there is about 85 per cent of it in the distillate. The 
crude oil is dark and viscous, \vith a marked characteristic odor and, 
because rosin is carried over mechanically to a small extent during 
distillation, it is acid in character. The oil is refined and various 
grades are ])roduced with colors varying from dark red to pale 
yellow. The refined oil consists almost entirely of hydrocarbons 
and is uiivsaponifiable. It has a bluish bloom or fluorescence, which 
is less pronounced in the more highly refined oils. It dissolves 
readily in ether, chloroform, turpentine, and petroleum spirit. 
It has some drying properties due to oxygen absorption. It is 
among the cheapest of all the oils and is consequently much used 
to adulterate other oils. 


Table 90. — Pkoperties of Drying and Semidrying Oils* 


ou 

Specific j 

gravity 
15715‘»C. 

Refractive 

index 

Saponifica- 
tion value 

Iodine 

value 

Arid 

value 

Linseed 

0.930-^.938 

1.4835(22‘»C.) 

188-195 

175-202 

1.0-3. 5 

Tung 

0.9.39-0.949 

1.5030(19®r.) 

190-197 

163-171 

2.0 

Perilla 

0.928-0 937 

1 4815(25°C.) 

188-194 

185-206 

1. 0-5.0 

Oitioica 

0.967-0.977 

1 . .5090 - 

1.5141(25®C.) 

186-192 


4. 0-6.0 

Dehydrated castor . . . 

0.954 -0 958 


188-194 

112-120 

3. 5-6.0 

Castor 

0.960-0.967 

1.4773(25®C.) 

175-183 

84 

0.12-C.80 

Soybean 

0.924-0.927 

1. 4762(15. 5°C.) 

189-193.5 

122-134 

0.3-1. 8 

Menhaden 

0.923-0.933 

1 

1.480(1 5. O^C.) 

i 

189-192.9 

148-185 

3.0-11.6 

i 


* The larger treatises on drsung oils should be consulted for a discussion of the influence of 
various refining and other treatments upon the value of these oil characteristics. 


Properties of Dr3ring Oils. — The chief properties which deter- 
mine the suitability^ of fatty oils for special purposes and which 
are used for their identification and specification are the following: 
(1) the specific grcwity, (2) The saponification value^ which repre- 
sents the number of milligrams of potassium hydroxide required 
for the complete saponification of one gram of the oil. In this test 
potassium hydroxide is consumed in neutralizing any free acid as 
well as in saponifying the glyceryl esters present. (3) The acid 
value which is equal to the number of milligrams of potassium 
hydroxide required to neutralize completely the free fatty acid in 
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one gram of oil. The difference between the saponification number 
and the acid number is known as (4) the ester number. The acid 
value and the saponification number can be used to detect adultera- 
tion by unsaponifiable substances and to determine the mean 
molecular weight of the fatty acids in the oil. (5) The iodine value 
represents the number of centigrams of iodine taken up by one 
gram of oil. The absorption is due mainly to direct addition of 
iodine at the double bonds in the oil molecule, but may in part 
consist of substitution of iodine for hydrogen atoms. The iodine 
value thus gives information oh the extent of unsaturation in the 
oil, a stimctural feature that has previously been related to the 
oxygen-absorbing and drying qualities of the oil. 

For the details of making and interpreting the above and other 
standard tests on oils, the reader is referred to the larger treatises. ' 
Some of the properties of the coitimon drying and semidrying oils 
are given in Table 90. 

Driers.^— For many years substances called driers have been 
added to the drying oils used in the production of organic protective 
coatings to accelerate the rate of drying of films, and to a certain 
extent to control tlic physical properties of the film. I'hey function 
as catalysts in the addition of oxygen at the double bonds in the 
oils during the early part of the drying period; their presence 
appreciably shortens the induction period (page 561) and accelerates 
the formation of the polar groups necessary for film formation. 
The tensile strength, elasticity, and other physical properties, as 
well as the aging properties of the film are infiuenc(‘d by the amount 
and kind of drier used. Driers, in general, are organic compounds 
of those metals which are capable of readily existing in several 
states of oxidation. Most extensively used are the resinates, 
linoleates, and naphthenates of lead, manganese, and vanadium. 
Cobalt driers influence especially the surfacc^-drying properties of 
oils, whereas manganese and lead compounds affect the through 
drjdng of the film. It is therefore necessary to maintain a careful 
balance of various driers in any product, especially when the film is 

^ Furman (editor), '^Scott's Standard Methods of Chemical Analysis/' 
Vol. II, 5th ed., pp. 1764-1801, 1839-1877, D. Van Nostrand Company, Inc., 
New York (1939). Lewkowitsch, “Chemical Technology and Analysis of 
Oils, Fats and Waxes,” 3 vols., The Macmillan Company, New York 
(1921-1923). Gardner, 9th ed., pp. 284-305. 

* Krumbhaar, “ Chemistry of Synthetic Surface Coatings,” pp. 45-67f 
Reinhold Publishing Corporation, New York (1937). Ind Eng. Chem.. 

20 , 386 (1934). Gardner, 9th ed., pp, 306-311. 
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to be exposed to elevated temperatures during drying. Driers are 
used in relatively small amounts; c.gr., 0.50 per cent of lead or 0.05 
per cent of manganese when used alone in linseed oil (percentages 
on a basis of metal content). 

Driers may be incorporated in an oil by adding oxides or other 
inorganic compounds to the oil and heating, the inorganic com- 
pounds being converted into organic metallic compounds that 
are soluble in the oil. However, the favored practice is to prepare 
an oil-soluble organic compound of the metal separately, and then 
add a solution of the compound in a thinner such as turpentine or 
benzine to the oil. The latter practice has the advantage that 
the drier content of a product can be carefully regulated in a 
quantitative manner. These solutions of driers are frequently 
called japan driers, 

Resins, Cellulose Derivatives, and Plasticizers 

On a basis of their performance and behavior, resins may be 
defined as natural or artificial mixtures of organic substances which 
are soluble in organic solvents at some stage in their development 
and, when deposited from suitable solvents, form a continuous 
adherent film. In general, the resins do not crystallize when 
deposited from solvents and they possess a softening range rather 
than a sharp melting point. The resinous state is a consequence 
of the development of large molecules of varied size and shape. 
As a consequence, resins are obtained from a great variety of natural 
and artificial sources and possess great diversity of chemical 
compositions. 

For many years resins of suitable properties have been used 
either alone (spirit varnishes), mixed with drying oils (oleoresinous 
varnishes and enamels), or mixed with cellulose derivatives (lacquer 
enamels) as the vehicle or film-forming part of organic protective 
coatings. Resins are frequently classified on a basis of source 
into natural resins and synthetic resins. It must be emphasized, 
however, that this classification has no basis from the standpoint 
of their physical behavior. 

Natural Resina. — With one important exception, namely shellac, 
the natural resins originate from the exudations of plants and trees 
growing in many parts of the world. When accidentally or inten- 
tionally wounded, these plants and trees exude water-insoluble 
rednous materials from their resin ducts as a protection against 
the wound. When first exuded, these “resins^' (balsams) are 
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relatively fluid and readily soluble in a great variety of solvents, 
but after exposure, volatile constituents are lost and the residue 
undergoes oxidation and other complex reactions with a consequent 
increase in the softening temperature and chemical inertness of 
the resin, and a decrease in its solubility in the usual solvents. 
The exudations of the past have accumulated on the ground or 
become buried. As a consequence, natural resins are available 
that represent practically all stages in the transition from the freshly 
exuded balsamsy through the recent'^ resins, the “recent fossil” 
resins to the “fossil” resins. One of the most important recent 
resins is rosin and the oldest fos^ resin is amber; in between are 
the various mastic, sandarac, elemi, dammar, copal, kauri, and 
other resins. 

Rosin or colophony is the residua left after turpentine has been 
distilled from the balsam obtained from certain varieties of pine. 
In the United States the principal source is from the long-leaf, 
yellow, or hard pine found chiefly in the Carolinas, Georgia, and 
Florida. Rosin consists chiefly of abietic acid, but contains other 
constituents that restrain crystallization. It is graded according 
to color, the grades being indicated by the letters A, R, C ... to 
N ; A being the darkest grade. Two lighter grades are designated 
as WG (“window glass”) and WW (“water white”). The average 
molecular size in rosin is small which makes it questionable whether 
rosin should be classified as a resin. As a matter of fact, rosin 
without modification finds little use directly as a film-forming 
constituent of protective coatings. Its chief importance to the 
paint and varnish industry lies in the fact that it can be hydrogen- 
ated, oxidized, esterified, and otherwise converted into film-forming 
materials of a wide range of physical and chemical characteristics. 
Chief among these derivatives of rosin is ester gum, made by esteri- 
fication of the rosin acid with glycerin. 

The resinous state is more clearly developed in such recent 
resins as eZemt, mastic, sandarac, and dammar. These are soluble 
in a wide variety of solvents and, when blended with the older 
fossil resins, add toughness to the resin film due to their plasticizing 
action. Next in order of age come the copals, which are available 
in a great variety of grades on a basis of color, solubility, and 
hardness, and bridge the gap between the more recent resins listed 
above and the much older kauri resins. The copals have found 
extensive use in varnish making. Owing to their restricted solu- 
bility, they must be partly depolymerized by heat-treatment 
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before being blended with hot oils and other resins in the varnish 
kettle. 

Kauri resins are intermediate between the copals and the most 
ancient ambers. The latter are too rare to be used to any great 
extent; hence the kauri resins are the oldest fossil resins that find 
extensive use in the paint and varnish industry. Like the copals, 
their color, hardness, solubility, and other physical and chemical 
characteristics depend upon their age, which for these resins may 
run to thousands of years. Owing to their low degree of solubility 
or “compatibility,” they must be depolymerized by heat-treatment 
or “running” before use in the production of a varnish. 

The important natural resin which is not of plant origin is shellac 
(lac resin). It is produced by a parasitic insect that feeds on a 
variety of host trees found principally in India. These tiny insects, 
of the Coccidae family, suck up the sap of the tree and excrete a 
substance that dries to form a protective incrustation. The insects 
are so thickly clustered that the incrustations grow together and 
form a layer that eventually covers the twig entirely. They come 
to maturity several times each year, at which times the twigs 
containing the resinous incnistation are cut or broken off and 
constitute the product known as stick lac. Before marketing, 
the lac is refined to various degrees. Generally the resin is sepa- 
rated from the twigs by rolling or crushing, then agitated with 
warm water which extracts much of the coloring matter from the 
resin. The resin is taken up from the bottom of the vat and dried 
by exposure to the atmosphere. In this condition it is known as 
seed lac. Formerl}^, arsenic sulfide was added at this point to 
produce a uniform golden coloration, but this practice is being 
curtailed because it serves no useful purpose. 

Seed lac usually is graded and then, by further treatment, 
converted into one of the commercial varieties of lac, such as shellac, 
button lac, or garnet lac. For the organic coating industry, shellac 
is the important variety. It is prepared by drying washed seed 
lac in the sun, carefully heating it inside cloth bags from which it 
is expressed, and then stretching it by hand into large thin sheets. 
The flake shellac of commerce is made from these sheets, the grade 
depending upon the grade of seed lac employed. 

Bleached shellac is made by dissolving shellac in alkali and 
treating with a solution of sodium hypochlorite. After the shellac 
is bleached by the oxidizing action of the hypochlorite, it is repre- 
cipitated by neutralizing the alkali with sulfuric acid. 
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Shellac is soluble in both methanol and ethanol, although the 
latter does not dissolve it properly if more than 5 per cent of water 
is present in the alcohol. It is only slightly soluble in ether and 
chloroform and is almost insoluble in turpentine. Owing to its 
combined hardness and elasticity, shellac is the best of the resins for 
use in making spirit varnishes. Solutions of shellac in alcohol find 
wide use as an indoor organic coating material. They dr\^ (luickly 
to form a hard continuous film of low permeability and good 
adherence. It also is used extemrivch^ as an electrical insulator, 
as a binder in abrasive wheels, and in many forms of composition 
goods. 

Synthetic Resins. — r3uring recent years, no field of chemical 
research has been more active than that devoted to the development 
and production of synthetic resins -from readily available, cheap 
raw materials. Although it would be unsafe to say that synthetic 
resins are now aAailable that possess inoperties superior to the 
natural r(‘sins, these materials do offer a number of important, 
advantages to th(‘ organic coating technologist: (1) They furnish a 
dependable supply of resins from abundant raw materials such as 
(‘ellulose, petroleum, coal, limestone, air, salt, and water, which 
are independent of imports and world markets. (2) Synthetic 
resins may be ‘Hailor-made^^ wdth the })hysical and chemical 
characteristics best suited for a given application. 

Some idea of the complexity of the field can be gained from the 
fact that there are several hundred synthetic* resins that are of 
interest to the industry. Many of these are the same substances, or 
are similar to the ‘^plastics'' that are describc'd in Chap. XVII. 
Only a brief mention of those types which have an established 
position in the paint, varnish, and lacquer industry will be made 
here. 

Phenol aldehyde type resins when used in varnishes yield a 
product of excellent durability when exposed to high humidity, 
water, and a number of chemical reagents that attack the older 
types of paints and varnishes. Furthermore, these phenolic resins 
have been improved so that they have satisfactory color stability 
when exposed to light, a defect that formerly limited their use. 
Phenol aldehyde resins suitable for molding compositions are not 
suitable as paint and varnish vehicles because of their low compat- 
ibility with drying oils. Resins of suitable compatibility may be 
produced by (1) replacing ordinary phenol by a phenol that con- 
tains a substituent group of at least three carbon atoms in the fara 
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position to the hydroxyl group, thus producing the so-called straight 
ailrsolMe phenolic resin. (2) The ordinary resin may be modified 
by fluxing with natural resins, ester gum, or rosin to produce an 
oil-soluble mixture. 

The glyptal or alkyd resins, made by the esterification of a 
polyhydric alcohol such as glycerine with a polybasic acid or acid 
anhydride like phthalic anhydride constitute another extremely 
important class of synthetic resins for the paint industry. A wide 
range of physical characteristics may be obtained in these resins 
by replacing a part of the phthalic anhydride with natural resins, 
other polybasic acids, drying oils, etc., or by other modifications 
in the process of manufacture. These resins can be used to produce 
coatings that are converted to a solid film with or without oxygen, 
and with or without heat. The heat-converted films, especially, 
are tough, nonyellowing, chemically stable, and durable. 

Almost all the high-molecular-weight polymers, copolymers, 
and condensation products (page 532) that have been developed 
in the plastics field have been examined to determine their possi- 
bilities as constituents of organic coatings, and many of them have 
found definite fields of usefulness. 

Among the other synthetic resins that have been developed 
for use in coatings, mention should be made of the paracoumarone 
and paraindene resins (^‘Cumar^O made by polymerizing coumarone 
and indene obtained from coal-tar light oils; the resins obtained 
by polymerizing olefins produced in petroleum refining; and the 
chemically inert resins obtained by polymerizing rubber by treat- 
ment with chlorine (“chlorinated'' rubber). 

Cellulose Derivatives. — Native cellulose (e.g^., cotton) must be 
considerably degraded (depolymerized) and converted to such 
derivatives as esters and ethers before the desired film-forming 
characteristics are attained. Cellulose degradation and conversion 
also are necessary to obtain sufiicient solubility or dispersing 
tendency in available solvents, and to obtain solutions of sufficiently 
low viscosity that they may be brushed or sprayed on a surface 
and yet deposit a film of suitable thickness. The most important 
cellulose derivatives are the esters, cellulose nitrate, cellulose 
acetate, and cellulose acetobutyrate, and the ethers, methyl and 
ethyl cellulose. These substances have most of the film-forming 
characteristics of the resins except that their films lack adherence 
and have a pronounced tendency to wrinkle. For these reasons, 
suitable resins are incorporated in lacquers to provide film adher« 
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ence, and plasticizers are added to improve the flow of the lacquer 
just before it sets and to improve the toughness, elasticity, and 
smoothness of the film. 

Plasticizers. — These substances whose function has been men- 
tioned above are liquids or low-melting-point solids of extremely 
low volatility. They therefore remain a permanent part of the 
dry film. When cellulose nitrates were first employed in lacquers, 
the raw material was celluloid and the camphor in the celluloid 
acted as a plasticizer for the cellulose nitrate film. Camphor, 
however, is not an especially suitable plasticizer because it has a 
sufficiently high vapor pressure to sublime slowly from the film 
with the result that the film ages rapidly, becomes brittle, and soon 
disintegrates. For this reason, cainphor was replaced by castor 
oil which is practically nonvolatile. Owing to its tendency to 
oxidize and become rancid on exposure, castor oil has now been 
largely replaced by other more satisfactory plasticizers. Of the 
hundreds of plasticizers available today, ^ tricresyl phosphate, 
triphenyl phosphate, dibutyl phthalate, dibutyl tartrate, and diamyl 
phthalate may be mentioned as typical. 

Solvents and Diluents 

To apply organic coatings to surfaces by brushing, spraying, or 
dipping at ordinary temperatures, it is necessary to dissolve or 
disperse the film-forming ingredients and pigments in suitable 
organic liquids which act as solvents, diluents, or thinners. In addi- 
tion to their function in providing easy application, thinners must 
be selected so that the film-forming ingredients will be deposited 
as an adherent, smooth, and fairly nonporous film as the thinner 
evaporates. Obviously, the volatility of the thinner is comparable 
to its solvent power in importance. Thinners that actually dis- 
solve film-forming substances such as drying oils, resins, and cellu- 
lose derivatives may in the strict sense be called solvents. Those 
which would not by themselves dissolve the film-forming con- 
stituents should be called diluents. It is frequently possible, how- 
ever, to add cheaper diluents to solvents of good solvent power 
and thereby improve the volatility characteristics of the thinner 
as a whole and also reduce its cost. 

The most important paint and varnish thinners are petroleum 
(mineral) spirits or naphthas, turpentines, and hydrocarbons from 
coal tar. Methanol and ethanol are the important solvents for 

^ Qabdner, 9th ed., p. 575. 
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shellac. For use in lacquers and lacquer enamels a great variety 
of solvents are available, many of which are commercially pure 
chemical compounds. The chief diluents in lacquers and lacquer 
enamels are the petroleum and coat-tar hydrocarbons. 

In general, a mixture of liquids of different volatilities makes a 
more satisfactory thinner than a pure compound. If the volatility 
of the thinner is too high, the cooling effect due to rapid evaporation 
will cause condensation of moisture on the film, a defect known as 
blushing.’^ On the other hand, if the volatility of the thinner 
is too low, the film remains tacky too long. The volatility of a 
thinner can usually be estimated from a distillation test in which the 
boiling range is determined. 

Turpentines. — These widely used solvents are produced from 
the balsam exuded from pine trees, already mentioned as the 
source of rosin, or from the resinous material in the wood of dead 
pines and pine stumps, l^hat obtained from the former source 
is called gu7n spirits of turpentine and that from the latter source 
is known as wood turpentine. 

In the production of gum spirits turpentine, the balsam is placed 
in (topper stills and distilled, usually with steam. Without steam 
the heating must be very (*ar(‘fully controlled or inferior grades 
both of turpentine and rosin will be produced. After condensa- 
tion, the turpentine and water separate into layers. I'he balsam 
yields from 10 to 25 per cent of turpentine. 

Turpentine is a water-white, volatile liquid consisting chiefly of 
pinene, CioHie. It is used in paints and varnishes to dilute them 
and to increase their flowing qualities. It is exceptionally suitable 
for this purpose, because, although it is volatile, it does not evapo- 
rate rapidly; hence, it keeps the freshly applied film fluid for a 
sufficient length of time that the marks of the brush, which are 
unavoidable, will flow out and disappear. Many of the tur- 
pentine substitutes, for example some of the light petroleum 
products, i.e., gasolines and naphthas, are too highly volatile; 
they allow the film to lovse its fluidity before the irregularities have 
been eliminated. Petroleum prodinds can be prepared, however, 
that very closely resemble turpentine in this important property. 

Turpentine has a characteristic aromatic odor, which, in small 
quantity is not unpleasant; but if breathed for an extended period, 
it may become objectionable. Upon some persons it has a marked 
physiological action, causing headache and nausea; upon others 
it produces no ill effects. 
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With continued exposure to the air, turpentine undergoes 
oxidation with the formation of an aldehyde CioHisOs. The sharp 
odor of old turpentine is due to this. By continued oxidation 
it turns yellow, thickens, and forms a semisolid, sticky, resinous 
mass. By this reaction with oxygen, small amounts of ozone 
and hydrogen peroxide are produced. ^ Turpentine that has thus 
thickened is no longer desirable as a paint and varnish solvent 
or diluent. All turpentines are not equally susceptible to oxida- 
tion; some remain clear and thinly fluid for a long time, and others 
thicken within a few weeks. The change is more likely to occur 
when the turpentine is kept in containers that are only partly 
filled, or when they are loosely eitoppered or opened frequently. 

The fact that turpentine rencts with oxygen in the manner 
described, producing by-products possessed of a distinct oxidizing 
character, is claimed by some to be a matter of importance in 
connection with the drying of pamt and varnish oils. To what- 
ever degree the txirpentine functions in this manner, it is an ideal 
drier. Not only is the drying of the oil promoted during the 
critical period when it is most desired, but by the time the film 
has dried, the drier will have ceased to act. With the usual driers, the 
oxidizing effect continues even after the film has acquired solidity, 
with the result that the elasticity of the film is destroyed and its 
failure is hastened. 

Because it is an excellent solvent for all fatty oils and evaporates 
at the desired rate, turpentine is eminently suitable as a diluent 
or thinner for paints and the oil varnishes, but it is not a solvent 
for linoxyn and other dried oil films, nor is it a solvent for pyroxylin, 
i.€., the cellulose nitrate or acetate lacquers. Turpentine dissolves 
also the mineral oils. The mineral waxes, such as paraffin wax and 
ozocerite, dissolve in turpentine to a moderate degree, but beeswax 
is readily soluble. A solution of the latter in turpentine is exten- 
sively used as a furniture polish. Turpentine dissolves the soft 
resins such as rosin, dammar, and Manila copal, but it does not 
dissolve the hard copals (page 571) until after they have been fused 
and incorporated in oil. Shellac resm is insoluble in turpentine. 

Although water dissolves in turpentine to a slight degree, 
turpentine is practically insoluble in water. Turpentine is miscible 
in all proportions with gasoline and kerosene, with benzol, with 
propyl, butyl, and amyl alcohols, amyl acetate, and acetone, but 

^ Note the bleaching of the cork stopper of a bottle in which the turpentine 
has stood for some time. 
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with absolute ethyl alcohol its miscibility is only partial; with 
absolute methyl alcohol it is practically immiscible. 

Iron vessels are unsuitable containers for turpentine. It 
causes the metal to corrode, particularly at the surface of the 
liquid. Zinc-coated ware is also affected by it. In contact with 
iron, the turpentine acquires a reddish, and in contact with zinc, 
a whitish turbidity, produced by its reaction products with the 
metals. Turpentine is generally stored in tinned iron or wooden 
containers. Turpentine is expensive. It is consequently liable 
to adulteration with mineral-oil products, usually benzine and 
kerosene, which cost considerably less than half as much. 

Wood turpentine is obtained by distillation of the wood, such 
as stumps, knots, and old trunks of turpentine-producing trees. 
Its composition differs somewhat from the ‘'gum spirits,” con- 
taining a noteworthy amount of dipentene in addition to the pinene, 
but as far as its physical effects in paints and varnishes are con- 
cerned it is as suitable as the turpentine obtained from the balsam. 
It contains 2 or 3 per cent of impurities, however, such as pyro- 
ligneous and formic acids, creosote, and pyridine bases; and unless 
the turpentine has been carefully refined, it has a disagreeable 
odor that makes it somewhat undesirable for interior use. In 
recent years, a stearnrdistiUed wood turpentine has been widely 
used. This product is free from objectionable impurities and has 
an odor that is nearly as pleasant as gum spirits turpentine. 

Petroleum Hydrocarbons {Petroleum Spirit^ Turpentine Sub- 
stitute ). — In the refining of petroleum oils, the light distillate 
first obtained is refractionatcd into several grades according 
to the volatility required by the use for which the fractions are 
intended. The methods of refining and the grades commonly 
produced are described on pages 82 to 84. 

Petroleum spirit designed for use as a paint and varnish thinner 
must have a carefully regulated volatility. Although it must be 
completely volatile at ordinary atmospheric temperatures, it must 
not be too volatile, or the paint film will set before it has acquired 
a smooth surface. In the distillation test, the initial boiling point 
should not be lower than 160®C., and the end point should not 
be higher than 210®C. Ninety per cent should distill below 200®C. 
If too great a quantity of hydrocarbons that are difficultly volatile, 
such as those of the kerosene type, are present, the paint or varnish 
in whibh the thinner is used will remain indefinitely soft and sticky. 
The escape of even a readily volatile thinner is difficult after a film 
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has begun to solidify. With turpentine, the presence of a small 
residue of low volatility is less objectionable, because polymeriza- 
tion and oxidation will convert any unevaporated portion of that 
solvent into a solid mass that will be compatible with the remainder 
of the film. The petroleum hydrocarbons do not respond in this 
manner. 

Another comparison that may be drawn between turpentine 
and the petroleum solvent is, that because of its chemical inert- 
ness the latter does not serve as an oxygen carrier, to promote 
in the manner of turpentine the oxidation of the drying oils. On 
the other hand, the petroleum spirit is greatly preferable to tur- 
pentine with respect to its odor. 

Petroleum spirit is immiscible vdth water, but, with the excep- 
tion of methyl and ethyl alcohols, it mixes in all proportions with 
most of the other organic solventi Even the methyl and ethyl 
alcohols become soluble in petroleum spirit in the presence of a 
higher alcohol, such as butyl or amyl. 

With the exception of castor oil, all fatty, mineral, and rosin oils 
are soluble in petroleum spirit, but it is not a solvent for the oxi- 
dized oils such as linoxyn. It easily dissolves freshly prepared 
rosin, but old rosin is only partly soluble. Other soft resins are 
partly soluble in the petroleum spirit, but the hard resins are prac- 
tically insoluble. The petroleum hydrocarbons are not solvents 
for cellulose nitrate. 

Coal-tar Distillates. — One of the products resulting from the 
destructive distillation of coal consists of light tar oils. Among 
the many compounds that appear in the condensate when these 
oils are fractionated are benzene, CeHe, toluene, CeHs-CHg, and 
xylene, C 6 H 4 (CH 3 ) 2 . They are all water-white, limpid liquids, 
with not unpleasant, aromatic odors. Benzene boils at 80.5, 
toluene at 111, and xylene at 139®C, 

The ordinary commercial benzene consists of about 70 per 
cent of benzene and 25 per cent of toluene, with small amounts of 
other compounds. It is a good solvent for oils, fats, and soft 
resins, but it is not a solvent for cellulose nitrate. It is miscible 
in all proportions with the other organic solvents, but it does 
not mix with water. 

Solvent naphtha is a mixture of these coal-tar aromatic 
hydrocarbons. 

Other Solvents. — A large number of organic liquids are used, 
either alone or mixed with one or more liquids, as solvents and 
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thinners, especially in lacquers and lacquer enamels. Gardner 
in the 9th edition of his treatise on Paints, Varnishes, Lacquers 
and Colors^' lists about 150 organic compounds that are of interest 
to the lacquer technologist as solvents. Most of these compounds 
are alcohols, ketones, esters, ethers, and compounds that may have 
the characteristics of alcohols and ethers in the same molecule (e.^., 
cellosolve). Only a few of the more important of these com- 
pounds are listed in Table 91. 


Table 91. — Properties of Some Organic Solvents 


Solvent 

Boiling 

range, 

°C. 

Solvent characteristics* 

Methvl alcohol (methanol) 

63-67 

Dil. for N.C. and C.A. Sol. 
for some resins 

Ethyl alcohol (ethanol) 

77-80 

Dil. cosol. for N.C. Sol for 
some resins 

w-Butyl alcohol, C 4 H 9 OH ^ 

115-118 

Dil. cosol. for N.C. Dil for 
C.A. Sol. for resins 

n-Amylalcohol, CJTnOH 

130-140 

Dil. cosol. for N.C. Sol. for 
oils and soft resins 

Dimethyl ketone (acetone) 

55-57 

Sol. for N.C., C.A., and resins 

Methyl ethyl ketone, CH 8 COC 2 H 8 . ... 

70-82 j 

Sol. for N.C., C.A., and resins 

Ethyl acetate, CHsC'OOCaHft 

73-80 

Sol. for N.C. and C.A. 

Butyl acetate, CHsrOOC^H# 

120-125 

Sol. for N.C. and C.A. 

Amyl acetate, (TI^C n 

110-150 

Sol. for N.C. 

Ethyl lactate, CHaC^HOHCOOC.H^. . . 

120-170 

Sol. for N.C. and C.A. 

Diethyl ether, G 2 H 6 OC 2 H 5 

34-37 

Cosol. for N.C. Sol. for fats, 
oil, and resins 

Dioxane, C\H »02 

101 

Sol. for N.C., C.A., and some 
resins 

Cellosolve, CH 20 HCH 20 (^ 2 H 5 

132-137 

Sol. for N.C. 

Cellosolve acetate 

145-165 

Sol. for N.C., C.A., and resins 


* Dil. diluent; N.C. -» nitrocellulose; C.A. ■■ cellulose acetate; sol. solvent; ccwol. ■■ 
solvent. 


The entire thinner for a lacquer or lacquer enamel is likely to be 
a mixture of at least three types of substances such as an alcohol, 
an ester, and a hydrocarbon diluent. These are properly selected 
and proportioned to give suitable solubility for the resin and the 
cellulose derivative, and the proper rate of evaporation after 
application. 

Faint and Varnish Removers. — There are a number of liquids 
that exert a solvent action on dried paint and varnish films, but 




ORGAN IC PROTECTIVE COATINGS 


581 


being highly volatile also, they do not remain in place long enough 
to become effective. Consequently, if the liquids are entangled 
in some medium that will serve to prevent their evaporation and 
the whole is applied in a paste form, they may be advantageously 
used. A reference standard used in writing specifications on these 
organic solvent-type removers is made by dissolving 3 parts by 
weight of paraffin wax (m. p. about 55°C.j in 50 parts of benzene, 
CeHe, and adding to this a solution of 25 parts of acetone in 25 
parts of 95 per cent alcohol. 

A number of the solvents employed in the lacquer industry, 
which have already been described, are also finding application as 
paint and varnish removers. Amcmg those that are used for this 
purpose are methyl ketone, methyl ethyl ketone, and butyl alcohol. 

An active preparation of an etttkely different sort is the follow- 
ing, used also in paste form: caustic soda, 1 part; fresh powdered 
quicklime, 3 parts; and whiting 4 parts, with sufficient water to 
form a paste. This is applied and allowed to remain for a short 
time. This preparation is active because it converts the linoxyn 
into soap. Or a 10 to 12 per cent solution of sodium carbonate 
may be used, as may also a moderately concentrated solution of 
ammonium hydroxide. These liquids are used with an abrasive as 
steel wool, or a stiff-bristled brush. After the removal of paint 
or varnish by any one of these alkaline substances, the residual 
alkali on the surface of the wood must be correc’f ed with some weak 
acid, as for example, about a 6 per cent solution of oxalic acid, 
which both neutralizes the alkali and acts as a bh^aching agent. 

Special Coatings and Related Materials 

There are numerous protective organic coatings that do not 
fall in the principal classes discussed in the early part of this chapter. 
The more important of these will be briefly described in this section. 

Bituminous Coatings. — Of these coatings, the air-blown asphalts 
from asphaltic base crude oils (page 79) and the coal tars have 
found the greatest use. They may be applied hot without a thinner, 
at ordinary temperatures with a thinner, or in the form of asphalt- 
water or tar-water emulsions. In certain circumstances, these 
relatively cheap coatings may give protection at lower over-all 
cost per year than any other known coating; e.g., bituminous 
coatings are widely used for the protection of pipe lines and iron 
and steel structures that are in contact with or buried in soil. A 
typical pipe-line coating is represented by the following: the clean 



582 


CHEMISTRY OF ENGINEERING MATERIALS 


pipe is first ^ven a cold primer coat of bitumen dissolved in a 
thinner. After the primer coat has dried^ a thick hot coating of 
blown asphalt or coal-tar enamel is applied. The hot enamel coat 
is immediately wrapped spirally with burlap or preferably with an 
impregnated asbestos fabric. For a high-grade coating a second 
hot enamel coat is then applied followed by another wrapping with 
asbestos felt and a final wrapping of kraft paper. Special machines 
have been designed to apply these coatings either in the field or 
in the factory. Bituminous coatings such as the one described 
above will range from '^'^2 to in. in thickness. By applying a 
coating of specified thickness in several layers instead of one, the 
final coating will be less likely to possess imperfections such as 
pinholes. For some applications, mineral fillers and ** plasticizers” 
are added to the bitumen. Most authorities claim that coal-tar 
coatings are less permeable to moisture than are those of blown 
asphalt. 

Bituminous coatings also are frequently applied to concrete 
structures to lower their moisture permeability. It is claimed that 
the bitumen-water emulsions may be applied successfully to wet 
concrete. 

Nondr3dng Protective Coatings. — There are a great variety of 
these products on the market; most of them bear trade names. 
They have amorphous waxes (page 95) or greases (page 104) 
as their chief constituents; some contain in addition organic-type 
corrosion inhibitors, others contain chromates as inhibitors, and 
still others have zinc dust as a constituent. Most of them are 
stiff enough so that they will not flow from a metal surface at 
temperatures below 100 to 150®F. There seems little doubt that 
many of these materials will give temporary protection to iron 
and steel structures, the duration of the protection depending upon 
the conditions of exposure. In aqueous environments, protection 
can be expected for only short periods because liquid water seems 
gradually to displace practically all coatings of this type. 

Wax: Polishes. — The paste polishing and finishing waxes usually 
are gels of wax in petroleum naphthas or in mixtures of naphthas 
and turpentine. The wax base usually contains an appreciable 
percentage of a hard wax such as carnauha wax. The ‘^liquid” 
waxes are either suspensions of wax in the same type of solvent 
used in the paste waxes, or are suspensions of wax in water stabilized 
by the addition of soaps. The ^'no-rub” polishing waxes are of 
the latter variety. The good grades of polishing and finishing 
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waxes furnish excellent protective coatings for interior woodwork, 
furniture, hardwood floors, and linoleums. 

Cold-water Paints. — For each essential ingredient of an oil 
paint a water paint contains a component with a similar function. 
As has been mentioned, an oil paint consists of finely ground mineral 
matter suspended in an oily medium containing an insolubilizer, 
called a drier, and an organic solvent, or thinner, to lessen the 
viscosity. Water paints contain finely ground mineral pigments 
with a binder and an insolubilizer; water is the solvent and thinner. 
In oil paints, the dried oil becomes the binder. The binders 
employed in water paints are generally casein, soybean protein, glue 
(page 591), dextrine, and silicate of soda, the first three of which 
are the most important. For caseiUi which makes the best water 
paint, the insolubilizer is calcium hydroxide. Glue may be rendered 
at least partly insoluble by alum, or by a dichromate in the presence 
of light. 

Casein Paints , — If a suitable mixture of finely ground casein 
(page 602) and powdered slaked lime is worked into a paste with 
water, the calcium hydroxide coagulates the casein and causes it to 
become insoluble when dried. Use is made of this fact in preparing 
washable cold-water paints in which casein acts as a binder to hold 
the pigment particles together. Casein paints are comparatively 
cheap, are easy to apply, and may be used on practically any type of 
surface. Because they are not injured by free lime, they may be 
used on stucco, where oil paints cannot be used advantageously 
(page 588). 

Distempers and Calcimines , — Preparations of this kind are 
usually mixtures of pigments with glue dissolved in water. In 
distempers a small amount of alum may be used to act as an insolu- 
bilizer for the glue, but the product is only damp resisting and is 
not weatherproof. If the surface to which distemper is applied 
is exposed to bright sunlight, the addition of sodium bichromate 
in an amount equal to about 3 per cent of the weight of the glue 
will render the glue practically insoluble, but even this preparation 
is not weatherproof. 

Calcimines are similar to distempers, but no insolubilizer is 
used; they are suitable only for interior walls where dampness 
does not prevail. 

Wood Stains and Fillers. — Practically all the wood used in 
cabinetmaking (furniture) or in finishing the interior of buildings 
is stained in some manner, either to augment its natural beauty 
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or to cause it to assume the appearance of a more valuable wood. 
The staining materials include a great variety of substances. 
Organic dyes, both of vegetable and coal-tar origin, acids, alkalies, 
metallic salts, and mineral pigments are used. The stains are 
usually classified according to the solvent or vehicle with which 
they are applied, as water, spirit, acid, and oil stains. 

Water stains are the most used. The advantages of water as 
a solvent are its low cost and the ease with w^hich it may be applied, 
but water causes the fibers of the wood to rise. This produces a 
roughened surface and necessitates refinishing. It is said that the 
raising of the fiber may be minimized by the addition of a small 
quantity of glycerin to the water. The water stains may consist of 
solutions of the aniline dyes or of water extractions of logwood, 
Brazil wood, madder, gall nuts, etc. The colors of these materials 
may be modified or changed entirely by the action of alkalies or 
acids. The aniline dyes are quite susceptible to the action of the 
substances contained in the wood, especially the tannic acid. The 
action will he most noticeable, of course, on those woods rich in 
tannic acid, such as oaks. 

Spirit stains are preparations made by dissolving the coloring 
materials such as the aniline <lyes and other materials in alcohol 
or in a good .spirit varnish. Spirit stains dry very rapidly— .so 
rapidly that it is difficult to apply them properly. The spirit 
stain may “ bleed also, i.e., it may come through the varnish 
coat becau.se of the dissolving action of the oil or solvent contained 
in the varnish. This difficulty may be overcome by selecting a 
dye that Is soluble in some solvent as nitrobenz(uie, petroleum spirit, 
amyl acetate, acetone, or other licpiid not contained in the varnish 
that Is being applied. Many dyes of the various colors are obtain- 
able, the solubilities of which are entirely different, so that they 
may be chosen with this i)oint in view. All solutions of spirit 
stains must be clear without se<liment or excess ciystals. This is 
important because colors are freciuently produced by the dye 
manufacturer by ini.xing two or more distinct dyestuffs. It may 
be that one of tlu^se dyestuffs will be soluble in the solvent chosen 
and the other not, so that if it be not all dissoh ed the true value 
of the dy(‘ will not be secured. To fix stains after the manner of a 
mordant in dyeing cloth, there may be applied after the stain has 
dried about a 5 per cent solution of alum or ferrous sulfate. 

Acid stains comprise a great variety of substances. In this 
connection, the term '^acid^^ is often employed to designate many 
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materials that are not acids in any sense. It includes the true 
acids such as sulfuric, nitric, and picric; salts such as alum, ferrous 
sulfate or copperas, potassium chromate and dichromate, potassium 
permanganate, sodium and potassium carbonate; and even the 
alkalies, sodium and potassium hydroxide themselves. 

Wood may be ^‘aged^^ by the direct application of ammonium 
hydroxide or by allowing the wood to stand in chambers containing 
vessels of ammonium hydroxide from which the ammonia gas may 
arise and act upon the wood. Oak is especially susceptible to this 
action; the product is known as fumed oak. This treatment with 
ammonia is useful only with those woods containing considerable 
gallic or tannic acids, since the color is dependent upon the forma- 
tion of the ammonium compound of t|iese substances. 

Oil stains do not penetrate deeply and are most suitable for 
woods that are not to be filled. Th^ oil used in the stain, when 
dried, partly fills the pores of the wood so that proper filling with a 
suitable filler cannot be accomplished. The oil stains are prepared 
by adding mineral pigments, such as burnt sienna, umber, or 
chrome yellow, to the oils, together with turpentine and some 
japan drier. Colors produced by oil stains are less clear and 
transparent than those produced by acid stains. 

Wood fillers are used to close the pores in open-grained woods. 
If not filled, capillary action would occur in the pores and produce 
'‘sinking of the varnish.’’ There are two kinds: paste and liquid 
fillers. 

Paste Fillers , — The best grade of paste fillers consists of silica 
or barytes, boiled oil, and japan drier. Both silica and barytes 
become practically transparent in oil (page 552) and so produce a 
transparent filling. Fillers of poorer quality consist of cornstarch, 
whiting, boiled oil, turpentine, and drier. Such fillers have a 
tendency to shrink after drying, especially if made of the starch, 
thereby defeating the object for which the filler was applied. If 
intended to produce some color effect, the filler may also contain a 
coloring matter. The paste fillers are used in conjunction with 
the liquid fillers that are applied subsequently. The oaks, the 
walnuts, mahogany, ash, chestnut, and red gum are open-grained 
woods, and are filled with either paste or liquid fillers. 

Liquid fillers consist of practically the same materials as the 
paste fillers, but in liquid fillers the liquid constituents prepon- 
derate. Liquid fillers are used only on close-grained woods, as 
cherrv and birch. When fillers are used in conjunction with staina 
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the filler must be applied after the stain. If the filler contains 
whiting or marble dust, and the stain is an acid stain, then a thin 
coating of shellac should be applied over the stain before filling 
to prevent the acid from acting on the calcium carbonate of which 
these substances consist. 

Putty usually consists of whiting and raw linseed oil kneaded 
together. It may also consist occasionally of whiting, lead car- 
bonate, white clay, or other similar materials with linseed oil. 

Paint Practices 

As was mentioned at the beginning of this chapter, organic 
coatings are applied to a great variety of metallic and nonmetallic 
materials of construction for the purpose of decoration or protection 
against deterioration, or for both of these purposes. From the 
engineering point of view the use of coatings for protection is most 
important, but the durability of a decorative coating obviously 
also is important. In the selection of the proper protective coating 
for a given application the following factors must be considered: 
(1) the chemical composition and the physical characteristics of 
the surface to be coated, (2) the environment to which the coated 
material is to be exposed, (3) the cost of the coating material and 
the cost of applying the coating, (4) the cost of replacement of the 
structure proper. All these items can be summarized by saying 
that the engineer must select his materials of constniction, his 
methods of fabrication, and his protective coatings so that the 
finished structure will fulfill its intended function at the lowest 
possible cost per year. 

Protective Coatings on Wood. — Wood surfaces vary according 
to species; even in the same species the climatic conditions cause 
differences in different parts of the same tree. Generally speaking, 
the wood surface should be penetrated somewhat by an applied 
coating for anchorage of the film. Formerly, the idea was held 
that the deeper the penetration the better the coating; for this 
reason, priming coats were used containing a high percentage of 
vehicle and a very low percentage of pigment. The pigment, 
often yellow ocher, had little covering power and gave little protec- 
tion, Wood is not porous in the sense that it is made up of a 
continuous connecting cellular structure; it is more like a honey- 
comb of separate cells. The vehicle therefore penetrates only for a 
certain distance between cells and not through the cells themselves. 
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Realization of this fact has resulted in using as a primer a regular 
outside paint that has been thinned down somewhat more than is 
the practice in applying second coats. 

The denser the wood, the less the adherence. In the same 
species, the spring wood, which is about one-third as dense as the 
summer wood, will take a better coat. Paint coatings always last 
longer on edge grain than on flat grain, particularly if the sapwood 
side is used. Some woods, like the pines, that have a high resin con- 
tent, tend to show through after painting; this is called ‘^bleeding.^^ 
The use of an aluminum paint primer, on account of the lamellar 
structure of the pigment, is the best remedy for this defect. With 
most other soft woods, outside whites are good first coats. 

Hardwoods are used almost solely for interior finishing and, 
being protected, are simpler to paint. An exception should be 
made in the case of flooring where coatings must withstand hard 
wear. If flooring is of softwood, it usually is coated with a hard 
durable varnish or enamel paint; these coatings, however, are very 
susceptible to marking. Hardwood floors (oak or maple) are 
usually finished by applying as many coats of a '^sealer’' as the 
surface will take without showing gloss; these are followed by a 
wax coating. With such treatment the wood is well waterproofed 
and, if the wax coating is occasionally renewed, it will withstand 
wear exceptionally well. Floor sealers are special varnishes, 
usually containing a synthetic resin vehicle. 

Protective Coatings on Metals. — As has been mentioned in 
Chap. X, metals and alloys may be protected in many corrosive 
environments by the application of coatings of other metals or in 
some instances inorganic compounds (e.g.f vitreous enamels, 
“anodizing,'' etc.). In many circumstances, however, organic 
protective coatings, either alone or in conjunction with metallic 
and inorganic coatings, prove more economical than other means 
of protection. 

In the application of organic coatings on metals, a different 
set of conditions is encountered than on wood. On the latter, 
coating adherence is due largely to the rough fibrous surface 
structure, whereas with metals, the surface is usually fairly smooth 
and nonabsorbent. The first or primer coat on metals must 
therefore be one that will adhere due to the operation of surface 
forces whose magnitudes are evidenced by the property called 
interfacial tension. With metal surfaces that have been roughened, 
a coating of lower adherence will be satisfactory as a primer. The 
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constituents of organic coatings that usually are responsible for 
adherence to metal are gums, resins, and tung oil. 

For coatings that are to give protection against corrosion, it is 
highly desirable to use a paint, at least for the primer coat, that 
contains pigments inhibitive (page 664) in nature. The pigments 
that seem definitely inhibitive when used in primer coats on iron and 
steel are red lead, red lead plus litharge, zinc dust, zinc oxide, pow- 
dered lead alloy (page 559), sublimed blue lead, zinc chromate, and 
basic lead chromate. Many of these pigments when mixed in only 
small amounts with other pigments will provide satisfactory inhibi- 
tive action. For example, a very effective rust-preventive paint con- 
tains as pigments, iron oxide (preferably the natural oxide), a 
small amount of manganese dioxide, and about 2 per cent of zinc 
chromate. A coating of this pigment in linseed-resin vehicle has 
been shown to be as effective as a galvanized coating on fence wire. 
It can be applied directly on rusted surfaces from which any loose 
scale has been removed, and no rusting will occur during the life 
of the film, which is from 2 to 3 years. One of the authors has on 
exposure at present some 120 sq. ft. of screening which has had no 
other treatment than an application eveiy three years of a thin 
coat of the above paint. This screening is now in its twenty- 
seventh year of exposure under conditions of high humidity and 
temperatures ranging from 0 to 95®F. 

In most cases, careful cleaning of the metal surface before 
coating is an important part in the application of organic coatings 
as in the application of metallic and inorganic coatings (page 445). 
After cleaning, the surface may be given a special chemical treat- 
ment to produce an adherent passivating film of surface compound 
such as oxide or phosphate. It also is recommended that the sur- 
face should be free of condensed moisture when coatings are applied. 
Assuming that the surface has been properly prepared, most 
authorities would then recommend the application of a primer 
coat containing an inhibitive pigment, to be followed, when the 
primer coat has dried, by one or more coats of a paint that will 
produce a quite impermeable, durable film. 

Coatings on Plaster and Concrete. — Plaster and concrete contain 
basic lime compounds, which in the presence of moisture are reactive 
toward many oil paints. If the surfaces are allowed to dry several 
months before the application of paint, there are several paint 
compositions that may be expected to give fairly satisfactory serv- 
ice. ''Flat’’ paints, which usually are relatively high in pigment 
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content, are more likely to peel and scale than paints containing 
less pigment. It is recommended that plaster and concrete surfaces 
be treated with an aqueous solution of zinc sulfate (2 to 3 oz. of 
zinc sulfate per gallon of water) before painting. If this is followed 
by a primer coat of tung oil flat paint, thinned with tung oil, and 
a second coat containing the desired color in a tung oil vehicle, a 
satisfactory, quite durable coating will be obtained. 

Another satisfactory coating for concrete floors is said to be 
obtained by first hardening the surface by applying aqueous solu- 
tions of magnesium fluosilicate, * sodium silicate, and zinc sulfate; 
this treatment is followed by otm or more coats of hard-drying 
varnish, pigmented with an abrasion-resisting pigment. 

Light- and Heat-reflecting Properties of Coatings. — In the 
selection of paints for the exteriors of buildings, gasoline storage 
tanks, and similar structures, the heat-reflecting properties of 
various coatings become important. For painting the interiors of 
buildings, traffic signals, and other devices that should have a high 
visibility, the light-reflecting power of the coating is an important 
characteristic. 

The percentage of incident light reflected from a surface will 
depend upon its chemical composition. Reflection from a surface 
may be regular (specular), i.c., with a definite angle of reflection 
equal to the angle of incidence, or it may be scattered at all angles 
(diffuse). The first type of reflection is obtained from smooth, 
glossy, or polished surfaces such as those on metal mirrors, and to a 
considerable extent from varnishes and enamels. The second 
type, or diffuse reflection, is obtained from highly irregular sur- 
faces and those coated with amorphous powders such as the pig- 
ments that have already been described. The almost pure white 
surface of magnesia is frequently taken as a standard of high 
percentage diffuse reflection. Obviously the flat wall paints are 
superior to glossy coatings containing the same pigments in respect 
to the diffusivity of the reflected light. Granting that one has the 
physical characteristics in a coating that will reflect light diffusely, 
the percentage of light reflected remains an important property. 
Various tests indicate that for visible light, white pigments are 
the best reflectors; these are followed by pigments of other colors 
in the following order: light cream, light pink, ivory, light yellow, 
light blue, light green, light gray, aluminum, medium green, dark 
red, dark green, dark blue, and black. The amount of reflection 
with a true black is, of course, practically nil. 
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For reflecting longer wave-length radiation, called infrared or 
heat radiation, the various coatings do not stand in the same order 
of efficiency as for reflecting visible light. White paints, however, 
still show the highest and black paints the least reflecting power. 
Aluminum paints have been widely used for this purpose but tests 
indicate that they are somewhat inferior to whites; for example, 
in one test, evaporation losses from three gasoline storage tanks 
were compared; one tank was painted black, one with aluminum 
paint, and one with white paint. The volatilization losses stood 
in the ratio 3.5;2.0:1.7, respectively. 

The ^scussion of organic protective coatings should not be 
concluded without emphasizing the complexity of the subject. 
This is due not only to the fact that an almost infinite variety of 
coatings is available, but also because situations are constantly 
being encountered that involve materials of construction, operat- 
ing conditions, and corrosive environments in combinations that 
lie outside the experience of the past. For their solution, many 
protective coating problems require close cooperation among coat- 
ing technologists, designing engineers, and corrosion experts. It 
is hoped that this chapter will give the nonexpert an idea of the 
types of coatings that are available and a sufficient background in 
the subject so that he can understand and work with the specialists. 
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GLUES AND ADHESIVES 

By Paul Fugasbi, Ph.D. 

Glues are substances which, with suitable solvents, form viscous 
solutions that ultimately change to solids possessing high cohesive 
and adhesive strength. In a popular sense glues are identified 
with the materials prepared by boiling suitably prepared hide, 
bones, and other animal waste matter with water. However, 
some types of glue can be prepaned from nonanimal sources and 
some types do not use water for the solvent. 

Glues as Colloids. — If a piece of animal glue is placed in warm 
water, the solid glue disappears and an apparently homogeneous 
mixture of glue and water is obtained. The glue-water mixture 
and mixtures of like properties are known as colloidal solutions. 

All types of solutions may be classified as either molecular or 
colloidal. In molecular solutions the particles of solute present 
in the liquid are of molecular dimensions. Various types of molec- 
ular solutions are known. The solute may exist in molecular 
dispersions as in solutions of sugar in water, in ionic dispersions 
as in solutions of strong electrolytes (sodium chloride) in water, 
in molecular and ionic dispersions as in solutions of weak electrolytes 
(acetic acid) in water, or in molecular and associated molecular 
dispersion as in solutions of organic acids (acetic acid) in benzene. 

In colloidal solutions, which are also called sok, the particles 
of solute dispersed in the liquid are larger than molecular dimensions 
and consist of many molecules held together either by primary 
valence forces or by secondary cohesive forces of the type normally 
present in solids. Colloidal solutions may be classified as either 
lyophilic or lyophobic, Lyophilic colloids are sometimes called 
natural colloids. The corresponding term for lyophobic colloids 
is artificial colloids. The basis for the nomenclature, natural or 
artificial, is the fact that lyophilic sols may be prepared by direct 
mixing of the solid and the liquid such as glue and water, whereas 
lyophobic sols cannot be prepared by direct mixing but must be 
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made indirectly such as the reduction of gold ions in water to form 
a sol of metallic gold in water. 

Several methods are available for differentiating between molec- 
ular and colloidal solutions. In molecular solutions the solute 
diffuses very rapidly through parchment or other porous mem- 
branes. The diffusion of the solute in colloidal solutions through 
the same type of membrane is very slow. Molecular solutions 
•show a very small Tyndall effect; colloidal solutions have a very 
marked Tyndall effect. The term, Tyndall effect, is used for 
the scattering of light at right angles to the path of the beam of 
light incident on the solution so that the position of the beam passing 
through the solution is clearly visible. 

Gels. — Solid animal glue when mixed with warm water forms a 
lyophilic colloid. If sufficient glue has been used, cooling of the 
sol will result in the formation of a solid, jellylike mass called a 
gel. The formation of a gel is called gelation^ which is a char- 
acteristic property of lyophilic sols. For some types of sols 
gelation results when the sol is heated. Gelation may also be 
caused by the addition of suitable electrolytes to the sol, and 
also through removal of the solvent by evaporation, adsorption, 
etc. 

Physically, a gel is a two-phase system but the nature of the 
phases is in doubt. The amount of liquid present in the gel may 
be varied over wide limits. Gels may be prepared which contain 
as much as 99 per cent by weight of solvent. The strength of a 
gel depends to a great extent on the amount of solvent used in its 
preparation. Gels that contain large quantities of solvent are 
soft and flabby. If the solvent content is low, the gel will be hard 
and firm. 

Gels made with glue or gelatin and water are called reversible 
gels because either the sol or the gel state can be obtained at will 
by heating or cooling the system. Irreversible gels such as the 
silicic acid gels cannot be reconverted into sols once they are formed. 
The term, reversible, as applied to a gel does not mean that the 
sol obtained by liquefaction of a gel possesses the same properties 
as the original sol from which the gel was obtained. Frequent 
liquefaction of a gel will decrease the gelation tendency of the 
resulting sol. 

Glue or gelatin gels may be made less reversible to the action 
of water by the addition of small amounts of formaldehyde, tannin, 
alum, and other substances. Chromium salts in the gel on exposure 
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to light have the same effect. The behavior of formaldehyde is of 
importance in the preparation of water-resistant glues. 

Classiffcation of Glue. — A convenient classification for glues, 
due to F. W. Browne, is based on the methods employed to cause 
gelation. Gels may be formed in the following manner: 

1. Cooling of a lyophilic sol. Animal glues such as hide or 
bone belong in this classification. 

2. Heating of a lyophilic sol. Albumin glues obtained from 
blood and egg albumin are of this type. 

3. Chemical reaction between the sol and some added substance. 
In casein sols the addition of calcium hydroxide to the sol will cause 
gelation. Formaldehyde has a sdmilar effect on animal glues. 

4. Evaporation of solvent. '^liquid glues,” mucilage, sodium 
silicate, and other common adhesives are in this classification. 

5. Direct chemical reaction lading to polymer formation. 
Phenol aldehyde condensation products which are sometimes used 
as glues are of this type. In order that the reaction take place in a 
reasonable time, glues of this type must be heated. 

It is to be emphasized that, for a given glue, gelation may occur 
by several methods under conditions of actual use. When animal 
glue is used on wood, gelation results from lowering of the tempera- 
ture of the sol, and animal glue is listed in class 1. However, loss 
of water from the sol by evaporation and through adsorption by 
the wood aids in the gelation process. These other effects are 
considered to be minor in comparison to the temperature effect 
for animal glues. 

In another system of classification we might list glues on the 
basis of their principal chemical constituent. Thus we might 
speak of gelatin glue, casein glue, dextrin glue, etc. Unfortunately, 
the exact structures of gelatin, casein, etc., are not known. How- 
ever, for the limited discussion to be given in this chapter, this 
second classification will be used. 

Gelatin. — The principal component of animal and fish glue is 
gelatin, or closely related degradation products of gelatin. Gelatin 
is a member of a general class of compounds called proteins. A 
protein is a complex, organic compound that contains carbon, 
hydrogen, nitrogen, oxygen, and may contain sulfur and phos- 
phorus. All proteins are thought to have the peptide type of 
link, R— CONH — R, between the various constituent groups in 
the ’ compound. Proteins are very complex compounds whose 
themical structures have not been determined. Part of the diffi- 
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culty experienced in the determination of the structure is due to 
the fact that gelatin reacts very readily with water to yield a 
variety of degradation products. Hydrolysis of gelatin in the 
presence of hydrochloric acid yields a large number of amino acids 
which are organic acids containing one or more — NH 2 or =NH 
groups. 

In a gelatin sol it is not known whether the dispersed particle 
consists of one large molecule or of a combination of molecules. 
The dispersed particle is thought to be large, but its particle 
weight” is not known with certainty. The particle weight of a 
colloid is the weight of 6.02 X 10^® colloidal particles relative to 
the value of 32 taken for the weight of the same number of oxygen 
molecules. It is difficult to make significant particle weight meas- 
urements as the values obtained depend to some extent on the 
source material, on the method used to prepare the sol, and on 
the previous treatment of the sol. Estimated particle weights for 
various gelatin sols range from 700 to 100,000. The current view 
is that the higher values are more valid. 

Gelatin glues may be classified on the basis of the stock used in 
the preparation. We can distinguish between four tyi>es of gelatin 
glues: (1) hide glue, (2) bone glue, (3) sinew glue, (4) fish glue. 

For hide glues various hide trimmings are used together with 
discarded rawhide articles such as moccasins, loom pickers, and 
wrappers. Leather waste and discarded leather articles may be 
used only if the tanning agent present in the leather is removed. 
For bone glue, the source materials consist of fish bone from packing 
houses, garbage bone, butchers' refuse bone, horn pitch, dried bone 
of various types, bone trimmings from button manufacturers, and 
acidulated bone which is bone treated with acid to remove calcium 
salts. In the manufacture of sinew glue, green sinews from local 
stock and imported dried sinews are used. Fish glues are made 
from heads, bones, and other offal. Commercially, fish glues are 
classified as (1) head glue, (2) bone glue, (3) skin glue. Of these 
three types of fish glue, head glue is the strongest and the most 
valuable. 

Gelatin Glue Technology. — The technology of glue manu- 
facture consists of four steps: (1) preparation of stock, (2) formation 
of the glue solution, (3) purification and concentration of glue 
solution, (4) formation of solid glue. 

Preparation of Stock , — For hide and sinew glues, the stock 
is first washed with water. This preliminary washing removes 
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dirt. With dried materials it softens and swells the stock; with 
salted stock it removes the salt. Following the washing, the stock 
is limed. In this operation the washed stock is placed in wooden or 
cement tanks, and covered w4th a saturated solution of lime in 
water. The stock is stirred occasionally and fresh limewater is 
added as needed. The liming oi)eration may take from 2 to 30 days 
depending on the thickness of the stock. This period may be 
shortened by cutting the stock into small pieces. In the liming 
process, the hair and the fleshy part of the stock are removed, the 
stock swells, and mucin is extracted. After the liming is completed, 
the stock is washed free from lime and lime salts. Sometimes a 
small quantity of acid is added to the wash water to ensure that 
the stock is acid, as an acid stoek is not subject to appreciable 
bacterial action. 

For bone glues the stock is usuall|^ sorted to remove metallic and 
other impurities, and ihe bones are crushed to a fine meal. The 
bone meal is freed from grease by extraction with organic solvents 
such as benzene or carbon tetrachloride. Sometimes a portion of the 
grease is removed by preliminary steaming. The degreased bone 
meal is treated with a dilute aqueous solution (2 to 5 per cent) of 
hydrochloric acid for periods of 2 to 10 days. The acid solution 
leaches out Ca 3 (P(> 4)2 present in the bone, forming a solution of 
phosphoric acid and soluble calcium phosphate salts. Separate 
treatment of the acid wash w'ater with lime yields Ca 2 H 2 (P 04 ) 2 , 
precipitated bone phosphate, which is used as a fertilizer and 
in the manufacture of bone china. After extraction of Ca 3 (P 04 ) 2 , 
about 33 per cent of the original bone is left. The residue is a 
soft, cartilaginous mass called collagen, which, after washing and 
neutralization of any remaining acid, may be converted into glue 
or gelatin. If the collagen is dried at low temperatures, it yields 
commercial ossein. 

For fish glue, the preliminary washing with water removes dirt 
and blood from fresh fish offal and salt from salt fish offal. No 
further treatment is needed before the extraction of the 
glue. 

Extraction of Glue . — After suitable preparation, the stock is 
placed in a kettle or pressure vessel, water is added, and the mixture 
heated. In general, pressure tanks are used for bone stocks. The 
treatment with hot water is probably a hydrolysis, as glue is not 
present in the stock as such. However, the exact nature of the 
reaction is not known. For a given portion of stock the extraction 



596 


CHEMISTRY OF ENGINEERING MATERIALS 


may be carried out in one operation or in several successive opera- 
tions. If successive extractions are used, the first extraction is 
done with the smallest amount of water and the lowest possible 
temperature (70®C.). The extraction is made for periods of 2 
to 6 hr. and is terminated when a sample of the liquid solidifies. 
The liquid is removed and a fresh portion of water added. The 
second extraction usually takes a longer time and is done at a 
higher temperature. Extractions are continued until, for the last 
one, boiling water is used. The liquid from the end extractions 
contains relatively little glue, does not solidify on cooling, and must 
be concentrated before the glue may be removed. The best grade 
of glue is obtained from the first extraction. The remaining extrac- 
tions yield progressively poorer grades of glue. 

In the course of the extractions most of the grease remaining 
in the stock rises to the surface and is removed by skimming the 
surface. The residue in the kettle is used for fertilizer and may 
contain an appreciable amount of insoluble salts of calcium and 
various fatty acids. If desired, these acids may be recovered by 
treatment of the residue with sulfuric acid. 

Treatment of Glue Solution , — The solution of glue in water 
is sometimes filtered under pressure to remove relatively coarse 
foreign matter. To obtain very clear glues, alum is added to the 
hot solution and the resulting precipitate of aluminum hydroxide 
eventually carries down in a precipitate most of the finely divided 
foreign matter in the glue. However, in this clarification pro- 
cedure, the extended heating of the solution results in hydrolysis of 
some of the glue so that a glue of lower strength is obtained. 

Sometimes the glue is bleached to obtain a light-colored product. 
Sulfur dioxide or its aqueous solutions are the bleaching agents 
most commonly used. Glue is an excellent bacterial food and 
some preservative must be added to prevent putrefaction. Sulfur 
dioxide if used as a bleach also serves as an antiseptic. Boric acid, 
borax, bisulphites, and traces of formaldehyde are also used as 
antiseptics. 

The glue solutions resulting from the first and second extractions 
usually gel on cooling of the solution. Liquid from subsequent 
extractions must usually be concentrated by evaporation of some 
of the water. The evaporation is usually done by flowing a thin 
film of the glue solution over heated metal surfaces. In this mannei 
the time required for evaporation is lowered and excessive degrada- 
tion of the ^ue by hydrolysis is avoided. 
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F ormation of Solid Glues . — The glue-water solutions are placed 
in shallow iron pans and allowed to set. The resulting gel is 
removed from the pans and sliced horizontally into thin slabs. 
The sections from the top and bottom contain most of the grease 
and sediment, and are usually segregated for the preparation of 
cheaper grades of glue. The remaining sections are placed on a 
drying net over which warm air is circulated. The drying operation 
may continue for a week. The gel on drying is in the form of slabs 
and may be packed as such or it may be ground to give flake or 
powdered glue. 

Commercial Forms of Gelatin Glue. — Gelatin glues are marketed 
as solids in the form of cakes, flakes, or powder. Most fish glues 
are sold as thick viscous liquid^ but solid fish glues are available 
although they are hygroscopic. "Ghies are frequently de^scribed 
in such a manner as to indicate tiie source from which they were 
prepared; i.e., hide glue, bone glue, etc. Certain special forms hav- 
ing special names are also available. 

Opaque, or Russian, glue is glue to which a white, inert powder 
has been added. Barium sulfate, zinc oxide, talc, and white lead 
are the more common adulterants used in opaque glues. The 
effect of the powder, if any, is to weaken the glue. Hide glue, 
bleached to a light color with bleaching powder, is marketed as 
Cologne glue. Gilder\s glue is a bleached skin glue which is prepared 
from the first extractions only and is difficult to dissolve. Paris 
glue is the term applied to glue that has been intentionall}^ heated 
for a long time vso as to have very little adhesive strength. Isinglass 
is a fish glue prepared from the sound or swim bladder of certain 
species of fish such as sturgeon, carp, and hake. Isinglass is nearly 
pure collagen and is easily converted into gelatin by treatment 
with hot water. Gels of isinglass and water are very strong. 
Liquid glues are fish glues or weak animal glues to which has been 
added some acid such as acetic, formic, boric, nitric, or salicylic. 
The function of the acid is to prevent gelation of the glue at room 
temperatures. Salts such as zinc sulfate may be added to liquid 
glue preparations for the same purpose. Elastic glue or flexible 
glue consists of equal parts by weight of glycerin and glue. It 
remains permanently elastic and soft and is used in bookbinding. 

Grades of Glues. — ^After preparation, glue must be classified 
and graded. The grading of glue is a difficult matter and is usually 
done on a relative basis by comparison of the given sample with 
accepted standards. In making such comparisons chemical tests 
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are of little value and the chief reliance is placed upon various 
physical tests. A large number of physical tests have been devised. 
Two of the more important physical tests are (1) viscosity of the 
glue-water solutions, and (2) strength of the gel resulting from 
the glue-water solution. In the last analysis the value of a glue 
depends mainly on the strength of the gel obtained with its use. 
However other factors such as the covering power, i.e.^ the weight 
of glue required for a gel of given strength, are of importance. For 
certain uses such characteristics as foaming tendency, presence of 
grease, odor, and keeping qualities, are of prime importance. For 
example, glue used in paper manufacture must be free from grease. 
In the manufacture of wood veneers the glue solution is applied 
with rotary brushes. If the glue foams excessively on applica- 
tion, a large number of air bubbles will be present in the gel 
between the veneer and the base wood. Such veneer joints will 
be weak and the veneer might eventually split away from the base 
wood. 

Many systems of standards for glue classification have been 
proposed in recent years. However the one in greatest use is the 
series established by Peter Cooper over a century ago. In this 
system, glues are graded in eleven classes, in order of decreasing 
strength, as A Extra, 1 Extra, 1, 1 x(one cross), 1J4, 13^, l/^8» 

and 2. The significance of the designation applied to 
each class is not known but it is thought to have been the distance 
through which a certain weighed rule compressed the gel prepared 
from an aqueous glue solution of known concentration. The 
Cooper series is not complete as commercial glues can be obtained 
of greater strength than A Extra. Although the origin of the 
Cooper standards was probably based on gel strength, the com- 
parison between the glue sample and the standards is not limited 
at the present time to the determination of gel strength. 

Glue Testing. — Consumers generally test each lot of glue pur- 
chased to make certain of its suitability for the purposes intended. 
Chemical analysis of a glue is difficult and the results from such 
analyses are difficult to interpret. Tests on a given sample are 
primarily physical and may be classified under three headings: 
(1) examination of dry glue, (2) physical properties of a glue-water 
solution of known concentration, (3) physical properties of a gel 
prepared from a solution of known concentration. 

Examination of Dry Glue. — ^The cut of a glue may give some 
indication of its quality. A thin cut glue usually indicates high 



OWES AND ADHESIVES 


599 


quality. Thin cut glues are made from gels that contain a large 
percentage of water. The sections from the gel are sliced in 
thickness of M to in., so that after drying the sections shrink 
to a thickness of about 3^6 in. Thin sections cannot be cut directly 
from concentrated gels as the sections would curl badly. Only 
very good glues can form gels containing a large percentage of 
water, which are sufficiently solid to be sliced. 

A thin cut glue that is flexible enough to be bent into the shape 
of a U is a good glue. However water present in the glue increases 
the flexibility. This fact should be remembered. 

Examination of the fracture obtained by breaking a piece of 
solid glue may yield useful informatfcn. If the fracture is splintery, 
the glue is strong. If the fracture is glassy or vitreous, the glue 
is brittle and has a lower strength- Bone glues usually give a 
glassy fracture. Overheated gluea also show a similar type of 
fracture. 

The surface of a piece of solid glue should be free from bubbles. 
Bubbles are considered to be evidence of putrefaction which 
began in the glue solution and continued in the gel during the 
drying operation. Confirmatory evidence for putrefaction can 
be obtained by moistening the glue and noting the odor. Glue 
that shows evidence of putrefaction is probably a low grade of 
glue as putrefaction decreases its strength and also indicates lack of 
precaution in the manufacture. 

Ground glues are frequently blended to give gels of the proper 
strength or to reduce the price of glue. Close visual inspection 
will show whether the powder is uniform or is a mixture. If the 
glue is coarsely ground, only particles of about the same size should 
be compared as the smaller particles might appear to have a lighter 
color because of their smaller size. 

Examination of Glue Solution. — In the preparation of a glue- 
water solution a known weight (10 to 25 g.) of glue should be broken 
into small pieces, placed in a suitable receptacle, and covered with a 
known volume (100 cc.) of water. The mixture is allowed to stand 
at room temperature until the glue is thoroughly softened. After 
softening, the mixture is heated to 80°C, and stirred from time to 
time so that all of the solid is dispersed. The glue-water solution 
should be heated in a water bath to prevent localized superheating 
and care should be taken that the temperature does not exceed 
80®C. Overheating of glue solutions accelerates hydrolysis of 
gelatin and results in a weaker glue. In general, several solutions 
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of the same sample are prepared at the same time together with 
solutions of the standard glues. 

Odor . — The odor of the solution will vary according to the stock 
from which the glue was made. Evidences of putrefaction should 
be absent. An earthy smell indicates that the glue was made from 
an overlimed stock. In some cases the odor might be due to 
preservatives added to the glue and in other cases to essential 
oils, such as wintergreen, which have been added to mask the odor. 

Acidity and Alkalinity . — Glue solutions when tested with litmus 
are usually acidic or basic. Neutral glues are very rarely found. 
Bleaching with sulphur dioxide, correction of overliming, or use of 
acid in the preparation of stock as in bone glues will cause the glue 
to be acidic. Glues made from overtimed stock will be alkaline. 

Viscosity , — By relative viscosity one means the rate of flow of a 
liquid through a given opening under a given pressure head and 
at a given temperature, relative to the rate of flow of a standard 
liquid, such as pure water, under the same conditions. In com- 
paring a series of glue solutions that contain the same weight 
concentration of glue, the solution of the best glue will have the 
highest viscosity. Viscosity determinations are usually made at 
temperatures sufficiently high (35 to 65®C.) so that gelation will 
not occur. 

The determination of viscosity is of great value in the grading 
of glues but is not sufficient in itself. Acid-treated bone glues 
usually run lower in viscosity than would be expected from their 
value as determined by other tests. Glues clarified with alum run 
high in viscosity; glues in which alum is not used as the clarifying 
agent run low in viscosity. 

Orease . — To a portion of the glue solution, a small amount of 
lampblack is added and the mixture stirred thoroughly. The 
solution is painted on white paper with a small brush. If grease is 
present the painted paper will not be uniformly black, but a number 
of small, white spots will be present. The amount of grease in 
the glue will be roughly proportional to the number of spots. 
Quantitatively, grease may be determined by treating a sample of 
solid glue with water and dilute hydrochloric acid to decompose 
any salts of fatty acids and then extracting the grease from the 
mixture with benzene. For some uses such as in the manufacture 
of paper, grease should not be present. 

Foam . — ^After agitation by shaking or vigorous stirring, the 
quantity of foam — estimated volume of foam as compared to the 
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volume of the solution— is determined. The stability of the foam 
should be noted. In glues that contain grease the foam usually 
disappears rapidly. Excessive foaming in a glue might be due to 
excessive acidity or alkalinity, overheating in the extraction process, 
or insufficient liming. 

Examination of the Gel. Comparative Set . — The solutions of 
the various glue samples are removed from the water bath and 
placed in a location sheltered from drafts so that they cool uni- 
formly. The solutions of the better glues usually gel first. 

Gel Strength . — After gelation the gels are arranged in order 
of their strength. The strength of the gel may be measured by 
its resistance to the pressure of the finger, or by some mechanical 
method such as plungers weighted with lead shot. The quality 
of a given glue is directly proporlional to the gel strength. The 
better glues make the stronger gela 

Shear Test . — For glues used in the joining of wood the best 
test for a given sample is to make test joints and determine their 
strength. Maple or walnut blocks are usually employed but at 
times porcelain blocks have been used. The strength of the joint 
is determined by measurement of the force required to shear the 
joint using a loading machine. For a given glue sample five or 
six joints are prepared and their average strength is taken as 
characteristic of the glue. In making tests of this type it has been 
found that the strength of a glued joint depends on the joining 
pressure applied to the two blocks when the joint is made. Low 
joining pressure gives erratic results. The exact value of the 
joining pressure to be used depends on the nature of the wood and 
the viscosity of the glue solution. Glues with low viscosities do not 
require high joining pressures. The upper limit for a joining pres- 
sure is obviously dependent on the strength of the wood being joined. 
Joining pressures that would crush the wood cannot be used in 
preparation of the joint. After preparation, the joints are usually 
allowed to dry for a week before being tested. 

Selection of Glue for Wood Joints. — Under the Cooper stand- 
ards, glues above grade are suitable for wood joints. In many 
cases the strength of the joint will be greater than the strength 
of the woods joined together. Low viscosity is a desirable charac- 
teristic for glues used in wood joints, as the extent of permeation 
of glue into the wood depends on the viscosity of the glue solu- 
tion. The importance of the joining pressure has been previously 
mentioned. 
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Casein Glues 

Casein. — Casein is a phosphoprotein, z.e., one which under 
suitable conditions hydrolyzes to yield organic acids containing 
phosphorus. 

The principal source of casein is cows' milk. Casein is a 
by-product of the dairy industry and is obtained from skimmed 
(fat-free) milk. Casein can be precipitated as a curd by the 
addition of acid to skimmed milk or by the action of bacteria or 
enzymes. The curd is washed, pressed, and dried. As a com- 
mercial product casein is a white powder which is not hygroscopic. 
It is acidic and is insoluble in water, alcohol, and most organic 
solvents. Casein can be colloidally dispersed in alkaline aqueous 
solutions. In the alkaline solution, it is assumed that salts called 
“caseinates” are formed. However, the evidence for definite 
compound formation between casein and various metallic ions is 
not conclusive and the properties of casein may be explained by 
purely physical phenomena. For the discussion to be given here, 
it will be assumed that “caseinates” actually exist. 

In water the alkali metal caseinates (Li, Na, K, and NH4 salts) 
give colloidal solutions which on evaporation of the water form 
gels. The caseinate gels have high cohesive and adhesive strength. 
Gels of the alkali metal caseinates are reversible and the colloidal 
solution may be reformed by addition of water to the gel. Aqueous 
colloidal solutions of the alkaline-earth metal caseinates (Ca, Ba, 
and Mg salts) also gel on the evaporation of the water but the gel 
so formed is irreversible, f.e., on the addition of water to the gel, 
the colloidal solution is not reformed. Caseinates of the heavy 
metals also give irreversible gels. 

Types of Casein Glues. — By taking advantage of the properties 
of casein two types of casein glues have been developed: (1) glues 
forming reversible gels, (2) glues forming irreversible gels. Those 
of the first type are employed for the same purposes as the gelatin 
glues. Glues of the second type are water resistant and are used 
where resistance to moisture is of paramount importance. 

Reversible Casein Glue. — The alkali required to disperse casein 
in water can be introduced into the mixture in two ways: (1) by 
addition of sodium or ammonium hydroxide, (2) by addition of 
sodium or potassium salt of a weak acid. In some cases a portion 
of the sodium or ammonium hydroxide is replaced with calcium 
hydroxide. The addition ot a small amount of calcium hydroxide 



OWES AND ADHESIVES 


603 


renders the gelation less reversible but the gel obtained is not 
strictly impervious to the action of water. 

According to F. W. Browne a suitable mixture for woodworkers’ 
glue contains 100 g. of casein to 600 g. of water. The amount of 
alkali required is 0.1 equivalent of sodium hydroxide (4.0 g.) or 
0.2 equivalent of ammonium hydroxide (13 cc. of 29 per cent 
‘'aqua ammonia”). If the alkali is furnished by a hydrolyz- 
able salt, the equivalents of salt vary with the nature of the salt 
employed. A smaller amount of the salts of the weaker acids is 
required. For example with the previously mentioned mixture, 
1.5 equivalents of sodium fluoride would be used as compared to 
0.077 equivalents of borax. 

The one important characteristic of the glue solution is the 
pH. In the mixtures just cited, the pH is kept under 10.5. At 
pH values greater than 10.5 the hydrolysis of casein proceeds 
rapidly and the products of hydrolysis weaken the adhesive power 
of the glue. In addition, the viscosity of the sol reaches a maximum 
around a pH of 9.2, and falls off at higher and lower pH values. 

With strong bases like sodium hydroxide the correct amount 
of base must be used in the mixture to avoid thinning and decom- 
position of the sol. With ammonium hydroxide the thinning effect 
at the higher pH values is not too noticeable and the hydrolysis 
might be hindered by the presence of excess NH3 which is one of 
the end products in the hydrolysis of casein. With salts of weak 
acids the amount of salt used can be varied somewhat without 
affecting too markedly the viscosity and the stability of the 
sol. 

Reversible casein glues remain fluid and workable for long 
periods of time. However bacterial action and hydrolysis even- 
tually cause thinning of the sol and a loss in adhesive strength. 
Bacterial action may be reduced by use of a suitable antiseptic but 
there is no way of preventing hydrolysis. 

In the preparation of casein glue, a known weight of casein is 
added to the correct amount of water and the mixture is stirred 
until the casein has become completely swollen. The soaking 
period will vary with the grade of casein used and the degree of 
fineness of the casein powder but will not exceed 15 min. The 
alkali is now added to the casein-water mixture and the resulting 
mixture stirred until the casein has gone into colloidal solution. 
The stirring period will range from 10 to 30 min. but will be some 
what shorter if warm water is used. 
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Reversible casein glues may be used for wood joints in place of 
gelatin glues. They are less expensive than gelatin glues and are 
very satisfactory. Casein glues, being strongly alkaline, tend to 
stain wood and produce a more noticeable glue line than gelatin 
glues. 

Irreversible Casein Glues. — All commercial water-resistant 
casein glues use calcium hydroxide to produce an irreversible 
gelation. Calcium hydroxide is a cheap source of alkali and its 
limited solubility in water gives the low concentration of calcium 
ions needed in the preparation of the gel. Higher concentrations 
of calcium ion such as would be obtained by the addition of calcium 
chloride or some highly soluble salt to a casein-water dispersion 
cause the immediate precipitation of casein as an insoluble curd. 
With saturated aqueous solutions of calcium hydroxide the time 
required for gelation will be sufficiently long so that the glue may 
be used. Calcium salts such as calcium tartrate, with less solu- 
bility in water than calcium hydroxide and not too great an insolu- 
bility, require more time for formation of the irreversible gel. 

An excellent casein-lime glue has the following composition: 
water, 300 g.; casein, 100 g.; calcium hydroxide, 16 g. (0.43 equiv- 
alents). The disadvantage of this particular mixture is that it 
sets in about 30 min. and the mixture must be used within that 
time. The working life of this particular formula may be increased 
by the addition of animal glue. 

Since the working life of the mixture just mentioned is too 
short for most purposes, mixtures are usually employed that are 
more alkaline and have a longer setting period. The composition 
of a typical mixture is: water, 300 g. ; casein, 100 g. ; calcium hydrox- 
ide, 30 g. (0.81 equivalents); sodium salt of weak acid, 0.275 
equivalents. Among the sodium salts that may be employed 
are tetraborates, phosphates, stannates, carbonates, and arsenates. 

The use of sodium silicate in the form of an aqueous sol (water 
glass) as the source of the sodium salt changes the property of the 
^ue mixture considerably. Mixtures with sodium silicate require 
less alkali for a given working life and this effect is probabl}^ due 
to the colloidal dispersion of sodium silicate. The lower alkalinity 
reduces the tendency of the casein to hydrolyze. A typical mix 
using sodium silicate is as follows: water, 300 g.; casein, 100 g. ; 
calcium hydroxide, 20 to 30 g. ; water glass, 70 g. (density = 40®B6., 
0.2 equivalents of Na^O). In the preparation of this mixture the 
sodium silicate solution is added last. 



GLUES AND ADHESIVES 


605 


Commercial Forms of Casein Glues.— Casein glues are sold 
either as “prepared'' glues or as “wet-mix" glues. Prepared 
glues are dry powders to which only water must be added to obtain 
the glue solution. Wet-mix glues consist of two or three separate 
ingredients, which must be weighed and mixed with water to prepare 
the glue solution. Prepared glues are simpler to use and yield 
more consistent results. Wet-mix glues require accurate meas- 
urement of the ingredients for good results and are possibly some- 
what cheaper than prepared glues. Glue mixtures using water 
glass cannot be marketed conw^iently as prepared glues; for 
mixtures of this type wet-mix glues must be used. 

Additional Adhesives 

Albumin Glues. — ^ Albumins are a type of protein that can be 
isolated from blood serum, egg white, certain seeds, and milk. The 
principal sources of albumin are blood serum and egg white. 
Albumins are soluble in water as (‘olloidal dispersions. Such 
sols are neutral and gel when heated. The gelation of albumin sols 
is irreversible and the water-albumin gel makes an excellent water- 
resistant glue. Either egg or blood albumin may be used but 
blood albumin yields the better glue. 

Sodium Silicate Glues. — Water glass is a colloidal dispersion of 
sodium silicate and silicon dioxide in water. Sodium silicate is 
obtained by the fusion of soda ash and sand in a suitable furnace. 
The fused product is cooled and dissolved in water. On loss of 
water, water glass yields a gel that has sufficient adhesive and 
cohesive properties to be used as a glue. 

The principal use of sodium silicate glues is in the manufacture of 
cardboard and paper boxes and containers. Water glass glues 
adhere strongly to glass but are not resistant to water. As a glass 
cement, inert solids are usually added to the water glass to com- 
pensate for shrinkage of the gel on drying. Powdered solids such 
as asbestos, barium sulfate, talc, or Alundum cement are excellent 
for this purpose. 

Mucilage. — Mucilage is the aqueous solution of a gum used as an 
adhesive. The term, gum, is applied to mixtures that cannot be 
crystallized; they contain carbohydrates, and on hydrolysis yield 
sugars. Mucilage does not give joints of high tensile strength and 
is used for stamps, envelopes, etc., where strength is not required. 
Gum arabic is obtained from the acacia tree and contains mixed 
mineral salts of arabic acid. Dextrin is prepared by heating starch 
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to 200 or 250®C. If the starch is moistened with a little nitric or 
hydrochloric acid, it need only be heated at 140 to 170®C. The 
dextrin prepared with acid has a lighter color. The principal 
component of present-day mucilage is dextrin although some gum 
arabic may be used. Pectin, a carbohydrate gelation agent, can be 
extracted from the cellulose structure of fruits and is the solidifying 
agent present in fruit jellies. The use of pectin as an adhesive has 
been suggested. Other vegetable gelation compounds have been 
isolated but have not attained extensive use. Aqueous solutions of 
pentosans (sugar molecules containing five carbon atoms) obtained 
by extraction from oat hulls and corncobs have been proposed as 
adhesives. 

Resin Glue. — Resin was the term originally applied to various 
solid organic substances, vegetable in origin and insoluble in water, 
exuded by various plants. If the exuded substance is water soluble 
it is called a gum. In recent years the term resin has been applied 
to highly polymerized organic molecules that are insoluble in water. 
Solutions of resins in suitable solvents find some use as glues. 

Rubber cement is rubber dispersed in benzene. If pitch has been 
added to the rubber-benzene sol, the mixture is called marine glue. 
Shellac, a resin of animal origin, dissolved in alcohol serves as an 
adhesive. Alkyd resins, which are polymerized molecules of 
glycerin-phthalic acid ester, when dissolved in acetone make an 
excellent glue. Bakelite cements, which on being heated yield 
formaldehyde-phenol condensation products, are commercially 
available. Other synthetic resins dispersed in suitable solvents are 
also used. 

Nitrocellulose Glues. — Pyroxylin dissolved in acetone gives a 
film that adheres strongly to glass. Pyroxylin, a nitrated cellulose, 
is obtained by treating cellulose with nitric acid. Collodion is a 
solution of celluloid in alcohol and ether. 

Gluten Glue. — Gluten is a protein present in wheat flour. The 
adhesive characteristic of flour paste made by mixing water and flour 
is due to the gluten content in flour. Japanese cement, which is used 
for fastening paper, is made by mixing rice flour with hot water. 
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CHAPTER XXI 
INSULATING MATERIALS 

By Paul Fugassi, Ph.D. 

The term, insulating materials, is applied to those substances 
which are used to retard the transfer of heat energy and prevent the 
conduction of electricity. The clasm&ation of materials as conduc- 
tors or insulators is not a definite (m«. Ail substances conduct to 
some extent and whether a given substance is considered as a con- 
ductor or an insulator depends entirely on the particular application 
being considered. 

Thermal Insulators 

Heat energy can be transferred from one body to another by 
three different mechanisms: convection, conduction, and radiation. 

Convection. — Convection is a mode of heat transfer in liquids or 
gases that results from the mixing of different portions of the liquid 
or gas. If the mixing is caused entirely by density changes resulting 
from temperature differences, the convection is said to be “free 
convection.” If the mixing is mechanical, the convection is termed 
“forced convection.” For insulating purposes forced convection 
is not usually important and will not be discussed. 

Since the phenomena of free convection are difficult to investi- 
gate experimentally, the influence of the different variables is not 
known. The quantity of heat, q^y, escaping in unit time from 
one solid plane surface to another parallel plane surface is given by 
the equation q^y — KA{Tt — Ti), where X is a constant, A is the 
area, and (Tj — Ti) is the temperature difference between the two 
plates. The nature of K is complex as its numerical value for a 
given fluid depends on the density, the specific heat, the viscosity, 
and other characteristics of the fluid. K varies slightly with the 
temperature difference. Also involved in X is a factor dependent 
on the particular geometrical arrangement of the plates. The heat 
loss from a horizontal heated surface facing upward is much greater 
than for the same horizontal surface facing downward. The dis- 
tance of separation of the two plates is also of importance. For ail 
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at one atmosphere it has been shown that the heat transfer is 
independent of separation distances greater than 1 in., but increases 
rapidly with decreasing separation. 

Conduction. — Conduction is a mode of heat transfer that does 
not involve the displacement of any portion of the substance through 
which conduction is taking place. Obviously conduction is the 
only method by which heat energy can flow through a nonporous 
solid. For liquids and gases conduction occurs simultaneously 
with convection unless special precautions are taken to eliminate 
mixing resulting from density differences. Conduction is a molecu- 
lar phenomenon; rapidly moving molecules transfer their kinetic 
energy to other molecules that are moving slowly. Convection is 
a mass phenomenon; large numbers of molecules move en masse 
from one part of a substance to another as a result of density 
differences. 

The quantity of heat, g^ond, transferred by conduction in unit 


time, is given by the equation, = 


- Ti) 

L 


, where A is the 


cross-sectional area, (T2 — Ti) is the temperature difference, and 
L is the thickness. jK' is a constant having a characteristic value 
for each substance and is called the coefficient of thermal con- 
ductivity. Considering any one given substance, the value of 
K' varies with the physical state of the substance. In general the 
values of K' for the liquid and solid states are comparable; the value 
of for the gaseous state is much smaller. Gases are always 
poorer conductors than liquids or solids. 

For gases, K' is related to 17, the coefficient of viscosity, and 
the specific heat at constant volume, by the equation K' == ^irjCv. 
Conduction of heat through any gas is practically independent of 
the pressure of the gas over a moderate pressure range. Appreciable 
decrease in the conductivity results only when the pressure of the gas 
becomes sufficiently low so that the mean free path of the gas 
molecules is comparable in size to the thickness of the sample 
(L in the above equation). The mean free path of a gas molecule 
is the average distance traveled by the molecules between successive 
collisions. For this reason Dewar flasks must be evacuated to a 
very low gas pressure. 

It can be shown that hydrogen and helium, the two lightest 
gases, should have by far the highest thermal conductivity. All 
other gases should have comparable conductivities. These predic- 
tions have been experimentally verified as shown in Table 92 . 



INSULATING MATERIALS 609 

Table 92. — Coefficients of Thermal Conductivity for Gases (0®C.) 

B.t.u. 


(Hr.)(Ft.)CF.) 


Molecule 

A' 

Molecule 

K' 

Hydrogen . . 

0.0917 

Air 

0 0129 

Helium 

0.0758 

Water (100"(\') . 

0.0126 

Methane 

0.0177 

Ammonia 

0.0116 

Oxygen 

0,0134 

Hthane . 

0.0104 

Nitrogen 

0.0131 

Carbon dioxide* 

0.0081 


For liquids, the following equator has been suggested for K\ 

In this equation, C,, and Cp are the specific heats at constant volume 
and pressure, R is the gas constant, N is Avogadro^s number, V 
is the molal volume, and n is the velocity of sound in the liquid. 
Table 93 lists some experimental values. With the exception of 
mercury and water, liquids have comparable conductivities. 


Table 93. — Coefficients of Thermal Conductivities for Liquids (0®C.), 

B.t.u. 

(HRj(FT.)rF.) 


Substance 

1 

Substance 

K' 

Mercury. . 

4.83 

Aniline 

0.104 

Water 

0.337 

n-Amyl alcohol 

0.083 

Ethvlene glycol 

0.153 

Carbon tetrachloride 

0.064 


The best solid conductors of heat are the metallic elements. The 
heat conductivity of metals generally parallels the electrical con- 
ductivity. Alloys usually have heat and electrical conductivities 
lying below those of the pure metal constituents. The value of 
K' for crystalline compounds can be qualitatively obtained from 
the equation K' = apCvj where a is a constant which can be calcu- 
lated from the physical characteristics of the substance, p is the 
density, and Cv is the specific heat at constant volume. The exact 
nature of a cannot be discussed here but it can be shown that it 
decreases with increase in the complexity of the lattice structure. 
For example, a decreases in going down the series : magnesium oxide, 
MgO; aluminum oxide, AUO*; mullite, 3Ali08*2Si02. Considering 
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a alone, magnesium oxide should be the best and mullite the poorest 
conductor of the three substances listed. Experimentally this has 
been found to be the case. It should be noted that crystalline sub- 
stances with high densities and high specific heats are the best 
conductors. In the following table experimental conductivity 
coefficients are listed for metals and nonmetallic crystalline 
substances. 

Table 94. — Coefficients op Thermal Conductivity for Solids (0®C.) 

B.t.u. 


(HR.)(FT.)rF.) 


Substance 

K' 

Substance 

K' 

Silver 

242 

Quartz, || to axis 

7.9 

Copper 

224 

Quartz, J. to axis 

4.2 

Aluminum 

117 

Marble 

1.9 

Brass (70-30) 

56 

Gypsum 

0.75 

Nickel 

36 

Magnesia 

0.35 

Cast iron 

29 

Asbestos 

! 0.00 






Radiation. — Radiation is the term applied to heat transfer 
resulting from wave motion through space. The quantity of heat, 
passing from one plane surface to another parallel plane surface, 
is given by the equation: 

(B.t.u. per hr.) - 0.172 X IQ-^ACTi^ - • Fe. 

In this equation A is the area, Ti is the absolute temperature of the 
emitting surface, 1\ is the absolute temperature of the receiving 
surface, and Fe is an emissivity factor. For parallel plates Fe is 
evaluated by use of the equation: 



where Pi and P 2 are the emissivities of the emitting and receiving 
surfaces. 

The emissivity of a given surface depends not only on the 
chemical constitution but also upon the physical nature of the 
surface. Some generalizations may be made: (1) The emissivities 
of most nonmetal surfaces are high. (2) The emissivities of highly 
polished metals are low. (3) Emissivities increase with increase in 
temperature and with increase in the degree of roughness of the 
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surface. Some illustrative experimental data are listed in Tables 
95, 96, and 97. 


Table 95. — Effect of Surface Roughness on Emlssivity of Iron 


Surface 

P 

Temp., 

®F. 

Surface 

P 

Temp., 

Highly polished . 

0.052 

350 

Ground sheet 

0.550 

1720 

Highly polished 

0.144 

800 

Rusted plate 

0.612 

68 

Freshly cm cried 

0 242 

68 

Oxidized .... 

0.736 

212 

Turned, cast. . . 

0.435 

72 

Iron oxide 

0.85 

930 


Table 96. — Emissivities for Various Metals (Highly Polished) 


Metal 

P 

Temp., 

°F. 

Metal 

P 

Temp., 

®F. 

Mercury 

0.120 

212 

Aluminum 1 

0 039 

440 

Lead 

0.075 1 

440 

Silver 

0.020 

440 

Nickel. . 

0.070 

440 

Copper 

0.018 

176 

Platinum , 

0 054 

440 

Gold 

0.018 

440 

Table 97. — Emissivities for Various Nonmetallic 

Surfaces 

Surface 

1 

P 

Temp., 

Surface 

P 

Temp., 

"F. 

Asbestos 

Ice 

0.96 

0.95 

74 

Red brick 

0.93 

70 

32 

Plaster 

0 91 

72 

Glass.. 

0.94 

72 

Enamel (white) .... 

0.90 

66 


Function of Insulation. — The purpose of insulation is to replace 
a short heat flow path of lower resistance by a longer path of higher 
resistance. As a consequence, the surface in contact with air will 
be at a lower temperature and the heat loss from the surface will be 
correspondingly decreased. In many cases the surface of the insula- 
tion may be covered with a metallic surface of low emissivity and 
the heat loss is diminished further. It is important to remember 
that the magnitude of the heat loss from any object is dependent 
on the surface area. Addition of an insulating cover increases the 
surface area and the lowering of the temperature gradient given 
by the insulator may be offset by the increase in area. This is 
particularly true for small objects such as pipes, where small 
changes in the radius cause a correspondingly large percentage of 
change in the surface area. It is actually possible under some condi- 
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tioiis to have greater heat loss from the insulated object than from 
the uninsulated object. 

Properties of Insulators. — One of the most important character- 
istics of insulators is their thermal stability or their ability to with- 
stand decomposition or physical changes for long periods of time 
at the temperatures where they are employed. Organic materials 
are usually limited to a maximum temperature of 100°C. Inorganic 
materials must be used for higher temperatures. If a smooth- 
surfaced metal is being used to decrease radiation loss, the surface 
must not oxidize or react, for in event that reaction takes place, a 
rough surface of some inorganic compound with a higher emissivity 
replaces the originally smooth surface of the metal. The physical 
properties of the insulation, such as strength, rigidity, physical state, 
and method of application, are important in the actual use of 
insulation in addition to the conductivity of the material. 

Organic Insulators. — Organic insulators are naturally occurring 
materials which are distinguished by low apparent density indicating 
a highly porous substance. The insulation of such substances is 
due mainly to the small air pockets scattered throughout the mate- 
rial. A few of the commonly used substances are listed in Table 98. 
The listed conductivities vary with the apparent density. 


Table 98. — ^Heat Conductivities of Organic Insulators (25®C.) 


Substance 

K' B.t.u. per 
(hr.) (ft.) (“F.) 

Density, 
lb. per 
cu. ft.* 

Wool 

0.021 

6.9 

Cattle hair (felted) 

0.022 

11.0 

Eelgrass 

0.023 

4.6 

Cotton wool 

0.024 

5.0 

Corkboard 

0.025 

10.0 

Silk 

0.026 

6.3 

Wood pulp 

0.028 

16.2 

Sugar-cane fiber 

0,028 

13.2 

Sawdust 

0.034 

21.0 

Cardboard (corrugated) 

0.037 


Paper 

0.075 


Leather 

0.092 

62.4 


Inorganic Insulators. — A large number of inorganic insulators 
are naturally occurring minerals; others are prepared materials. 
Some inorganic insulators are listed in Table 99. 
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Table 99. — Heat Conductivitibs of Inorganic Insulators 


Substance 


K\ B.t.u. 
per (hr.) 
(ft.) (T.) 

Density, 
lb. per 
cu. ft. 

Air (still) 

0 



Slag wool 

30 

0.022 


Min(?ral wool 

30 


9.4 

Glass wool 

25 

0.024 


Alumintim foil (7 air spaces) . 

38 

0.025 


Diatomaceous earth (powder) . 

25 



Charcoal (6 mesh). .... 

25 

0.031 

15.2 

Wood ashes 

25 



Gypsum (powder) . ... 

25 

0.043 

26. 

Slag ... 

25 



Asbestos 

50 


36.0 

Coke (powder) ... 

50 




Building and Refrigeration Insulation. — Building insulation has 
become very common in the past few years. Both organic and 
inorganic insulators are used and the insulation is available in many 
forms: powder, wool, woven blankets, semirigid sheets, and rigid 
plates. Aluminum foil has found increasing use in these fields; it 
is available as thin foil, paper-backed foil, separated layers of foil, 
and rigid materials faced with foil. Insulation of this type is very 
light in weight and has low heat capacity. The insulation value of 
aluminum foil installations is due mainly to the air space left 
between successive sheets. The low emissivity of polished alumi- 
num also decreases the radiation losses. Aluminum is used in 
preference to other metals because a smooth surface can be readily 
obtained (by rolling) and because its surface is inert to ordinary 
atmospheric gases and maintains its low emissivity for long periods 
of time. In both building and refrigeration insulation, the con- 
densation of water vapor from air in the insulation may cause 
trouble, especially in refrigeration insulation. Usually some 
attempt is made to prevent free access of the outside air to the 
insulation, but it is about impossible to seal the insulation space 
completely. In refrigerator installations any insulation that is 
used should be inert to water. 

Furnace Insulation. — For furnaces a very popular type of insula- 
tion is a mixture of 85 per cent of magnesia and 15 per cent of 
asbestos. It is available in the form of powder, brick, cylinders, 




614 


CHEMISTRY OF EmiNEERINQ MATERIALS 


and other prepared shapes. The magnesia-asbestos mixture should 
not be used for temperatures exceeding 600®F. The mixture can 
be readily applied. When mixed with water, a paste is obtained 
which, after being applied, dries to a rigid covering. The outer 
surface of the insulation is protected with a cloth or metal cover. 
If metal covers are used, they should be polished and sufficiently 
inert to retain their smoothness under conditions of use. If a rough 
metal or cloth covering is used, its emissive power may be reduced 
by painting with aluminum paint. 

A great variety of insulators are available. Among these are 
mineral wool, woven or loose, asbestos in the form of powder, fiber, 
paper, or cloth, and diatomaceous earth as powder or in suitably 
prepared forms. Mineral wool and asbestos should not be used at 
temperatures greater than 1000®F. For higher temperatures, 
1600®F., diatomaceous earth is generally used; for the highest 
temperatures, 2500°F., calcined diatomaceous earth or some type of 
prepared refractory brick must be employed. If the insulation is 
in powder form, it should not be packed tightly as the thermal 
conductivity increases with increase in density. In many applica- 
tions it is desirable to have the insulation in the form of a rigid solid. 
For these cases bricks and various other prepared shapes are 
available. Such prepared materials may be classified on the basis 
of their structure as having a continuous-solid or continuous-air 
structure. Bricks of the continuous-solid structure are prepared 
from mixtures of a powdered insulator with a finely divided com- 
bustible material such as sawdust. After shaping, the combustible 
material is burned out by baking the bricks at high temperatures. 
Bricks having the continuous-air structure are prepared by com- 
pressing the insulator powder and then sintering the particles 
together by baking at high temperatures. The thermal conductivi- 
ties of bricks of both types decrease with decrease in the apparent 
density; t.e., bricks with high porosity are the better insulators. 
In some cases the bricks not only must function as insulators but 
also must be resistant to high temperatures and the action of various 
corrosive agents, such as liquid slags, liquid metals, and gases. 
Materials intended for this purpose are called refractories^' and 
are discussed in Chap. III. 

Electrical Insulators 

Many different materials are in use as electrical insulating 
materials. The primary requisite for an electrical Insulator is 
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low conductance. However, a large number of other factors 
enter into the selection of an insulator for a given purpose. The 
‘‘breakdown'^ strength of the insulator is of great importance. 
For some applications the insulator must have a suitable dielectric 
constant; in others it must show low dielectric loss. Insulators 
must be inert and stable and, if solids, must have physical and 
mechanical properties that are suitable for the particular application. 

Conductance. — The specific conductance is a direct measure of 
the conductivity. It may be defined as the conductance of a cube 
of material having a volume of 1 ec. The unit of conductance is 
the mho (reciprocal of ohm). Specific conductance values vary 
over very wide limits. For silver,, the best solid conductor, the 
specific conductance is about 10** times that of sulfur, one of the 
best solid insulators. 

Breakdown Strength. — The breakdown strength of an insulator 
is the voltage required to puncture a given thickness of the insulator. 
It is generally given in units of kilovolts per millimeter. Unless 
suitable precautions are taken in the measurement to eliminate 
edge effect, the variation in the breakdown strength with thickness 
will not be linear and comparisons of specimens with unequal 
thickness will result in misleading values. 

Dielectric Constant and Dielectric Loss. — The dielectric constant 
of any substance is given by the equation: 

C. 

‘* = ■0 

where c* is the dielectric constant, C, is the capacity of a given 
condenser using the given substance as the dielectric, and C is the 
capacity of the same condenser using air as the dielectric. The 
dielectric loss is the energy loss in the dielectric when subject to 
an alternating field. 

Chemical and Physical Properties. — ^All insulators must be stable 
and inert under conditions of use. If the insulator is in contact 
with the atmosphere, it must not be hygroscopic or must be suitably 
protected against water. In some applications, the insulator must 
be stable at high temperatures. The physical properties needed 
vary with the particular application. In some cases solid insulators 
are required to have great rigidity and mechanical strength; in 
others the insulators must be flexible. 

Gaseous Insulators. — The ordinary gases such as air, nitrogen, 
and carbon dioxide, have very low conductivities and are excellent 
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insulators provided they are not exposed to ionizing radiations. 
The dielectric constant of most gases is close to 1 and the dielectric 
loss is negligible. The breakdown strength of air at 1 atm. pressure 
is only 30,000 volts per cm. under the most favorable conditions; 
this value is considerably less than for most solids and liquids. If 
air is used for insulation, the conductors must be widely separated 
for high voltage differences. For conductors that must be placed 
close together, it is essential to use solid and liquid dielectrics. If 
the solid insulator is porous, it is necessary to fill all voids with 
liquid or solid to avoid breakdown of the insulation at the voids. 

Liquid Insulators. — ^Liquid insulators are used in rheostats, 
transformers, switches, and for the impregnation of porous solid 
insulators such as paper. In transformers and switches the liquid 
also serves as a heat transfer agent. Refined saturated paraffin 
oils are commonly used. Such oils must be free of water, organic 
acids, and other impurities. In oil-impregnated solid insulators, 
temperature changes result in the formation of gas pockets and 
ionic discharge in these pockets leads to decomposition of the oil 
with formation of gases and solids. No oil is completely immune 
to the electrical discharge but the decomposition may be reduced 
by adding certain aromatic comi>ounds, such as diphenyl, to the oil. 
In recent years synthetic liquid dielectrics such as chlorinated 
aromatic compounds have been developed. Owing to their higher 
cost, the use of synthetic insulators is confined mairily to those 
installations where a noninflammable insulator is required. In 
impregnated paper insulation, the synthetic compounds possess 
an advantage over oil in that they have a higher dielectric constant 
and one that approaches the dielectric constant of the paper more 
closely. This characteristic permits the design of more compact 
impregnated-paper condensers than were previously possible with 
oil as the impregnating agent. 

Solid Insulators. — Many types of solids are used for insulation 
purposes. They may be naturally occurring substances or entirely 
synthetic. Some natural insulators together with their more impor- 
tant characteristics are listed in Table 100. 

Amber is a natural petrified resin found on the Baltic coast and 
in Burma. With quartz and sulphur it is one of the best insulators, 
ranking second only to quartz. Unlike fused quartz, the conduc- 
tivity of amber is not increased by contact with small amounts of 
water vapor. In comparison with quartz and sulfur, it has 
better physical characteristics and is more inert than sulfur. 
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Owing to the high cost of amber (about $12 a lb.), it is used sparingly 
wherever excellent insulation is required as in electrometers and 
other sensitive electric instruments. 


Table 100. — Pboperties of Natural Solid Insulators 


Substance 

Dielectric 

constant 

Specific con- 
ductance, 
mhos 

Breakdown 
voltage, 
kv. per mm. 

Amber 

2.9 



Asbestos (paper) 

2.7 

5 X 10~* 

4. 

Maple (paraffined) 

4.1 

3 X 

4.5 

Marble 

7-9 


2-4 

Mica 

7-8 


80-200 

Paraffin 

li.9-3.3 


15-50 

Rubber (hard) 

2r3 

3 X 10“^* 

10-38 

Shellac 

2.5-4 



Slate 

6-8 

10-* 

0.2-0. 4 

Soapstone . 


2 X 10“» 

1.0 

Sulfur (rhombic) 

3-8.8 

5 X 



Asbestos is hydrated magnesium silicate, 3Mg0*2Si02‘2H20. It 
is not a particularly good insulator but is valuable as an insulator 
because of its noncombustible nature and its great thermal stability. 

Paraffin is a saturated hydrocarbon obtained as a by-product 
in the refining of certain types of petroleum crudes (page 95). It 
is an excellent insulator and is inert with respect to most reagents. 
Paraffin is very resistant to water and is used to prevent water 
absorption of hygroscopic insulators such as wood or paper. A 
natural paraffin found in the vicinity of certain oil fields and called 
‘‘ceresin^' or ozocerite has a higher melting point than ordinary 
paraffin and is a better insulator. 

Marbky slate, and talc have been used primarily for switch- 
boards. These substances are noncombustible and are easily 
machined. All have a tendency to absorb water and such absorp- 
tion decreases the insulation. Talc on being heated to about 
llOO^C. becomes very hard and is marketed as “Lava^^ or ^^Iso- 
lantite.^^ It is an excellent insulator but it cannot be machined 
in the hardened state. The forming of the insulator must be done 
before it is hardened. 

Mica is one of the most widely used solid insulating materials. 
Many varieties of it are known, but not all of them are suitable as 
insulators. It is mined in the form of rough cakes which can be 
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split and trimmed to give thin sheets. Mica has a high breakdown 
strength and furnishes adequate insulation when used in very thin 
sheets. It may be readily split with a knife or by rolling into sheets 
having a thickness of only 0.0005 in. In the form of thin sheets 
it is very flexible. Mica has high thermal stability and is stable 
at 600®C. It softens around 1200®C. (2190®F.). At temperatures 
greater than 600®C. (1110®F.) it slowly disintegrates into scales 
and flakes. Mica is commonly used as a form for winding heaters 
such as those in electric irons. Because it can be obtained 
readily in v6ry thin sheets, it finds great use wherever space for 
insulation is limited. ''Built-up^' or “reconstructed^^ mica is 
sometimes used. To prepare insulation of this type, mica flakes 
are mixed with a binder such as shellac and the mixture is then 
pressed together into a sheet, using heat and pressure. As the 
binder is usually organic in nature, reconstructed mica cannot be 
used at high temperatures. 

Rubber is a very common insulator and is used either in the soft 
vulcanized state or in the hard state. Rubber is not only an excel- 
lent insulator but is also unaffected by moisture. In the soft 
vulcanized form, rubber is used as a wire covering, as an impregnant 
for tapes, and as a constituent of insulating paint. Hard rubber 
is used as any other solid insulator. It is easily machined but at 
room temperature slowly deforms under pressure. Like any other 
organic substance, it should not be used much above 100°C. 
(212®F.). The properties of rubber are discussed more fully in 
Chap. XVIII. 

Gutta-percha has a high dielectric strength and is a better 
insulator than rubber. It is used in the insulation of submarine 
cables. Like rubber, gutta-percha is obtained from the sap of 
certain tropical trees. It is similar to rubber in many respects, 
but unlike rubber it is used chiefly in the natural or unvulcanized 
state although it can be vulcanized. Gutta-percha is plastic but 
is not elastic like rubber. It can be readily molded into suitable 
shapes by the application of pressure and heat (120°C.). 

Shellac (page 572) is an excellent insulator and is impervious 
and inert to water. It is soluble in methyl alcohol and solutions 
of shellac in alcohol are frequently used for the impregnation of 
wood, tapes, and other solid insulators. Around 150®C. (300®F.) 
shellac softens and may be used as a binding agent. 

The properties of a few of the more common synthetic solid 
insulators are given in Table 101 
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Table 101 . — Pbopbbties op Synthetic Solid Insulators 


Substance 

Dielectric 

constant 

Specific con- 
ductance, 
mhos 

Breakdown 
voltage, 
kv. per mm. 

Cellulose (paper) 

4-7 



Cellulose acetate 

6-8 

10-10 

23-28 

Cellulose nitrate 

4-7 

10-10 

12-30 

Fiber (vulcanized) 

4-5 


3-18 

Glass (soft) 

5-8 


230 

Glass (Pyrex) 

4.5 


134 

Methacrylic resin 

Phenol formaldehyde resin 

2.8 

5-7.5 


25-52 

Porcelain 

4.4-6 


12-28 

Quartz (fused) 

Styrene resin 

4.2 

i 


20 

Urea formaldehyde resin 

Vinyl resin 

5-6 

4 

10-“ 

12-16 

15-20 


Cellulose in the form of paper is used extensively in cable con- 
struction and in many types of electrical equipment. In many 
cases the paper is impregnated with oil, paraffin, shellac, pitch, or 
varnish to prevent water absorption and to fill voids. Cellulose 
is a carbohydrate with the same empirical formula as starch, 
CeHioOs, and is the main constituent of plant fiber. The chief 
source of cellulose is wood pulp, but cotton, flax, hemp, and cloth 
rags are also important sources. In the preparation of cellulose 
from wood, the wood pulp is treated to remove gums, resins, lignin, 
and other noncellulosic substances. Two processes are in common 
use: the sulphite process and the soda process. In the former 
the wood is heated with calcium bisulphite liquor for 10 hr. in a 
pressure vessel. The soda process uses a sodium hydroxide liquor 
and a heating period of about 8 hr. The sulphite process is used 
for spruce, fir, and other conifers; the soda process is employed for 
poplars, beech, and basswood. After digestion the pulp is screened 
and wadied. It is then mixed with water and beaten to fray the 
edges of the fibers. In paper intended for insulation purposes no 
inert fillers or sizes are added. The paper sheet is formed by 
shaking a dilute suspension of the pulp on a moving and vibrating 
wire screen of fine mesh. Water is removed by suction and absorb- 
ent felts. The surface is given a smooth finish by passage through 
heated calender rolls. 
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A special t3rpe of paper, similar to parchment, is made by treat* 
ing paper with a warm concentrated solution of zinc chloride in 
water. Under this treatment the surface of the paper becomes 
gelatinized due to hydrolysis of the cellulose. If, in this gelatinized 
state, many sheets are pressed together, the surfaces fuse together 
and form a homogeneous, dense mass of fiber. The zinc chloride 
is removed by thorough washing with water and, after drying, a 
hard insoluble material, called vulcanized fiber,'’ is formed. 

Cellulose nitrate is prepared by treating cellulose with a mixture 
of nitric and sulfuric acid. After nitration the product must be 
carefully washed and stabilized. Various types of cellulose nitrate 
differing in nitrogen content can be prepared. The lower nitrated 
celluloses are soluble in various solvents and may be used for 
impregnation purposes. Cellulose acetate is obtained by treating 
cellulose with a mixture of acetic anhydride, glacial acetic acid, 
and sulfuric acid. Both cellulose acetate and nitrate are plastic 
with application of heat and pressure and may be molded into any 
desired shape. 

Glass and fused quartz are excellent insulators and are inert to 
moisture. Neither of these substances can be machined and both 
must be formed at high temperatures. In the absence of water 
vapor, fused silica is probably the best insulator known and is used 
where extremely good insulation is required. Silica adsorbs water 
on its surface and its conductance is increased. Such adsorption 
may be minimized by placing a drying agent in the vicinity of the 
quartz or by coating the quartz with a thin layer of ceresin wax. 

In recent years the organic chemist has discovered many syn- 
thetic resins. These are considered in more detail in Chap. XVII. 
Many of these resins are excellent insulators and find extensive use 
as such in spite of their relatively high cost. 

The phenol formaldehyde resins, commonly called ‘‘Bakelite,’^ 
are used extensively for insulation purposes. Bakelite may be 
obtained as the pure transparent resin, as a molded resin with wood 
flour, fabric, asbestos fiber, or mica flakes as filler, or as a laminated 
resin with paper or fabric filler. Once formed, Bakelite is stable 
indefinitely at 120®C. (250®F.) and does not soften. It is inert and 
shows low absorption of water. It possesses high tensile strength 
and may be machined. 

Other types of synthetic resins are in use. Victron'^ is a resin 
prepared from styrene, has low dielectric loss, and is used in radio 
sets. ‘‘Vinylite” is prepared from vinyl chloride. ^'Lucite” is a 
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methacrylate resin. Urea formaldehyde resins are called “Beetle- 
ware” or “Plaskon.” 

The use of ceramic irmilation is very common. Many different 
varieties of porcelain are in use. Porcelain is prepared by mixing 
China clay, ball clay, feldspar, and ground quartz 'with water and 
working the mixture until a plastic mass is obtained. The mix may 
be pressed into the desired shape and dried. After drying it is 
heated or “fired” to a high temperature which fuses the feldspar 
and binds all the constituents into a hard, dense vitreous mass. 
The temperature used controls the porosity and the nature of the 
product. High temperatures (1286*C.) produce a more vitreous 
and a less porous ware. Porcelain for high-voltage insulation is 
usually high-temperature porcelain. 

A special hard porcelain, low in feldspar, is used for spark plugs 
where a high dielectric strength at high temperatures is required 
together with great mechanical strength and great resistance to 
thermal shock. Spark-plug porcelain is fired around 1465°C. 
(2670°F.), has no porosity, and is sinular to the porcelain used in 
chemical laboratory equipment. 

For resistance units such as those in furnaces, heaters, and flat- 
irons, hard porcelain of the spark-plug type may be used. However, 
special porcelains, called “Lava,” made from soapstone or periclase, 
MgO, are used. Such insulators must withstand high temperatures 
but only low voltages. For this reason they do not need to be 
completely vitreous; in fact, their resistance to thermal shock is 
improved if they are not vitrified. 
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Abrasive cloth, 520 
Abrasive paper, 520 
Abrasives, 511-521 
artificial, 518 
hard, 511 
metallic, 520 
natural, table of, 512 
siliceous, 514 
soft, 517 

Acid electric steelmaking, 299 
Adhesives, 591 
Age hardening, 244 
Air furnace, 388 
Alabaster, 482 
Albarine stone, 468 
Albite, 467, 502 
Albumin glues, 605 
Alclad, 448, 458 
Alcohol, 49 
Alkvd resins, 574 
as adhesives, 606 
Alkylation, 90 
Alloy, definition of, 205 
Alloy coatings, 459 
Alloying additions to steel, 301, 303 
\lloys, aluminum, wrought, 243, 244 
bearing, 248-251 
brazing, 254 
table of, 253 
die-casting, 256, 257 
tin-base, 256 
table of, 256 
zinc, 257 

dectrical resistance, 247 
heat-resistant, 247 
lead-antimony, 249 
light, 239 
low-melting, 257 
low thermal expansion, 247 
magnesium, 246 


Alloys, magnetic, 248 
nickel, 246-248 
table of, 248 
nonferrous, 205-258 
solidification of, 316 
types of equilibria in, 208-222 
white, 249 
JUoxite, 518 
Alumilite process, 462 
Alumina, 131 
Bayer process for, 133 
Alumina refractories, 110 
Aluminum, 130-139 
anodized coating on, 462 
commercial, 134 
electrolytic cell for, 134 
Hall process for, 134 
history of, 130 

Hoopes electrolytic refining oi^ 135 
occurrence of, 131 
production of, 132-134 
properties of, table of, 136 
pure, 135 
uses of, 137 

Aluminum alloys, 239-244 
corrosion resistance of, 240 
wrought, 243, 244 
Aluminum brass, 232 
Aluminum bronze, 238 
Aluminum casting allo3rs, 240-243 
Aluminum coatings, 458 
Aluminum-copper casting alloys, 241 
Aluminum-magnesium casting alloys, 
243 

Aluminum ores, 131 
Aluminum oxide, fused, 519 
Aluminum powder, 558 
Aluminum-^con casting alloys, 242 
248 

modified, 242 
Aluminum solder, 254 
Alundum, 518 
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Amalgams, 199 
Amber, 572, 616 
American vermilion, 556 
Amphoteric hydroxides, 409 
Anatase, 201 
Anglesite, 151 
Annealing, 225 
of glass, 527 
of steels, 331 
Anode, 405, 408 

Anodic control in corrosion, 426 
Anodized^' coating on aluminum, 
462 

Antiknock, 54 
Antimony, 197-198 
metallurgy of, 197 
occurrence of, 197 
properties of, table of, 197 
uses of, 1 98 
Antimony ores, 197 
‘'Aquadag,*^ 107 
Arc cutting, 398 
Armco iron, 347 
Artificial colloids, 591 
Asbestos, 617 
Austenite, 314 
grain size of, 332 
primary, 317 
transformation of, 328 
Azurite, 140 

B 

Babbitt, 198, 249 
Babbitt metal, 249 
Bain 8 curve, 329 
Bainite, 328 
Bakelite, 530 

use of, in electrical insulation, 620 
{See also Phenol formaldehyde 
resin) 

Bakelite resins, 573 
Balsams, 570 
Base-exchange process, 14 
Basic electric stedmaking reactions, 
298 

Basic open-hearth steel, grades of, 295 
Basic open-hearth steel process, 287 
raw materials for, 290 


Basic open-hearth steel process, oxi- 
dizing power of, 292 
slag of, basicity of, 292 
Bauxite, 131 

Bayer process for alumina, 133 
Bearing bronzes, 238 
Bearing metals, 248-251 
Beehive coke oven, 44 
Bell metal, 236 
Benzene, 579 
Bergius process, 89 
Beryllium bronze, 239 
Beryllium copper, 239 
Bessemer process, 279 
acid, 280 
basic, 285 

raw materials for, 281 
reactions in, 282 

Bessemer steel, alloying additions, 284 
deoxidation of, 284 
recarburization of, 284 
uses for, 285 
Betts process, 154 
Biotite, 467 
Bismuth, 195-197 
production of, 195 
properties of, table of, 196 
uses of, 196 
Bismuth glance, 195 
Bismuth ochre, 195 
Bismuthite, 195 
Bituminous coatings, 581 
Blast furnace, air for, 262 
cooling water for, 262 
cross section through, 264 
design of, 262 
fuel for, 261 
gas from, 60 
limestone for, 261 
operation of, 263 

process of, material balance, 265 
266 

products from, 272-274 
raw materials for, 259 
reactions in, 266-272 
slag of, viscosity of, 272 
Block tin, 162 
Blue powder, 167 
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Boilers, caustic embrittlement in, 26 
corrosion in, prevention of, 30 
corrosion fatigue of, 26 
corrosion inhibitors in, 31 
cracking of, 26 
deposits in, 18 
effect of, 20 

feed water for, deactivators for, in 
ox3''gen, 30 

removal of oxygen in, 30 
foaming of, 28 
internal treatment of, 21 
priming of, 28 
scale in, 18 

prevention of, 21 
sludges in, 18 
tubes for, failure of, 21 
water in, effect of pH on, 22-25 
ions in, at various pH, table, 23 
phosphate treatment of, 24 
Boiling points, 124 
Bonderite A, 464 
Bone glue, 594 
Bornite, 140 
Boron carbide, 519 
Borosilicate glass, 526 
Bort, 511 

Ik)wer-Barff process, 464 
Box annealing, steels, 332 
Brass, aluminum, 232 
brazing, 229 
commercial, 229 
gilding metal, 229 
high, 229 
iron, 233 
lead, 233 
low, 229 
manganese, 233 
naval, 232 
preparation of, 234 
red, 229 
tin, 232 

Brass coatings, electrodeposition of, 
459 

Brasses, 227-235 
classification of, 22$ 
table of, 229 
modified, 232-234 
Brazing, 390 


Brazing alloys, 254 
table of, 253 

Breakdown strength, 615 
Brick, ceramic bonding, 114 
lime-sand, 482 
Brickmaking, 504 
dry-press process, 504 
soft-mud process, 504 
stiff-mud process, 504 
Bricks, comparison of, 505 
efflorescence on, 505 
Bright annealing, steels, 332, 345 
Brinell hardness number, 129 
Brinell test for hardness, 129 
BHquettes, 42 

British thermal unit (B.t.u,)» 34 
Bronze powder, 558 
Bronzes, 235-239 
aluminum, 238 
bearing, 238 
beryllium, 239 
leaded, 250 
modified, 237 
phosphor, 237 
plastic, high lead, 238 
silicon, 238 
Brookite, 201 
Brownstones, 471 
Brunswick green, 553 
Building insulation, 613 
Building stones, 466 
Bulking value of pigments, 549 
Buna, 85, 542, 543 
Buna S, 542, 543 
Button lac, 572 
Butyl rubber, 542, 543 
By-products from coking, table of, 43 


Cadmium, 172-174 
occurrence of, 172 
properties of, table of, 173 
uses of, 173 

Cadmium coatings, 459 
Cadmium yellow, 555 
Calamine, 164 
Calcimines, 583 
Calcite, 471 
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Calcium hydroxide, 477 
Calorie (cai.)» 35 
Calorific intensity, 77 
CaJorizing, 448 
Carats, 203 

Carbon, free and combined in oast 
iron, 380 

Carbon black, 557 
Carbon residue test, 101 
Carbon steel, minor elements in, 350 
Carbon steels, 348-358 
influence of cold work, 352 
S.A.E. classification of, 355 
uses of, 355-358 
Carbonado, 511 
Carbonization of coals, 42-48 
Carborundum, 518 
Carburizing steels, 338-345 
Carnallite, 174 
Carnauba wax, 582 
Carnotite, 194 
Case carburizing, steels, 338 
Casehardening, steels, 338 
Casein, 602 
Casein glues, 602 
irreversible, 604 
reversible, 603 
types of, 602 
Casein paints, 583 
Caseinates, 602 
Cassiterite, 157 
Cast irons, 379-384 
alloy of, 382 

analyses of, table of, 380 
chiUed, 381 
eutectic, 318 

free and combined carbon in, 380 
graphitization of, 380 
gray, 381 

hypereutectic, 318 
photomicrograph of, 319 
hypoeutectic, 318 
malleable, 383 
mottled, 381 
white, 381 
Casting, die, 393 
Casting defects, 395 
Casting processes, 386 


Castings, centrifugal, 394 
iron, black heart, 383 
white heart, 3^ 
patterns for, 388 
permanent molds for, 392 
sand, molding of, 388 
Castor oil, dehydrated, 566 
Catalytic cracking, petroleum, 87 
Catalytic re-forming, gasoline, 89 
Cathode, 405, 408 
Cathodic control in corrosion, 426 
Cathodic protection, 439 
Caustic embrittlement, 26 
Cells, galvanic, 405 

polarization of, 417 
primary, 406 
Cellulose, 619 
derivatives of, 574 
use in electrical insulation, 619 
Cellulose acetate, 532, 535, 536, 574 
Cellulose aoetobutyrate, 574 
Cellulose nitrate, 532, 535, 536, 574 
use in electrical insulation, 620 
Cement, Grappier, 480 
Keeners, 486 
Parian, 486 
Portland, 487 
comparison of, 495 
composition of, 489 
compound formation in, 490 
freezing of, 495 
hardening of, 491 
high-alumina, 495 
high early strength, 495 
low-heat, 498 
manufacture of, 488 
regauging of, 490 
set retarders, 493 
setting of, 491 
storing of, 497 
testing of, 496 
Pozzolan, 498 
Cement steel, 277 
Cementation, 448 
Cementite, 315, 317 
primary, 318 
proeutectoid, 322 
solubility in alpha iron, 319 
solubility in austenite, 318 
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Cementite, spheroidized, 337 
Centigrade heat unit, 70 
Centrifugal castings, 304 
Ceramic electrical insulators, 621 
Cerargyrite, 203 
Cerussite, 161 
Chalcoite, 140 
Chalcopyrite, 140 
Cheraigum, 543 
Chert, 514 
China wood oil, 664 
Chinese blue, 552 
Chrome green, 553 
Chrome iron ore, 184 
Chrome red, 550 
Chrome refractories, 118 
Chrome yellow, 554 
Chromel, 187, 247 
Chromite, 184 
Chromium, 184-189 
electroplating with, 187 
occurrence of, 184 
properties of, table of, 186 
uses of, 187 

Chromium ores, treatment of, 186 
uses of, 185 
Chromium plating, 456 
Chromizing, 448, 456 
Chromodizing, 464 
Chrysocolla, 140 
Cinnabar, 199 
Citron yellow, 564 
Cladding, 448 
Clay, burning of, 503 
drying of, 503 
origin of, 502 
plasticity of, 502 
products of, 502 
color of, 603 
Coal, 35-42 
analysis of, 37 
proximate, 37 
ultimate, 37 
calorific value of, 38 
Dulong’s formula for, 38 
from proximate analysis, 39 
carbonization of, 42-48 
classification of, table of, 36 


C’oal, Parr formulas for, 36, 37 
powdered, 41 
Coal ash, 39 
analysis of, 40 
fixed or inherent, 39 
free or extraneous, 39 
fusibility of, 40, 41 
Coal gas, 46, 60 

Coals, composition of, table of, 40 
Coatings, bitumen-water emulsionSj 
582 

bituminous, 581 
for concrete, 688 
heat reflecting properties, 589 
inorganic, protective, 444, 461 
light reflecting properties, 589 
. metallic, protective, 444 
nondrying protective, 582 
organic, for metal, 587 
for plaster, 588 
protective, on wood, 586 
Cobalt, 181-182 
coatings of, 459 
properties of, table of, 181 
uses of, 181 
Cobalt bloom, 181 
Cobalt blue, 553 
Cobaltite, 181 

Coefficient of expansion, linear, 125 
Coefficient of thermal conductivity, 
608 

for gases, table of, 609 
for liquids, table of, 609 
for solids, table of, 610 
Coke, 42-48 
analysis of, table of, 44 
by-products from, table of, 43 
high-temperature, 43 
low-temperature, 43 
metallurgical, 261 
as a metallurgical fuel 48 
petroleum, 43 
phosphorus in, 48 
sulfur in, 48 
Coke oven, beehive, 44 
by-product, 46 
Coke oven gas, 60 
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Cokes, comparison of, 47 
comparison of low- and high-tem- 
perature, table of, 43 
Coking processes, 44^7 
Colcothar, 566 

Cold work, hardening by, 223 
Cold working of metals, 223 
Collagen, 595 
Collodion, 606 
Colloid, artihcial, 591 
lyophilic, 591 
lyophobic, 591 
natural, 591 
Colloidal solutions, 591 
Cologne, glue, 697 
Colophony, 571 
Color improvers, 104 
Combustion, 61-78 
definition of, 33 
heats of, 69 
mechanism of, 64 
principles of, 61 
spontaneous, 63 
surface, fe4 

weight and volume relations in, 66 
Combustion calculations, 68 
Components, definition of, 206 
Compression molding, 533 
Concrete, 487, 497 
coatings for, 588 
organic, 500 
waterproofing of, 499 
Condensation, 630 
Condensed system, 208 
Condensers, prevention of slimes in, 
32 

Conductance, electrical, 125, 615 
specific, 615 

Conduction of heat, 608 
Constantan, 239 

Constitutional diagrams {see Phase 
diagrams) 

Convection, 607 

Cooling curves for bismuth-cadmium 
system, 211 

Cooper glue standards, 598 
Copal, 571 

Copolymers, 530, 542 


Copper, 130-150 
alloys of, 227-239 
beryllium, 269 
converting of, 144 
effect of impurities on conductivity 
of, 148 

electrolytic refining of, 146 
metallurgy of, 140-147 
ores of, 140 
patina on, 464 
phosphor, 237 
properties of, 147-149 
tables of, 148 
recovery of from dust, 147 
sources of, 139 
uses of, 149 
Copper glance, 140 
Copper matte, 144 
Copper-nickel alloys, 239 
uses of, table of, 239 
Copper ores, concentrating of, 141 
roasting of, 143 
smelting of, 143 
Copper phthalocyanine, 553 
CV)pper plating, 457 
Copper refining, 145 
Copperweld, 457 
(Copper weld process, 448 
Cored crystals, 217 
Corellite, 140 
Coronite coatings, 460 
Corrosion, 404 

anodic (control of, 426 
cathodic control of, 426 
between dissimilar materials, 440 
due to stress, 436 
electrochemical mechanism of, 405 
at grain boundaries, 436 
hydrogen type, 421 
influence of bacteria on, 435 
of metals in contact, factors affect- 
ing, 442 

oxygen type, 421 

rate of, influence of temperature, 442 
limiting, 424 
in soils, 439 
stray current, 438 
water-line, 435 
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Corrosion couples, anode areas, 423 
cathode areas, 423 
Corrosion endurance limit, 438 
Corrosion fatigue, 436 
of boilers, 26 
limit of, 438 

Corrosion inhibitors, 104, 427 
dangerous, 429 
safe, 429 

Corrosion reactions, spontaneity of, 
420 

table of, 422 
Corundum, 131, 513 
Cottrell dust precipitators, 147 
Cracking, catalytic, 87 
Houdry process, 87 
hydrogenation, 88 
thermal, 86 

Cracking processes, petroleum, 85 
Creep, in steels, 371 
Critical cooling rate, steels, 329 
Critical points, cooling, 326 
heating, 326 
of steels, 324 
Crocus, 518 
Cronak procsss, 463 
Crucible steel, 278 
Crude scale wax, 95 
Cryolite, 132 
Crystal grains, 127 
Crystals, slip planes in, 223 
size in castings, 222 
Crystallization of alloys, 222 
Crystolon, 518 
Cullet, in glass making, 523 
Oumar resin, 574 
Cupola furnace, 387 
Cuprite, 140 
Current density, 420 
Cutting-tool lubricants, 107 
Cyaniding, steel, 344 

D 

Dammar, 571 

Daniell cell, 406 

Deactivators for boiler feed water, 30 
Decarburizing of steel, 345 
Degreasing, solvent, 445 
Degrees of freedom, definition of, 206 


Delta metal, 233 
Dendrites, 217 
Density, 124 

Deoxidation, of Bessemer steel, 284 
of steel, 301, 302 
Deoxidizers for steel, 302 
Depolarizer, 419 
Descloizite, 193 
Desilvering of lead, 153, 154 
Detinning, 161 
Devitrification, 524 
Dextrin, 605-606 
I^zincification, 437 
Diamond, 511 
Diatomaceous earth, 517 
Diatomite, 517 
Ihe casting, 393 
rhc-casting alloys, 256, 257 
tin base, 256 
table of, 256 
zinc, 257 

Dielectric constant, 615 
Dielectric loss, 615 
Diesel-engine fuel, 53 
Differential aeration, 434 
Diluents for organic coatings, 575 
Displacement series, 414 
Distempers, 545, 583 
Dolomite, 113, 174, 471 
Dowmetals, 246 
Drainage tile, 508 
Drawing, steel, 337 
Driers, 560, 569 
Japan, 570 
Drop black, 557 
Dry cell, 419 
Drying oils, 560, 562 

properties of, table of, 568 
Ductility, of metals, 130 
table of, 130 

DuLong and Petit's rule, 73 
Dulong's formula for heating value of 
coal, 38 

Duplex process for steelmaking, 300 
Duralumin, 244 

E 

Elastic glue, 597 
Elastic limit, 127, 128 
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Elasticity, modulus of, 127 
Elastomers, 541-543 
Electric furnace, acid arc, 297 
basic arc, 297 
Electric furnace steel, 296 
slags of, 298 

making of, advantages of, 297 
Electrical conductance, 615 
Electrical insulators, 614 
gaseous, 615 
liquid, 616 
solid, 616 

properties of, tables of, 617, 619 
Electrical resistance alloys, 247 
Electrical resistivity, 125 
Electrochemical mechanism of corro- 
sion, 405 

Electrode potentials, single, 411 
Electrode reactions, 408 
Electrolytic protection, 439 
Electrolytic refining of copper, 146 
Electromotive force, back or counter, 
418 

Electromotive force of cells, 415 
Electromotive force series, 414 
Electroplating, 446 
with chromium, 187 
Electrostatic dust precipitation, 147 
Elemi gum, 571 
Elongation in tensile tests, 127 
Emerald green, 554 
Emery, 131, 513 
composition of, 513 
Emissivities, of metals, table of, 611 
of nonmetals, table of, 611 
Emissivity of iron, effect of surface 
roughness, table of, 611 
Emissivity factor, 610 
Enamels, 546 
baking, 546 
brushing, 546 
lacquer, 547 
porcelain, 461 
raw materials for, 548 
solvents for, 575 
vitreous, 461, 526 
Endurance limit, 438 
Energy, conservation of, 65 
electrical, 407 


Energy balance, 65 
Energy units, conversion factors for, 
35 

Engines, maximum efficiency of, 77 
Epsom salt, 474 

Equilibrium diagrams (see Phase 
diagrams) 

Ester gum, 571 

Ethyl cellulose, 532, 535, 536, 574 
Eutectic, 209 
Eutectic structure, 210 
Eutectoid, 221 
in iron-iron carbide, 321 
Eutectoid steels, 323 
Explosive range, table of, 63 

F 

Faraday^s law, 407 
Fatigue strength, 438 
Fatigue test for metals, 129 
Feldspar, 467 

FeO, distribution of between metal 
and slag, 302 

in liquid iron, equilibrium with C, 
302 

solubility of, 301 
Ferberite, 189 
Ferrite, 319 
eutectoid, 321 
proeutectoid, 321 

Ferroalloys, composition of, table of. 
304 

Ferromanganese, 183 

Ferromolybdenum, 192 

Ferrotungsten, 189 

Ferrovanadium, 194 

Fillers, wood, 583 

Films, “blushing” of, 576 

Fire clay, 109 

Fish glue, 594 

Pish oU, 567 

Flame cutting, 398 

Flame hardening of steels, 337 

Flame temperatures, theoretical, 77 

Flames, luminous, 64 

Flexible glue, 597 

Flint, 514 

Flint glass, 525 
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Floor tile, 508 
Floor wax, 582 
Flotation, 141-143 
of lead ores, 151 
Fluorescence improvers, 104 
Fluxes for soldering and brazing, 255 
Forced convection, 607 
Fosterite refractories, 113 
Fractionating tower, 82 
Frankfort black, 557 
Franklinite, 164 
Free energy, 407 
Freezing points, 124 
Fuel oils, 49-53 
blended, 50 
burners for, 50 
crude, 50 
distillate, 50 
heating value of, 52 
residual, 50 

specifications for, table of, 51 
Fuels, 33-61 

classification of, table of, 34 
gaseous, 56 
advantages of, 56 
heating value of, 35 
liquid, 48-56 
advantages of, 48 
colloidal, 49 
from petroleum, 49-56 
open-hearth, 289 
solid, 35-48 
secondary, 42 
Fulminate of mercury, 200 
Furnace, air, 388 
cupola, 387 

Furnace insulation, 613 
Fused quartz, use in electrical insula- 
tion, 620 

G 

Galena, 150 
Galenite, 150 
Galvanic cells, 405 
irreversible effect in, 418 
Galvanizing, 450 
Garnet, 514 
Garnet lac, 572 


Gas, blast furnace, 60 
carbureted, 59 
coal, 60 
coke-oven, 60 
natural, 57 
oil, 61 

producer, 57 
water, 59 
Gas black, 557 
Gas carburizing of steels, 341 
Gas constant R, 66 
table of, 67 

Gases, heat capacities of, 73 
petroleum, 61 
Gasoline, 52 

A.S.T.M. specifications of, 54 

antiknock properties of, 54 

blending of, 91 

casing-head, 57 

catalytic reforming of, 89 

characteristics of, 53 

'^ethyl,^» 56 

inhibitors for, 91 

natural, 54 

octane number of, 55 

'"polymer,” 89 

produced by alkylation, 90 

straight-run, 54 

treating of, 91 

Gasoline treating, Gray process. 91 
Gay-Lussac ^8 law, 66 
Gelatin, 592 

Gelatin glue technology,- 594 
Gelatin glues, 594 
Gelation, 592 
Gels, 592 
irreversible, 592 
reversible, 592 
General gas equation, 66 
German silver, 239 
Gilders glue, 597 
Gilding metal, 229 
Glass, 522 

annealing of, 527 
borosilicate, 526 
colored, 527 
composition of, 525 
devitrification of, 524 
flint, 525 
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GlasBi melting of, 523 
properties of, 524 
pyrex, 526 
safety, 528 
shatterproof, 528 
soda-lime, 525 
tempered,” 528 

use in electrical insulation, 620 
Glass blocks, 528 
Glass furnaces, 526 
pot, 527 f 

tank, 527 

Glass-making reactions, 522 
Glaze, salt, 508 
Glazes for sanitary ware, 510 
Glue, 591 
albumin, 605 
bone, 594 
casein, 602 

classihcation of, 592, 593 

Cologne, 597 

elastic, 597 

fish, 594 

flexible, 597 

gelatin, 594 

gilders, 597 

gluten, 606 

grades of, 597 

hide, 594 

liquid, 597 

marine, 606 

nitrocellulose, 606 

opaque, 597 

Paris, 597 

Russian, 597 

sinew, 594 

Glue standards. Cooper, 598 
Glue testing, 598-601 
Gluten glue, 606 
Glyptal resins, 574 
Gneiss, 466 
Gold, 201-203 

amalgamation process for, 202 
cyanide process for, 202 
fineness of, 203 
metallurgy of, 201 
occurrence, 201 
properties of, table of, 202 
uses of, 202 


Grain boundary corrosion, 436 
Grains in metals, 127 
Gram equivalent weight, 407 
Granite, 467 
Graphite, 558 
as lubricant, 106 

Graphitization, effect of elements on. 
380 

in cast iron, 380 
of steel and cast iron, 325 
Grappier cement, 480 
Gravity, A.P.I., 52 
Baum 6, 52 
Greases, axle, 106 
cup, 105 
fiber, 105 
lead soap, 106 
lubricating, 104 
rosin oil, 106 
soda base, 105 
Green pigments, 553 
Green vermilion, 553 
Greenockite, 172 
Grinding wheels, 520 
Grindstones, 471 
Guayule, 537 
Guignet’s green, 553 
Gum, 605, 606 
Gum arabic, 605 
Gun metal, 236 

Gutta percha, use in electrical insula^ 
tion, 618 
Gypsite, 482 
Gypsum, 474, 477, 482 
plaster, 482 

hardening of, 483 
setting of, 483 
plasterboard, 486 

H 

Half reactions, 408 
Hail process for aluminum, 134 
Hardenability of steels, 335 
Hardening by cold work, 223 
Hardness, Brinell test for, 129 
of metals, 129 
Rockwell test for, 129 
aileroscope test for, 129 
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Hardness penetration of steels, 336 
Heat, of combustion, 69 
high or gross, 71 
low or net, 71 
temperature effect on, 72 
of fusion, 74 
latent, 74 
potential, 74 
of reaction, 69 
sensible, 74 
of vaporization, 74 
Heat balance, 66, 74 
Heat capacities, 73 
Kopp's rule, 73 
rule of DuLong and Petit, 73 
Heat capacity, mean molal, 73 
Heat resisting alloys, 247 
Heat treatment, 222 
of steels, 325 

Heating value of coal, by DuLong^s 
formula, 38 

from proximate analysis, 39 ^ 
Hiding power of pigments, 549 
High-alloy steels, 362-“379 
High-carbon steels, uses of, table of, 
357, 358 

Hookers law, 127 

Hoopes electrolytic refining of alumi- 
num, 135 
Horn silver, 203 
Hornblende, 468 
Hot-dip coating processes, 446 
Hot-metal mixer, 281 
Hot working of metals, 226 
Hycar OR, 543 

Hydrogen electrode, standard, 412 
Hydrogenation cracking, 88 
Hypereutectoid steels, 323 
Hypoeutectoid steels, 322 

I 

Igneous rocks, 466 
chemical composition of, 466 
Ignition temperature, 61 
Ihrigizing, 448 
Ilmenite, 200 
InclusionB in steel, 310 
Indian red, 556 


Induction-furnace steels, 300 
making of, 299 
Infusorial earth, 517 
Ingot iron, 347 
Ingot molds, 305 
big end down, 306 
Ingots, segregation in, 310 
Inhibitors, 427 
anodic, 427 
cathodic, 427 
pickling, 429 
Injection molding, 533 
Inorganic coatings, protective, 444 
nonmetallic, 461 

Intercrystalline cracking, inhibitors 
for, 27 

Intermediate solid solutions, 221 
Interinetallic compounds, 211 
Invar, 247 

Invariant system, 207 
Iron, allotropy of, 312 
alpha, 313 
beta, 314 
cast, 379-384 
alloy, 382 

analyses of, table, 380 
chilled, 381 

free and combined carbon in, 380 

graphitization of, 380 

gray, 381 

malleable, 383 

mottled, 381 

white, 381 

castings, black heart, 383 
white heart, 383 
delta, 313 
gamma, 313 
open hearth, 347 
properties of, 312 
and steel, production of, 259 
Iron brass, 233 
Iron carbide, 315 

Iron-carbon alloys, solidification of, 316 
Iron-chromiura phase diagram, 366 
Iron-graphite phase diagram, 324 
Iron-iron carbide diagram, simplified 
316 

phase diagram, 315 
eutectoid region, 320 
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Iron ores, 259 
Bessemer, 271 
table of, 260 
Irreversible effects, 418 
Irreversible gels, 692 
Isinglass, 597 
“Isolantite,” 617 
Isoprene, 538 
Ivory black, 567 


J 


Japan driers, 570 
Japanese cement, 606 
Joule, 35 


K 


Kainite, 174 
Kaolin, 502 
Kauri, 572 
Keene’s cement, 486 
Kerosene, 53 
Kieselguhr, 517 
Kieserite, 174 
Kindling temperature, 61 
Kopp^s rule, 73 
Koroseal, 642, 543 
Kyanite, 627 


L 

Lacquer enamels, 547 
Lacquers, 546 
raw materials for, 548 
solvents for, 575 
table of, 580 

Ladles, steel teeming, 305 
Lake pigments, 559 
Lampblack, 557 
Lapis lazuli, 553 
Latent heat, 74 
Latex, 537, 541 
**Lava,» 621 
Law, Faraday^s, 407 
Hooke’s, 127 
Laxal treatment, 464 
Leaching of copper ores, 146 


Lead, 150-157 

blast-furnace smelting of, 151-152 
coatings of, 457 
commercial, 155 
metallurgy of, 151 
occurrence of, 160 
ore-hearth smelting, 162 
properties of, table of, 155, 156 
refining of, 153 

reverberatory smelting of, 162 
softening of, 153 
uses of, 157 

Lead-antimony bearing alloys, 249 
Lead brass, 233 
Lead burning, 458 
Lead chromate, basic, 556 
Lead desilvering, 153 
Lead ores, 150 
flotation of, 151 
leaching of, 153 
Lead powders, 559 
Leaded bronzes, 250 
Leaded zinc, 169 
Ledeburite, 318 
Light alloys, 239 
Lignite, 35 

Liquid carburizing, steel, 344 
Liquid glues, 597 
Liquids, heat capacities of, 73 
Liquidus curves, 215 
Lime, 477 

chemical reactivity of, 477 
composition of, 480 
hydrated, 480 
hydraulic, 480 
manufacture of, 478 
slaking of, 477, 480 
structural, 479 
uses of, table, 479 
Vienna, 518 

Lime-soda process, cold, 7 
calculations for, 10 
hot, 13 

Limestone, 471 

composition of, table of, 478 
dolomitic, 478 

linear coefficient of expansion, 125 
Linseed oil, 562 
boiled, 5^ 
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Litharge, 156, 555 
Lithopone, 552 
Low-melting alloys, 257 
Low thermal-expansion alloys, 247 
Lubricants, 92-108 
acid refining of, 96 
bright stock, 94 
for cutting tools, 107 
cylinder stock, 94 
high-pressure, 93 
oiliness of, 93 
solvent dewaxing of, 96 
solvent refining of, 97 
steam distillation of, 94 
vacuum distillation of, 94 
Lubricating greases, 104 
Lubricating oils, addition agents for, 
103 

carbon residue test, 101 
carbonisation index, 101 
cloud point of, 102 
color of, 101 
color improvers for, 104 
corrosion inhibitors for, 104 
dewaxing of, 95 
fire point of, 102 
flash points of, 102 
fluorescence of, 101 
fluorescence improvers for, 104 
oiliness improvers for, 103 
oxidation inhibitors for, 104 
oxidation stability of, 102 
pour point of, 102 
depressants for, 103 
properties of, 98 
S.A.E. numbers of, 99 
viscosity index of, 100 
improvers for, 103 
Lubrication, principles of, 92 
Lyophilic colloids, 591 
Lyophobic coUoids, 591 

M 

Machinability, 398 
Magnaflux, testing method, 395 
Magnesite, 174, 471 
refractories of, 112 


Magnesium, 174-177 
occurrence of, 174 
production of, 174 
properties of, 175-177 
table of, 176 
uses of, 177 
Magnesium alloys, 246 
table of, 246 
Magnetic alloys, 248 
Malachite, 140 
Malleability, table of, 130 
Malleability of metals, 130 
Malleable nickel, 180 
Manganese, 182-184 
consumption of, 182 
i production, 183 
properties of, table of, 184 
sources of, 182 
uses of, 183 
Manganese brass, 233 
Manganese bronze, 233 
Manganese tool and die steels, 376 
Manganin, 239 
Marbles, 472 

Marcasite, oxidation of in stone, 474 
Marine glue, 606 
Martensite, 328 
tempered, 337 
Massicot, 156 
Mastic, 571 

Material balance, 65, 74 
Matrix alloy, 257 
Matte, copper, 144 
Matter, conservation of, 65 
Melaconite, 140 
Melting points, 124 
Menhaden oil, 567 
Mercury, 198-200 
occurrence of, 198 
production of, 199 
properties of, 199 
table of, 200 
uses of, 200 

Mercury fulminate, 200 
Metal cleaning, electrolytic, 446 
by pickling, 445 
Metal coatings, alloy, 459 
aluminum, 458 
cadmium, 459 
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Metal coatings, cementation, 448 
ohemical-dip, 463 
chromium, 456 
cladding, 448 
cobalt, 459 
copper, 457 
electroplating, 446 
hot-dipped, 446 
lead, 457 
nickel, 455 

surface-conversion, 463 
tin, 453 
sine, 449 

Metal powders, 558 
production of, 401 

Metallic coatings, protective, 444 
testing of, 460 

Metals, arc cutting of, 398 
boiling point, 124 
brazing of, 399 
casting of, 386 
cleaning for coating, 445 
corrosion of, 404 

Metals, cutting and joining of, 397 
ductility, 130 

electrical resistivity of, 125 
elongation, 127 
emissivities of, table of, 611 
fatigue, 129 
fatigue test, 129 
dame cutting of, 398 
hardness, 129 

importance of films on, 431 
inhibitive pigments for, 588 
machinability, 398 
malleability, 130 

mechanical properties of, 125-130 
melting of, for casting, 386 
melting point, 124 
organic coatings for, 587 
physical properties of, 124, 125 
properties of, 124, 125 
proportional limit, 128 
reduction of area, 127 
shaping of, by cold working, 396 
by hot-working, 296 
soldering of, 399 
sprayed coatings, 447 
sputtering of, 449 


Metals, tensile strength, 126 
table of, 128 

thermal conductivity, 125 
welding of, 399 

yearly production of, table of, 123 
yield point, 128 
Methyl cellulose, 574 
Methyl methacrylate, 532, 535, 536 
Mica, 467, 617 
“built-up,” 618 
“reconstructed,” 618 
Milori blue, 552 
Minium, 156, 555 
Modified brasses, 232-234 
Modulus of elasticity, 127 
Mohs^ hardness scale, 511 
Molding of sand castings, 388 
Molding sands, 390 
Molds, “chills” for, 390 
dry sand, 390 
green sand, 389 
loam, 390 
permanent, 392 
Mole, 65 

Mole fraction, 67 
Molecular weight, mean, 68 
Molybdenite, 192 
Molybdenum, 192-193 
occurrence of, 192 
properties of, table of, 193 
Molybdenum metal, production of, 
193 

Molybdite, 192 

Mond process, 178 

Monel metal, 179, 246-247 

Mortar, hardening of lime-sand, 481 

Mucilage, 605 

Mullite, 527 

Muntz metal, 230 

Muscovite, 467 

N 

Naphthas, petroleum, 53 
Natural colloid, 591 
Natural gas, 57 
Naval brass, 232 
Neoprene, 542 
Nichrome, 187, 247 
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Nickel, 177-181 
malleable, 180 
metallurgy of, 17^179 
Mond process for, 178 
occurrence of, 177 
Orford process for, 178 
properties of, 180-181 
table of, 180 
uses of, table of, 181 
Nickel alloys, 246-248 
table of, 248 
Nickel carbonyl, 179 
Nickel ores, 178 
Nickel plating, 455 
Nickel silver, 239 
Nitralloys, 343 
Nitre cake, 523 
Nitriding, steels, 343 
Nitrocellulose glues, 606 
Nitrocellulose lacquers, 547 
Nonferrous alloys, 205-258 
Nonferrous metals, 123-204 
Nonmetallic bearings, 534 
Normalizing of steels, 331 

O 

Octane number, 55 
Oil, china wood, 564 
dehydrated castor, 566 
linseed, 562 
bleached, 564 
** boiled,” 563 
menhaden, 567 
oiticica, 566 
perilla, 565 
rosin, 567 
soybean, 566 
tung, 564 
Oil gas, 61 
“Oildag,” 107 
Oiliness improvers, 103 
Oils, acid values, 568 
as Diesel fuel, 53 
driers for, 569 
drying, 5W, 562 
properties of, table of, 568 
structure of, 561 
ester number, 569 


Oils, film formation by, 561 
fish, 567 

gravity of, A.P.I., 52 
Baum^, 52 
iodine value, 569 
saponification value, 568 
semidrying, 560, 562 
viscosity of, 92, 98 
Oilstones, 515 
Oiticica oil, 566 
Olivine, 468 
Opaque glue, 597 
Open-hearth, acid, 295 
basic steel process, 287 
fuels, 289 

Open-hearth process, charging period 
291 

finishing period, 294 
lime boil, 292 
mtilting period, 291 
refining period, 292 
Open-hearth steel process, 286 
Orford process, 178 
Orthoclase, 502 
Ossein, 595 
Overpotentials, 419 
Overvoltage, 419 
factors influencing, 420 
Oxidation, 408 
Oxidation inhibitors, 104 
Oxidation potentials, 413 
Oxygen concentration cells, 434 

P 

Pack carburizing, steels, 340 
Paint, 544 

“bleeding” of, 559 
casein, 583 
cold-water, 583 
driers for, 569 
film formation in, 545 
heat reflecting properties, 580 
light reflecting propertieB, 589 
raw materials for, 548 
solvents for, 575 
Paint removers, 580 
Paper, 619 

use in electrical insulation, 619 
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Paracoumarone resins, 574 
Paraffin wax, 96 
Parian cement, 486 
Paris blue, 552 
Paris glue, 597 
Paris green, 564 
Parkerizing, 464 
Parkes process, 154 
Partial pressure, gas, 67 
Particle weight of colloid, 594 
Patenting, steels, 332 
Patina on copper, 464 
Patronite, 193 
Patterns for castings, 388 
Pattinson process, 154 
Pearlite, 321, 328 
Peat, 35 
Pectin, 606 
Perbunan, 542, 543 
PeriUa oil, 565 
Peritectic, 213 
Permanent green, 553 
Petrolatum, 95 
Petroleum, aromatic base, 79 
asphalt base, 79 
catalytic cracking of, 87 
constitution of, 79 
cracking of, 85 
distillation of, 82 
fractionation of, 82 
mixed base, 79 
naphthene base, 79 
paraffin base, 79 
production of, 79 
products from, 80 
^‘skimming'' or ''topping” of, 82, 
84 

world production, table of, 80 
Petroleum gases, 61 
Petroleum refinery practice, 81 
Petroleum refining, 78-92 
combination unit, 88 
"yis-breaking,” 88 
Petroleum spirit, 578 
pH, 409 
definition of, 23 
Phase diagram, Ag-Pt, 219 
Al-Cu, 241 
Al-Si, 242 


Phase diagram, Au-Ou, 218 
Au-Pb, 212 
Bi-Cd, 210 
Ca-Mg, 212 
Cu-Ni, 215 
Cu-Sn, 234 
Cu>Zn, 228 
Fe-C (graphite), 324 
Fe-Cr, 366 
Fe-Cr-Ni, 369 
Fe-FcaC, 315 
eutectoid region, 320 
simplified, 316 
gamma loop type, 366 
Pb-Sb, 219 
Pb-Sn, 252 
SiOrAUOa, 111 

Phase equilibrium diagram, 211 
Phase rule, 206 
Phases, in alloys, 205, 206 
Phenol aldehyde resins, 573 
Phenol formaldehyde resins, 532, 535i 
536 

Phenolic resins, oil soluble, 574 
Phosphate treatment of boiler waters, 
24 

Phosphor bronze, 237 
Phosphor copper, 237 
Phosphor tin, 237 

Pickling, of iron and steel, inhibitors 
for, 429 
of metals, 445 

Pig iron, desulfurization of, 272 
production of, 259 
Pigments, aluminum powder, 658 
American vermilion, 656 
bases, 552 

basic lead chromate, 556 
black, 557 
blue, 552 

bronze powder, 558 
brown, 556 
Brunswick green, 553 
bulking value, 549, 560 
cadmium yellow, 555 
carbon black, 557 
Chinese blue, 552 
chrome green, 553 
chrome red, 556 
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Pigments, chrome yellow, 554 
chromium oxide, 553 
citron yellow, 554 
cobalt blue, 553 
colcothar, 556 
copper phthalocyanine, 553 
diluent, 552 
drop black, 557 
emerald green, 554 
Frankfort black, 557 
gas black, 557 
graphite, 558 
green, 553 
green vermilion, 553 
Guignet's green, 553 
hiding power, 549 
Indian red, 556 
inhibitive for metal, 588 
ivory black, 557 
lake, 559 
lampblack, 557 
lead powder, 559 
light transmission, 560 
litharge, 555 
lithopone, 552 
metal powders, 558 
oil absorption, 549, 560 
for organic coatings, 548 
Paris blue, 552 
Paris green, 554 
particle size distribution, 549 
permanent green, 553 
Prince's metallic brown, 556 
properties of, table of, 560 
Prussian blue, 552 
Prussian green, 553 
red, 555 
red lead, 555 
reinforcing, 552 
Schweinfart green, 554 
siennas, 555 
i^cific gravity, 560 
sublimed blue lead, 551 
sublimed white lead, 551 
titanium whites, 551 
ultramarine, 553 
umber, 557 
Vandyke brown, 557 
Venetian red, 556 


Pigments, vine black, 557 
white, 550 
white lead, 550 
yellow, 554 
yellow ochers, 555 
zinc chrome, 554 
zinc oxide, 552 
zinc powder, 559 
Plaster, calcined, 485 
classification of, 484 
coatings for, 588 
flooring, 486 
hard-finish, 486 
of Paris, 483, 485 
wood-fiber, 486 
Plasterboard, gypsum, 486 
Plasticizers, 547, 560, 575 
Pkstics, 529-536 
Plumber's solder, 254 
Plutonic rock, 466 
Polarization, 418 
anodic, 418 
cathodic, 418 
concentration, 418 
film, 420 

galvanic cells, 417 
Polishes, wax, 582 
Polymer" gasoline, 89 
Polymeric unit, 530 
Polymerization, 530 
Polystyrene, 532, 535, 536 
Porcelain enamels, 461 
Portland cement, 487 
clinker of, 489 
comparison of, 495 
composition of, 489 
compound formation in, 490 
freezing of, 495 
hardening of, 491 
high-alumina, 495 
high early-strength, 495 
low-heat, 498 
manufacture of, 488 
“moduli" of, 490 
raw materials for, 488 
regauging of, 494 
set retarders, 493 
setting of, 491 
storing, 497 
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Portland cement, testing of, 496 
Portland-pozzolan cement, 498 
Potential heat, 74 
Potentials, couple, 417 
electrode, 411 
oxidation, 413 
table of, 414 
reduction, 413 
standard electrode, 415 
Pour-point depressants, 103 
Powder metallurgy, 400-403 
applications of, 401 
Powdered coal, 41 
Power production, table of, 33 
Precipitated bone phosphate, 595 
Precipitation hardening, 245 
Prince’s metallic brown, 556 
Process annealing, steels, 332 
Producer gas, 57 
Proportional limit of metals, 128 
Protection of metals, by current, 439 
by zinc, 441 
Prussian blue, 552 
Prussian green, 553 
Pulpstones, 515 
Pumice, composition of, 516 
Pumicite, composition of, 516 
Putty, 586 
Pyrex glass, 526 

Pyrite, oxidation of in stones, 474 
Pyrolusite, 182 

Pyrometric cone equivalent, 114 
Pyrometric cones, 114 
table of, 115 
Pyromorphite, 151 
Pyroxylin, 546, 606 

Q 

Quartz, 467, 514 
Quicklime, 477 

E 

Radiation, 610 

Reactions, oxidation-reduction, 405 
spontaneous, 405 

Racarburization of Bessemer steel, 
284 


Red lead, 156, 555 

Reduction of area in tensile tests, 127 
Refractories, 109 
acid, 116 
alumina, 110 
basic, 117 

chemical reactions of, 1 14 
chrome, 113 

composition of, table of, 116 

dolomite, 113 

erosion of, 120 

fosterite, 113 

for glass furnaces, 526 

magnesite, 112 

neutral, 117 

properties of, table of, 116 
reaction temperatures of, table, 117 
silica. 111 

solution of, in slags, 120 
spalling of, 1 18 
special purpose, 121 
specific heats of, 120 
thermal conductivity of, 120 
thermal expansion of, 119 
Refractory mortars, 113 
Refrigeration insulation, 613 
Resin glue, 606 
Rcjsins, 570, 606 
alkyd, 574 
amber, 572 
copals, 571 
dammar, 571 
eleini, 571 
ester gum, 571 
glyptal, 574 
kauri, 572 
mastic, 571 
natural, 570 
paracoumarone, 574 
phenol aldehyde, 573 
sandarac, 571 
shellac, 572 
synthetic, 573 
Resistivity, electrical, 125 
Reversible gels, 592 
Rimming steels, 308 
Rock, igneous, 466 
plutonic, 466 
sedimentary, 468 
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IRocky trap, 468 
Rockwell hardness test, 129 
Roofing tile, 507 
Roscollite, 103 
Rose’s alloy, 257 
Rosin, 571 
Rosin oil, 567 
Rottenstone, 517 
Rouge, 518 
Rubber, 537-543 
chlorinated, 574 
use in electrical insulation, 618 
Rubber cement, 606 
Ruby, 131 
Ruby copper, 140 
Russian glue, 597 
Rutile, 200 

S 

Salt cake, 523 
Sand, molding of, 390 
Sand castings, molding of, 388 
Sandarac, 571 
Sandstones, 470 
Sanitary ware, 509 
Sapphire, 131 
Scaling of steel, 345 
Scheelite, 189 
Schweinfurt green, 554 
Scleroscope test for hardness, 129 
Season cracking, 226 
Sedimentary rocks, 468 
Seed lac, 572 
Seger cones, 114 
Segregation in steel ingots, 310 
Selenite, 482 
Sensible heat, 74 
Serpentine, 468 
Sewer pipe, ^8 
Sharpening stones, 515 
Shellac, 572 
bleached, 572 
use as adhesive, 606 
use in electrical insulation, 618 
Sherardizing, 448 
Sienna, 555 
Silica, forms of, 514 
Silica refractories. 111 
allotropic transformations in. 111 


Silicon bronzes, 238 
Silicon carbide, 518 
Silicon electrical steels, 362 
Silver, 203-204 
metallurgy of, 203 
occurrence, 203 
properties of, 203 
table of, 204 
uses of, 204 

Silver solders, table of, 253 
Sinew glue, 594 
Single electrode reactions, 408 
Slag, acid open-hearth, 295 
basicity of, 272, 292 
electric furnace steelmaking, 298 
oxidizing power of, 292 
Saked lime, 477 
9ates, 469 

composition of, tables of, 469 
discoloration of, 470 
Slip planes in crystals, 223 
Smaltite, 181 
Smithsonite, 164 

S.A.E. classification, carbon steels, 355 
high alloy steels, table of, 363 
low-alloy steels, 360 
table of, 361 

S.A.E. numbers of oils, 99 
Soda-lime glass, 525 
Sodium silicate glues, 605 
Soldering, 399 
Solders, 251-254 
aluminum, 254 
plumber’s, 254 
silver, table, 253 
soft, 251 

composition of, 251 
properties, 251 
wiping, 254 

Solid solution, substitution, 209 
Solid solutions, with complete misci- 
bility, 214 
formation of, 214 
intermediate, 221 
interstitial, 209 
with partial miscibility, 218 
terminal, 221 

Solids, heat capacities of, 73 
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Solidus curves, 215 
Sols, 591 

Solubility product, 12 
Solubility products and scale forma- 
tion, 22, 24 

Solutions, colloidal, 591 
Solvent degreasing, 445 
Solvent naphtha, 579 
Solvents, coal tar, 579 
for lacquers, table of, 580 
for paints, 575 
Sorbite, 337 
Soybean oil, 566 
Specific conductance, 615 
Specific heat, mean, 73 
Specific heats, 73 
Speculum metal, 237 
Spelter, 167 

specifications, table of, 170 
Sphalerite, 164 
Spheroidizing, steel, 337 
Spiegeleisen, 183 
Spontaneous combustion, 63 
Spra bonderite, 464 
Staff, 486 
Stains, wood, 583 
Standard electrode potentials, 415 
Steadite, 379 
Steam, water for, 1-32 
wet, 28 

Steam purifiers, 28 
Steel, alloying additions, 301 

annual production of, table of, 275 
Bain S curve for, 330 
basic open-hearth process, 287 
cement, 277 
“cold shortness,” 350 
crucible, 278 
crystallization of, 307 
deoxidation of, 301 
drawing of, 337 
“18-8,” 364 
electric furnace, 296 
flame hardening of, 337 
Hadfield, 363 
“hot shortness,” 350 
inclusions in, 310 
making of, Bessemer procesS) 279 
dufdex process, 300 


Steel, making of, induction fumaoe 
process, 299 
nickel clad, 455 
open-hearth process, 286 
spheroidizing of, 337 
tempering of, 337 
Steel ingots, defects in, 307 
production of, 304 
Steels, air hardening, 367 
annealing of, 331 
basic open-hearth, 295 
bright annealing, 332, 345 
capped, 309 

carbon, cold working of, 352 
minor elements in, 350 
S.A.E. classification, 355 
uses of, 355 358 
carburizing grades of, 339 
case carburizing of, 338 
casehardening of, 338 
coarsening temperatures of, 333 
corrosion resisting, 364 
critical cooling rates of, 329 
critical points of, 324 
cutlery, 365, 367 
cyaniding of, 344 
decarburizing of, 345 
deep hardening, 336 
deoxidizers for, 302 
electric furnace, 298 
eutectoid, 323 
free machining, 351, 352 
grain of, growth, 332 
refinement, 332, 334 
size, 332 

graphitization of, 325 
hardening of, 335 
hardness penetration in, 336 
heat resisting, 364 
heat-treatment of, 325 
high-alloy, 362-379 
creep resistance of, 371 
high-carbon, uses for, table of, 357 
358 

high-carbon tool, 374 
high-chromium, 364 
properties, 368 
resistance to scaling, 370 
high-chromium tool, 377 
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Steels, high-speed tool, 377 
table of, 378 
high-tungsten tool, 377 
hypereutectoid, 323 
hypoeutectoid, 322 
liquid carburizing of, 344 
low alloy, 368-'362 
high strength, table of, 360 
low-chromium tool, 377 
low-tungsten tool, 377 
manganese, tool and die, 376 
nitriding of, 343 
grades of, 343 
normalizing of, 331 
patenting, 332 
plain carbon, 348-358 
process annealing, 332 
quenching of, 335 
rimming, 308 
scaling of, 345 
semikilled, 309 
shallow hardening, 336 
silicomanganese, 377 
silicon electrical, 362 
S.A.E. high-alloy, table of, 363 
S.A.E. low-alloy, 360 
table of, 361 
stainless, 364 

tool, characteristics of, table of, 
376 

classification, table of, 375 
tool and die, 374-379 
Stellite, 182 
Stibnite, 197 
Stick lac, 572 
Stone, alberine, 468 
building, 466 
cleaning of, 475 
deterioration of, 473 
fire resistance of, 475 
preservation of, 475 
production of, table, 475 
Stress corrosion, 436 
Stucco, 483, 485 
Sublimed blue lead, 551 
Sublimed white lead, 551 
Surface combustion, 64 
Synthetic rubber, 541 


T 

Tar, 49 

Tempjering, steel, 337 
Tensile strength, 126 

effect of cold wcffking in, 127 
of metals, table of, 128 
Tensile tests, 127 
Terminal solid solutions, 221 
Terne-plate, 458, 460 
Terra-cotta, 506 
Test specimens, 127 
Testing machine, 127 
Tetraethyl lead, 56 
Tetrahedrite, 140 

Thermal conductivities, of inorganic 
insulators, table of, 613 
of organic insulators, table of, 612 
Thermal conductivity, 125 
coefficient of, 608 
Thermal insulators, organic, 612 
properties of, 612 
Thermit, 138 
Thiokol, 542, 543 

Threshold treatment” of water, 31 
Tie-line, 215 
Tile, drainage, 508 
floor, 508 
roofing, 507 
wall, 507 
Tin, 157-164 
block, 162 
commercial, 162 
grain, 162 
grey, 162 

metallurgy of, 158-160 
mining of, 158 
occurrence of, 157 
phosphor, 237 
properties of, 162-164 
table of, 163 
reclaiming of, 161 
refining of, 1^ 
uses of, 164 
white, 162 
Tin brass, 232 
Tin coatings, hot-dip, 454 
Tin disease, 163 
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Tin piate» 453 
Tin stone, 167 
Titanium, 200-201 
occurrence of, 200 
uses of, 401 
Titanium metal, 201 
Titanium whites, 551 
Tobin bronze, 233 
Toluene, 579 

Tool steels, characteristics of, table 
of, 376 

classification, table of, 375 
high-carbon, 374 
high-chromium, 377 
high-speed, 377 
table of, 378 
high-tungsten, 377 
low-chromium, 377 
low-tungsten, 377 
manganese, 376 
Transfer molding, 534 
Transition, 213 
Trap rock, 468 
Tripoli, 517 
Troostite, 337 
Tung oil, 564 
Tungsten, 189-192 
economic value of, 191 
ores of, 189 

properties of, table of, 191 
Tungsten carbide, 182 
Tungsten metal, production of, 189 
Turpentine, gum spirits, 576 
steam-distilled, 578 
wood, 576, 578 
Tyndall effect, 592 
^^rpe metal, 198 

U 

Ultramarine, 553 
Umber, 557 

Univarient systems, 207 
Urea formaldehyde resin, 532, 535, 
536 

V 

Vanadinfte, 193 
Vanadiim, 193-195 


Vanadium, metal, production of, 194 
occurrence of, 193 
properties of, table, 194 
uses of, 195 
Vanadium ores, 193 
Vandyke brown, 557 
Vanoxite, 194 
Varnishes, 346 
pyroxylin, 546 
raw materials for, 548 
spirit, 546 

Varnish removers, 580 
Venetian red, 555 
Victron, 620 
Vienna lime, 518 
Vine black, 557 
Vinyl resin, 532, 535, 536 
Vinylite, use in electrical insulation 
620 

Viscosity, 92. 98 
kinematic, 99 
relative, 99 
Saybolt, 99 

Viscosity index of oils, 100 
Viscosity index improvers, 103 
Vistanex, 542, 543 
Vitreous enamels, 461, 526 
Vitreous ware, 509 
Voltage, effect of concentration on 
416 

Vulcanization, 539 
Vulcanized fiber, 620 

W 

Wall tUe, 507 

Water, analyses of, table of, 5 
corrosion inhibitors in 32 
deaeration of, 6 
dissociation of, 409 
distillation of, 6 
hard, 2 
hardness of, 2 
carbonate, 2 
noncarbonate, 2 
permanent, 2 
temporary, 2 
test for, 2 
total, 2 
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Water, mine, acidity of, 3 
natural, impurities in, 1~2 
for steam generatioli, 1-32 
“threshold treatment” of, 31 
Water analysis, reports of, 3-4 
Water gas, 59 
Water glass, 605 
Water softening, 7 
base-exchange process for, 14 
lime-soda process, 7 
calculations for, 10 
silica removal in, 12 
zeolite process for, 7, 14 
Water treatment, purpose of, 6 
Waterproofing concrete, 499 
Wax, carnauba, 582 
paraffin, 95 
Wax polishes, 582 
Welding, 399 

Welding rods, copper alloy, table, 253 
Wetherill process, 169 
Whetstones, 471 
White alloys, 249 
White lead, 550 
darkening of, 550 
Willemite, 164 
Wolfram ocher, 189 
Wolframite, 189 

Wood, protective coatings for, 586 
Wood fillers, 583 
Wood stains, 583 
Wood^s metal, 257 
Wrought iron, 347 
Aston-Byers, 276 
hand puddling of, 276 
machine puddling of, 276 


Wrought iron, production of, 278 

Wulfenite, 192 

X 

Xylene, 579 

Y 

Yellow ocher, 555 
l^ld point of metals, 128 
Yield strength, 127 

Z 

Zeolite, process, 7 
Zeolites, carbonaceous, 17 
25ni5, 164-172 
ihetallurgy of, 165-169 
occurrence of, 164 
properties of, tabic of, 170 
specification for, table, 170 
uses of, 171 
Zinc blende, 164 
Zinc burning, 169 
Zinc chrome, 554 
Zinc coatings, 449 
electrodeposited, 450 
life of, table of, 450 
Zinc dust, 167, 559 
Zinc-leaded, 169 
Zinc oxide, 552 
preparation of, 169 
Zinc refining, 168 
Zinc spar, 164 
Zinc white, 169 
Zincite, 164 



